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PREFACE 


The original motivation for the introduction of courses in electronics 
into many electrical-engineering curriculums was to provide the student 
with a background for the understanding of radio communication. How- 
ever, particularly within the past 10 years, many other equally important 
fields have been developed which require a knowledge of electronic cir- 
cuits which are often quite different from those found in radio systems. 
These newer fields include radar, television, analogue and digital com-~ 
puters, control systems, data-processing systems, nucleonics, pulse com- 
munications, telemetering, and instrumentation (physical, biological, 
medical, mechanical, psychological, etc.). 

In radio engineering the waveforms encountered are essentially sinu- 
soidal in nature. In the newer fields there occur a wider variety of 
waveforms which include narrow (microsecond or millimicrosecond) 
pulses, wide (millisecond or second) pulses, square waves, and time-base 
current and voltage waveforms. In radio engineering the prime signal 
source is a sinusoidal signal generator. In the newer electrical systems 
the signal sources also include such circuits as multivibrators, time-base 
generators, and blocking oscillators. In radio engineering, circuits are 
required to perform the operations of amplification, modulation, and 
detection. In the newer fields, circuits are required to perform many 
additional operations. Among these are circuits which change the shape 
of a wave (clipping), change the d-c level of a waveform (clamping), 
determine the occurrence of equality in voltage between two waveforms 
(amplitude comparison), mark the time of occurrence of some distinctive 
point on a waveform (time comparison), etc. All these latter circuits 
depend for their operation on the use of nonlinear circuit elements. 
Hence, the nonlinear characteristics of diodes, vacuum tubes, and transis- 
tors are a matter of more serious concern in the newer fields than in radio 
engineering. The bandwidths required of the linear passive and active 
(amplifier) transmission networks in a radio system rarely exceed several 
hundred kilocycles. In the newer fields, linear pulse (or video) ampli- 
fiers and wideband transmission networks of both the lumped- and dis- 
tributed-parameter type are required with bandwidths extending from 
zero to tens of megacycles. Finally, we may note that in the newer fields 
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an important technique has been developed which has no counterpart in 
radio engineering. This so-called digital technique is based on the use of 
tubes, transistors, and magnetic cores as switches which in operation are 
either turned on or off and never left in an intermediate state. 

It is the purpose of this text to provide a description and an analysis of 
the circuits and techniques which are common to many of the newer fields 
of electrical engineering. It is to be emphasized that this text is not 
intended as a book on a specific terminal subject such as digital computers, 
television, radar, etc. Rather the circuits and techniques described here 
are basic to an understanding of many diversified specialized fields. (It 
is hoped that the title selected for this text gives some suggestion of its 
scope. Other authors have used such titles as ‘unconventional circuits,”’ 
“waveforms,” ‘advanced electronic circuits,’ ‘‘recurrent electrical 
transients,” ‘‘pulse techniques,” ‘‘timing circuits,’’ etc.) 

It is the feeling of the authors that a modern curriculum in electrical 
engineering should include at least three (and preferably four) courses in 
electronics. This sequence should begin with physical electronics, con- 
_ tinue with what might now be called classical (radio) circuits, and should 
conclude with pulse and digital circuitry. This book is intended to serve 
as a text in pulse and digital circuitry for such an undergraduate sequence. 

The subject of pulse and digital techniques has already assumed such 
importance that a two-term graduate sequence in this subject is certainly 
justified. This text contains adequate material for such a graduate course. 

The authors have used almost all the material in this book (in note 
form and with constant revision) in their classes over the past eight years. 
The organization of the material has received careful attention and is as 
follows. First, an analysis is made of the response of linear networks, 
both active and passive, to the types of waveforms commonly encoun- 
tered in pulse circuits. Then the basic nonlinearities of tubes and 
semiconductor devices are described and the effects of these nonlinearities 
on waveform transmission are studied. Waveform generating circuits 
and other fundamental building blocks are next analyzed in detail. 
Finally, the basic circuits, with which the reader is now familiar, are 
assembled into pulse and digital systems. The motivation behind the 
organization of each chapter has been to assemble, correlate, and analyze 
circuits and techniques required to perform a basic operation. 

The philosophy of presentation which the authors have adopted has 
been to analyze a circuit on a physical basis so as to provide a clear 
understanding and intuitive feeling for its behavior. Mathematics 
(through differential equations) is used wherever required but only after 
the physical motivation behind the mathematics has been discussed. 
Since this text is intended for a course in electronics and not one in dif- 
ferential equations, the authors feel justified in omitting some of the 
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mathematical details of solution. In most cases the roots of the charac- 
teristic equation (the poles of the transfer function) are examined care- 
fully, since these provide a great deal of insight into the nature of the 
response. Then the analytical solution is written down, the response is 
plotted, and its physical significance is studied. It is assumed that the 
reader is familiar with the solution (either by the classical or the 
Laplace transform method) of linear differential equations with constant 
coefficients. 

The principal emphasis in this text is upon a deep theoretical under- 
standing of pulse and digital circuits and techniques. At the same time 
the authors have included enough practical details so as to make its 
usefulness felt immediately in the laboratory. 

A number of illustrative examples are worked out in detail in the body 
of the text. A large number of homework problems (over four hundred) 
are included at the end of the text. Some of these are theoretical in 
nature, a few give the student practice in the solution of the differential 
equations set up in the text, and many others illustrate practical circuits 
and systems. In every case the order of magnitudes of the parameters 
have been chosen realistically so that the reader will learn what to expect 
as a practicing engineer. The tube characteristics needed in the solu- 
tion of some of the problems are included in the Appendix. 

It is expected that transistors will play an increasingly important role 
in pulse and digital circuits as the years go by. The purpose of Chap. 18 
is to give a pedagogically sound presentation of the transistor as a basic 
circuit element. Enough semiconductor physics has been included so as 
to give the reader an appreciation of the properties of transistors and also 
of their limitations. It is therefore not necessary for the student to con- 
sult other references before reading Chap. 18. The emphasis in the 
chapter is on the use of the transistor as a switch in pulse and digital 
applications. 

It is a pleasure to acknowledge the assistance received from many 
sources in the preparation of this book. The following companies sup- 
plied information in the form of component characteristics, instrument 
instruction manuals, etc.: Bell Telephone Laboratories, Berkeley Division 
of Beckman Instruments, Inc., A. B. Du Mont Laboratories, Inc., Gen- 
eral Electric Company, Hewlett-Packard Company, Potter Instrument 
Company, Sylvania Electric Corporation, Tektronix, and Tel-Instrument 
Company. We are grateful for the many technical discussions with our 
friends and colleagues at Columbia University, The City College of New 
York, the Electronics Research Laboratories of Columbia University, and 
the Tel-Instrument Company. The Massachusetts Institute of Tech- 
nology Radiation Laboratory Series of volumes on radar were also a 
source of a great deal of useful information. 
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We are pleased to acknowledge our indebtedness to the following per- 
sons for their assistance: Professors E. Brenner and G. J. Clemens and 
L. B. Lambert, R. Laupheimer, and D. L. Schacher read a great deal of 
the manuscript and made many valuable suggestions. Dr. 8S. Amarel 
supplied much valuable information in connection with comparators, 
Dr. J. W. Easley and Dr. J. L. Moll in connection with transistors, G. F. 
Bland in connection with the NORC computer, L. Packer in connection 
with some digital circuits, and R. P. Vogel in connection with transmission 
gates. H. J. Bickel, A. V. Mitchell, and R. P. Vogel suggested some 
of the problems. G. E. Kaufer assisted with some of the drafting. 
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CHAPTER 1 


REVIEW OF AMPLIFIER CIRCUITS 


Voltage- and current-feedback circuits, which find extensive application 
in many branches of electronics, are also used frequently in pulse systems. 
Among such circuits, which will appear throughout this text, are the 
cathode-follower, phase-inverter circuits, difference amplifiers, and opera- 
tional amplifiers. Therefore we shall review briefly the principles of 
negative feedback and derive equivalent circuits which will give an 
intimate physical understanding of such circuits. Finally, these power- 
ful methods of analysis will be applied to the circuits most commonly 
used in pulse applications. 


oK 
(a) (b) 


Fia. 1-1. The equivalent circuit of a triode operating linearly. 


1-1. Equivalent Circuit of a Vacuum Tube.! Over the range of linear 
operation, the vacuum tube of Fig. 1-la may be replaced by the equiv- 
alent circuit of Fig. 1-1b. The symbol e,, stands for the voltage drop from 
grid to cathode, and r, is the plate resistance of the vacuum tube. A 
circuit which involves vacuum tubes may be analyzed by replacing each 
tube by its equivalent circuit and by disregarding all those circuit fea- 
tures, such as supply and bias voltages, which have an influence only on 
the quiescent state.* This replacement of the vacuum tube by its equiva- 
lent leaves a network which may be dealt with by linear circuit analysis. 


ExamMpte. The triode of Fig. 1-2a has a plate resistance r, and an amplification 
factor ». The externally applied voltage is ee, as shown, and the output voltage is é. 
Find an equivalent circuit with respect to the output terminals selected. 


* The symbols for voltage and current used throughout this chapter (with the 
exception of Sec. 1-7) represent variations from the quiescent value. 
aa 
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Solution. The vacuum tube has been replaced by its equivalent circuit in Fig. 1-20. 
The current 7 must satisfy the equation 


Hegk = Urp + Rt + Rx) 
The voltage drop from G to K is 
€gk =€e— tR: 


Eliminating e,., and solving for e, = iR;, we have 


where Ry = (Rr +7p)/(u + 1). 


(b) 


Fra, 1-2. An example illustrating the use of the equivalent circuit of Fig. 1-1b. 


It appears from inspection of this last equation that the output voltage may then 
be computed from the equivalent circuit of Fig. 1-3a. 


Thévenin’s theorem states that any two-terminal linear network may 
be replaced by a generator equal to the open-circuit voltage between the 
terminals in series with the equivalent output impedance. The output imped- 
ance is that impedance which appears between the output terminals when 
all energy sources are replaced by their internal impedances. For exam- 

ple, in Fig. 1-3a the output impedance R is given by the parallel combina- 
tion of R; and R, and the Thévenin generator voltage is given by 


e = Lee Ri 
tpt Ret Ri 


This Thévenin equivalent circuit of Fig. 1-3a is shown in Fig. 1-3b. We 
have also indicated in Fig. 1-3b that an external load may be added 
across the output terminals and that it will then draw a load current 7, 
[which will equal er/(R + R’)]. Thus, the output impedance specifies 
the manner in which the output voltage e, = i,R’ is affected by an 
external load. The output voltage is also given by eo. = er — 12R. 

The Thévenin equivalent of an amplifier circuit is indicated in Fig. 
1-4a, The input terminals are marked 1 and 2 and tae input voltage is e, 
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The output terminals are marked 3 and 4. The external load is R’ and 
the output impedance is R. Since the open-circuit voltage (no external 
load placed across the amplifier) is the amplifier gain A times the external 
voltage, the Thévenin generator is Ae, as indicated. 

In Fig. 1-4a we have assumed that the circuit contains only resistive 
elements. If reactive elements are present, the circuit may be generalized 
as indicated in Fig. 1-4b. Capital letters are now used to define sinor 


Ry+rp 
Rts A+1 


(d) 
Fig. 1-3. Networks equivalent to the circuit of Fig. 1-2. The Thévenin generator 
er and the output impedance 7? are defined in the text. 


(6) 


Fia. 1-4. Thévenin equivalent circuits for an amplifier (a) with resistive elements and 
(b) with reactive elements. 


(phasor) quantities and resistances F are replaced by complex impedances 
Z. The output voltage is given by 


E, = AE — IZ (1-1) 


where Z is the output impedance, A is the (unloaded) amplifier gain, and 
Zz is the load impedance. This equation may be used to define A and Z 
for a particular circuit. For example, if we find that the output voltage 
of an amplifier varies linearly with load current as indicated in Eq. (1-1), 
then the factor multiplying the applied voltage H# is the gain and the 
factor multiplying the load current Jz, is the output impedance. 
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1-2. Voltage Feedback in Amplifiers. A feedback amplifier may be 
defined tentatively as one in which the amplifier input signal is in part 
derived from an external source and in part from the amplifier output. 
Any amplifier, whether it involves feedback or not, may be analyzed by 
the method outlined in Sec. 1-1. Where feedback is involved, however, 
it is more fruitful to try to deal separately with the amplifier proper and 
with the feedback network in order to be able to appreciate the influence 
of the feedback on the amplifier characteristics. Since, with respect to 
its output terminals, the amplifier is specified by the gain and output 
impedance we shall inquire into the manner in which these two features 


E, i iff E 1) Z, (external 
ie x load) 


E, hy) Z, 


(b) 
Fie. 1-5. (a) A block diagram of a voltage-feedback amplifier. The feedback factor B 
is defined by 6 = E,/E,, where Ey = E; — E.. (b) The equivalent circuit. 


of the amplifier are modified by certain particular feedback arrangements. 

Consider the feedback arrangement of Fig. 1-5a. The signal at the 
input terminals to the amplifier is the sum of the externally impressed 
voltage E, and a feedback voltage HE; = BE,. The feedback voltage is 
related to the output voltage by a factor 8, which is determined by the 
feedback network. The feedback network may be active or passive and 
in general 8 may be a complex quantity. The convention with respect 
to the polarity of all signals is indicated, and this convention will be 
adhered to consistently in what follows. 

Let A be the forward gain without feedback (the open-loop gain) between 
the input and output terminals of the amplifier with the load Z, removed. 
We may define A by the following operational procedure. Remove F,, 
and apply a voltage E; directly to the terminals 1 and 2. The gain A is 
given by A = E./E;. 
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The output impedance without feedback Z of the amplifier is defined as 
follows. Remove £,, and short-circuit terminals 1 and 2. Under these 
conditions Z is the impedance seen looking back into the output terminals 
3 and 4. Note that the definitions of A and Z take into account the 
loading effect of the impedance of the feedback network. 

The Thévenin equivalent circuit corresponding to Fig. 1-5a is indicated 
in Fig. 1-5b. The distinguishing feature of voltage feedback ts that the feed- 
back voltage E; ts related to the output voltage E, by E; = BE,, in which B is 
fixed independently of the external load Z_. We may write 


Eo = AH; = IrpZ and E; = E, +- BE, 
Eliminating H; from these equations, we find 
A Z 
i= ap te = Ae [+ 


This equation is in the form of Eq. (1-1) and hence we conclude that the 
gain and output impedance with feedback are given by A, (theclosed-loop 
gain) and Z;, respectively, where 


E, = (1-2) 


A 
1— pA 
Z 
1— pA 


- The Thévenin equivalent circuit is indicated in Fig. 1-6. The effect 
of the feedback is, therefore, to 
modify both gain and impedance by 
the same factor. If |A,| < |A|, the 
feedback is termed negative or de- ° ° 
generative. If |A;s| > |A|, the feed- Fria. 1-6. The Thévenin equivalent of an 
back is termed positive or regenerative. 2mplifier taking voltage feedback into 
In the case of negative feedback, oe 

which is of principal interest to us, the magnitude of both gain and 
impedance is divided by the factor |1 — 6A\. 

1-3. Current Feedback in Amplifiers. A current-feedback amplifier is 
shown in Fig. 1-7. The amplifier without feedback has a gain A and 
output impedance Z. The distinguishing feature of the present circuit 
is that the feedback voltage ts proportional to the current which flows through 
the external load Zz, and the factor of proportionality between Es and Iz 1s 
independent of the output voltage E,. The feedback voltage is developed 
across the impedance Z,, which is in series with the load. 

We have 


Eo = AE; —-(Z2+2Z,)I, and E; = E. + 2,11 
from which E, = AE. -(4+ 2,11 — A)jlz 


As = (1-3) 


and Z , (1-4) 
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Amplifier 


Fia. 1-7. A block diagram of a current-feedback amplifier. 


Comparing with Eq. (1-1), we see that the gain and impedance in the 
presence of current feedback are therefore 


A;=A 


Zy=Z4+Z,(1 — A) 


(1-5) 


The gain has not been altered. If the amplifier were unaltered except 


“(a) 


Amplifier 


(c) 
Fie. 1-8. (a) Amplifier with plate and 


cathode resistors. (6) Circuit redrawn 
as a voltage-feedback amplifier. (c) 
Equivalent circuit with respect to output 
terminals between cathode and ground. 


that the feedback voltage were not 
returned to the input, the output 
impedance would be Z + Z,. The 
effect of the current feedback is 
therefore to add to the output im- 
pedance the additional impedance 
—AZ,. If, for example, A isa real 
negative number and Z, is resistive, 
the output impedance with feed- 
back will be greater than the im- 
pedance without feedback. 

1-4. Illustrations of Current and 
Voltage Feedback. We shall now 
consider some examples of special 
one-tube amplifiers. The examples 
are selected because they illustrate 
the matters described above in con- 
nection with feedback and _ also 
because the circuits themselves are 
of much practical importance. 

Suppose that in the circuit of Fig. 
1-8a we define the output terminals 
to be K and N so that e, = en and 
the input terminals to be G and K 
so that e; = e,,. The external sig- 
nal generator is connected toG and 
N sothat e. = @gn. The circuit may 
now be redrawn as in Fig. 1-8), 


which corresponds to Fig. 1-5b. Independently of whether the resistor FR; 
is considered a part of the amplifier or an external load we have a case of 
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voltage feedback in which 8 = —1 since es = —e,. Let us consider that 
R, is an external load and not a part of the amplifier. Then 


Ci €gk 


and 1 — BA =1+4. The impedance without feedback seen looking 
to the left between terminals K and Nisr, + R,. The gain and imped- 
ance with feedback are found from Eqs. (1-3) and (1-4) to be 


__# _ tet Ky ‘i 
4y= $5 ond Rp = BS (1-6) 


The equivalent circuit is as indicated in Fig. 1-8c. This is the same 
circuit as in Fig. 1-3a, which was derived without the aid of feedback 
formulas. 


Amplifier 


N 


(b) 
Fig. 1-9. (a) Amplifier with plate and cathode resistors drawn as a current-feedback 
amplifier, (6) Equivalent circuit with respect to output terminals between plate and 
ground. 

Next, referring again to Fig. 1-8a, let us consider that again e; = e,, 
and e. = égn but that now e, = pn. The circuit is redrawn in Fig. 1-9a 
which corresponds exactly to the circumstances of current feedback in 
Fig. 1-7. Observe that here we have no choice but to require that Rz be 
considered an external load. The gain, with or without feedback, is 
A = Ay = Cpn/egx = —p. The output impedance neglecting feedback 


8 PULSE AND DIGITAL CIRCUITS 
is rp + R,, so that altogether we have 
As=—mw and Rs =ry+(1+4)R (1-7) 


The equivalent circuit is shown in Fig. 1-9b. 

The above results are extremely important and should be emphasized. 
If we look into the cathode of an amplifier, we see an equivalent circuit 
(Fig. 1-8c) consisting of a generator of value p/(u + 1) times the external- 
source voltage and an impedance (rp + Rr)/(u +1). The latter may be 
small if wislarge. On the other hand, if we look into the plate of an amopli- 
fier, we see an equivalent circuit (Fig. 1-9b) consisting of a generator of value 
—p times the external-source voltage and an impedance ry + (u + 1)Rx. 
The latter may be large if p is large. 

It should be clear at this point that any discussion of feedback must 
necessarily take as its starting point a careful definition of what are to be 
considered as the input and output terminals of the amplifier, where the 
external signal is to be applied, what is to be considered a part of the 
amplifier, and what is external to the amplifier. For example, if in 
connection with Fig. 1-9, the resistor Rz were to be considered part of the 
amplifier, then the resultant circuit would correspond neither to voltage 
nor to current feedback as we have defined them. It might still be 
profitable in this latter case to consider the amplifier as some new type of 
feedback amplifier. But the point to note is that a circuit must conform 
in every detail to the circumstances specified in Figs. 1-5a and 1-7 before 
we can confidently apply to them the feedback formulas stated above. 

1-5. Some Characteristics of Feedback Amplifiers. The three proper- 
ties of feedback amplifiers which are most important for pulse circuit 
applications are the influence of negative feedback on the stability of 
amplifier gain, on the frequency distortion, and on nonlinear distortion. 
We shall consider first a voltage-feedback amplifier. 

Stability. The variation due to aging, temperature, and replacement, 
etc., of the circuit components and tube characteristics of an amplifier 
is reflected in a corresponding lack of stability of the amplifier gain. 
The fractional change in gain with feedback is related to the fractional 
change without feedback by 


aay] 1 aa 
|= poea|“a 


This equation is obtained by differentiating Eq. (1-3). If the feedback is 
negative, so that |1 — BA| > 1, the feedback will have served to improve 
the gain stability of the amplifier. 

In particular, if |8A| > 1, then 
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and the gain may be made to depend entirely on the feedback network. 
The worst offenders with respect to stability are usually the vacuum 
tubes involved. If the feedback network should then contain only pas- 
sive elements, the improvement in stability may indeed be pronounced. 

Feedback is used to improve stability in the following way. Suppose 
an amplifier of gain A; is required. We start by building an amplifier 
of gain, Ag = kAy, in whichk isa large number. Feedback is now intro- 
duced to divide the gain by the factor k. The stability will be improved 
by the same factor, k, since both gain and stability are divided by the 
factor k = |1 — BA,|. If now the instability of the amplifier of gain, As, 
is not appreciably poorer than the instability of the amplifier of gain 
without feedback equal to A,, this procedure will have been useful. It 
often happens as a matter of practice that an amplifier gain may be 
increased appreciably without a corresponding loss of stability. Con- 
sider, for example, the case of a one-tube pentode amplifier. The gain is 
QmEtt, Gm being the tube transconductance and Fy, the plate-circuit 
resistor. The principal source of instability is in gn. Hence the frac- 
tional change in gain is the same for a given fractional change in gn 
independently of the size of Rr. 

Frequency Distortion. It follows from the equation A; —1/8 that 
if the feedback network does not contain reactive elements then the over- 
all gain is not a function of frequency. Under these circumstances a 
substantial reduction in frequency and phase distortion is obtained. It 
is to be noted, however, that negative feedback improves frequency 
response only at the expense of gain. 

Nonlinear Distortion. Suppose that a large amplitude signal is applied 
to a stage of an amplifier so that the operation of the tube extends 
slightly beyond its range of linear operation and as a consequence the 
output signal is slightly distorted. Negative feedback is now introduced 
and the input signal is increased by the same amount by which the gain 
is reduced so that the output signal amplitude remains the same. For 
simplicity, let us consider that the input signal is sinusoidal and that the 
distortion consists of simply a second-harmonic signal generated within 
the tube. We shall also assume that the second-harmonic amplitude, in 
the absence of feedback, is equal to Bz. Because of the effects of feed- 
back, a component Be; actually appears in the output. To find the 
relationship that exists between Be; and Bz, it is noted that the output will 
contain the term A$B»2;, which arises from the component 6B.; that is 
fed back tothe input. Thus the output contains two terms: Bo, generated 
in the tube, and ASB.;, which represents the effect of the feedback. 
Hence, 

ABBo; + Be = Boy 
B, 


[— 4p ¢) 


or Boy = 
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Since A and @ are generally functions of the frequency, they must be 
evaluated at the second-harmonic frequency. 

The input voltage FE, to the feedback amplifier may be the actual signal 
externally available, or it may be the output of an amplifier preceding 
the feedback stage or stages under consideration. In order to multiply 
the input to the feedback amplifier by the factor |1 — Al, it is neces- 
sary either to increase the nominal gain of the preamplifying stages or 
to add a new stage. If the full benefit of the feedback amplifier in 
reducing nonlinear distortion is to be obtained, these preamplifying 
stages must not introduce additional distortion because of the increased 
output demanded of them. Since, however, appreciable harmonics are 
introduced only when the output swing is large, most of the distortion 
arises in the last stage. The preamplifying stages are of smaller impor- 
tance in considerations of harmonic generation. 

It has been assumed in the derivation of Eq. (1-8) that the harmonic 
distortion generated within the tube depends only upon the grid swing 
of the fundamental signal voltage. The small amount of additional 
distortion that might arise from the second-harmonic component fed 
back from the output to the input has been neglected. Ordinarily, this 
will lead to little error. Further, it must be noted, the result given by 
Eq. (1-8) applies only in the case of small distortion. The principle of 
superposition has been used in the derivation and for this reason it is 
required that the tube must be considered to operate with at least approxi- 
mate linearity. 

Consider now a current-feedback amplifier. The three properties given 
above for the output voltage of a voltage-feedback amplifier are equally 
valid for the output current of a current-feedback amplifier. This state- 
ment may be confirmed as follows: From Fig. 1-7 and Eq. (1-5) the load 
current in a current-feedback amplifier is given by 


AE, —K, 


~Z+Z,1 — A) t+ Z,— Zs 
provided that |Z,A|>>|Z + Z, + Z|. Under these circumstances we note 
that the current depends only upon Z, and not upon the other amplifier 
features. Hence, if the feedback impedance Z, is a stable element, the 
load current is stable with respect to aging, temperature, and replacement 
of circuit components and tube characteristics. If Z, is a resistor, then 
I, is independent of frequency and the distortion in frequency and phase 
is greatly reduced. Note that this conclusion is valid even if the load 
impedance is a function of frequency. If Z, is a linear element, then 
virtually no nonlinear distortion of load current results. 

We may summarize the above discussion by stating that the load 
current in a current-feedback amplifier 1s approximately independent of load 


It, (1-9) 
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impedance. In other words, the circuit behaves as a current device, the 
magnitude of the load current being obtained by dividing the externally 
applied voltage by the feedback impedance Z,. 

1-6. The Cathode Follower. An 
example of a circuit which may profit- 
ably be viewed as a feedback amplifier 
is the cathode follower of Fig. 1-10a. 
This circuit is also referred to as a 
grounded-plate amplifier. The equiv- 
alent circuit of Fig. 1-10b may be 
drawn directly by setting R, = 0 in 
Fig. 1-8c. The gain is always less 
than unity and is given by 


a ult, 
SST EG, IR: 


If (u +1)Ri>71,, then the gain is 
u/(u + 1) or approximately unity. A 
gain of 0.95 or larger is not difficult 
to achieve. The polarity of the volt- 
age at the cathode, the output signal, 
is the same as at the grid. The cath- 
ode voltage therefore follows very 
closely the grid voltage and this fea- (0) 


ture accounts for the name given to FP!¢. 1-10. The cathode follower and 
its equivalent circuit. The equiva- 


the circuit. lent circuit is as shown in Fig. 1-8c 
If numerator and denominator of except that Rx = 0. 

Eq. (1-10) are divided by r, and if we 

recognize that usually » -+- 1& yu, we may rewrite Eq. (1-10) in the form 


(1-10) 


luk 
hae 1-11 
in which gn = p/T,y is the transconductance of the tube. 

The output impedance of the cathode follower is determined by the 
parallel combination of R, and r,/(u +1). Since r,/(u + 1) & 1/gm, 
the output impedance may be written, with small error, as 


Ri 


Ha gah 


(1-12) 
For gnRx >> 1, R = 1/gm. Since gm, for a large variety of receiving-type 
tubes lies in the range 1 to 10 millimhos, & includes the range 100 to 
1,000 ohms. A low output impedance is often an asset in an amplifier 
since it reduces the influence of the load on the amplifier output voltage. 
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The output impedance of a cathode follower is frequently appreciably 
smaller than the output impedance encountered in a conventional ampli- 
fier where the output signal is developed across an impedance in the 
plate circuit. 

The conventional amplifier, however, provides gain. To make a fair 
comparison between the two amplifier types, let us compare, for the two 
cases, a figure of merit F', which is defined as the ratio of gain to output 
impedance. If, in the conventional amplifier, the resistor Rx is small in 
comparison with the tube plate resistance (as it would be even if the tube 
were a triode, but the interest was in securing a low output impedance), 
then A = g,Rz, and R = Ry, approximately. Therefore 

F (conventional amplifier) = ee = Im 


For a cathode follower, 


mR 1 + gmiy a 
F (cathode follower) = i<eaehe Re Jm 

It appears that if the gain of a conventional amplifier is made equal 
to that of a cathode follower, then the output impedance of the two 
circuits is the same. 

Nevertheless where an amplifier of low output impedance is required, 
the cathode follower might still be the circuit of choice since it offers 
an advantage with respect to stability of gain not shared by the conven- 
tional amplifier. In the light of the discussion in Sec. 1-5 this feature 
might well have been anticipated. Consider, for example, that the gm 
of the tube changes by, say, 10 per cent. The gain of the conventional 
amplifier also changes by 10 per cent. On the other hand, if a cathode 
follower were adjusted for approximately unity gain (gf, >> 1), the 
change in gain would be appreciably reduced. We have . 


dA ___1 
A 1+ gmlk Ym 


so that, if, say, gmnRz = 10 and dgm/gm = 0.1, thendA/A = 0.1/11 0.01. 
Thus, a 10 per cent change in g,, has now resulted in only a 1 per cent 
change in gain. This is an improvement by a factor of 10 over the 
conventional amplifier. 

A second advantage of the cathode follower lies in the linearity with 
which the output signal follows the input signal. The advantage is 
most pronounced when a cathode follower of maximum possible gain, 
nominally unity, is compared with a conventional amplifier of compar- 
able gain and consequently comparable output impedance. Consider 
first a cathode follower in which R, is made very large. 
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If an output signal swing Ae, is required, the tube current must change 
by Ae./R:z, which is small since R, is large. Since the nonlinearity 
introduced by a vacuum tube is largely determined by the range over 
which its current must vary, we may anticipate that the operation will 
be quite linear. The comparable conventional amplifier will require a 
plate-circuit resistor Rz nominally equal to 1/gm, which is only of the 
order of several hundred ohms. The tube current must then change 
by Ae./Rx, which is very much larger than Ae,/R,, and the linearity 
will suffer. With a cathode follower for which gnR, > 1 it is not difficult 
to achieve a linear output voltage whose peak-to-peak value is comparable 
to the total supply voltage. With a unity-gain amplifier the maximum 
output swing is the grid base (defined as the voltage swing from zero 
bias to cutoff). This swing is approximately 1/, times the supply volt- 
age. Hence the swing obtainable from a unity-gain conventional ampli- 
fier is much smaller than that from a cathode follower. 

1-7. Graphical Analysis of the Cathode Follower. We consider now 
how to use the characteristic curves of a vacuum tube to determine such 
matters as range of output voltage swing, proper bias voltage, and 
operating point for any arbitrary input voltage to a cathode follower. 
In Fig. 1-10a, e., e&, and % are, respectively, the éotal instantaneous grid- - 
to-cathode voltage, plate-to-cathode voltage, and plate current. We 
have 

Eu = & + bk (1-18) 
and Ce = €c + Ri (1-14) 


Equation (1-13) is the equation of the load line corresponding to the plate 
voltage H,, and the load resistor R;. The procedure for constructing 
the dynamic characteristic (plate current vs. external input voltage) of a 
cathode follower is then the following: 


1. On the plate characteristics draw the load line corresponding to the given value 
of Fy, and Rx. 

2. Note the current value corresponding to each point of intersection of the load 
line with the characteristic curves. In each case relabel the individual plate charac- 
teristics with an input voltage e, equal to e, + 7,R,, in accordance with Eq. (1-14). 
The procedure is illustrated in Fig. 1-11. 

3. The required curve is now a plot of the current values vs. the input voltage. 
For example, i): and é-2 are corresponding values on the graph. 

4, The output voltage corresponding to the current iy2 is exe = ip2ft,, as is indicated 
in Fig. 1-11. 


When cutoff occurs, there is, of course, no drop across the cathode 
resistor. Consequently, the externally applied voltage required to attain 
cutoff is independent of the size of the cathode resistor. When the 
input voltage swings positively, the cathode follows it and maintains itself 
positive with respect to the grid. The maximum input voltage is usually 
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limited by grid current which takes place approximately at the place 
where the grid-cathode voltage is zero. 


ExampLeE. Consider a 6SN7 vacuum tube with Ey, = 300 volts and R;, = 20 K. 
Find the maximum positive and negative input voltages. (Refer to Fig. A-2.*) 

Solution. From the plate characteristics and the load line it is found that the 
current corresponding to e, = 0is7, = 10ma. Hence, the maximum output voltage 
is %R, = 200 volts, and since e, = 0, the maximum input voltage is also 200 volts. 
The cutoff voltage for the 6SN7 corresponding to 300 volts is found to be —18 volts. 
Hence, the cathode follower may swing from +200 volts to —18 volts without drawing 
grid current or driving the tube beyond cutoff. The corresponding input range for 
an amplifier using the same tube and the same supply voltage is only 0 to —18 volts. 


Cc —> Ce (= Cp) +151 Ry) 


Cc2 —> €e2 (= Cc2 +ig2Re) 
Cc3 — C3 


Cc4 —> Cog 
beg 
265 Ph leS 


C6 —> 66 


&, 


0 
—— C42 ee Ri Exp 


Fria. 1-11. Construction for obtaining the dynamic characteristics. The symbolism 
€c1 — €e1 means that e1 is replaced by ee: = €c1 + tikes. 

From Eq. (1-14) it is clear that the instantaneous output voltage 7, R, 
is larger than the instantaneous input voltage e, since e, is a negative 
number. This result does not contradict the fact that the gain of a 
cathode follower must be less than unity. It must be remembered that 
it is only necessary that the change in output be less than the correspond- 
ing change in input voltage. For example, in the above illustration, the 
maximum input peak-to-peak swing is 218 volts but the maximum output 
swing is 200 volts. 

It is ‘often desirable to find the current corresponding to a specified 
input voltage without drawing the entire dynamic characteristic as out- 
lined above. A very simple procedure is as follows: 


_ * Figures A-1 to A-12 are to be found in the Appendix. 
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1. On the plate characteristics draw the load line corresponding to the given value 
of By, and Rx. 

2. Corresponding to each value of e, for which there is a plotted plate characteristic 
calculate the current for the specified valuc of input voltage EZ. In accordance with 
Eq. (1-14) this current is given by 
E — e 

Rx 


bh = 


The corresponding values of 7 and e, are plotted on the plate characteristics as indi- 
cated by the dots in Fig. 1-12. These points are connected by a curve. 

3. The intersection of this curve and the load line gives the plate current J, corre- 
sponding to the given input voltage £. 


0 


Ey Esp 
Fria. 1-12. Construction for obtaining the quiescent point of a cathode follower. 


The procedure outlined above is very easy to carry out. It is not 
really necessary to use all values of e,, but only two adjacent values 
which give currents above and below the load line, as indicated by points 
A and B in Fig. 1-12. The intersection of the straight line connecting 
A and B with the load line gives the desired current. In particular, it 
should be noted that if # is large compared with the range of values of 
€-, then 7% will be almost constant and hence the curve connecting the 
dots in Fig. 1-12 will be approximately a horizontal straight line. 

The analysis of the operation of an amplifier which has both a cathode 
resistor and a plate resistor, as in Fig. 1-8a, follows a procedure identical 
to the one described for the cathode follower with the single exception 
that the load line is drawn corresponding to a resistor equal to Ry, + R, 
rather than to R,. 

1-8. Practical Cathode-follower Circuits. In the illustration given in 
Sec. 1-7 the input could swing 200 volts in the positive direction before 
drawing grid current but could only go 18 volts in the negative direction 
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before driving the tube to cutoff. If a more symmetrical operation is 
desired, the tube must be properly biased. Figure 1-13 shows four 
biasing arrangements. In (a) the grid is maintained positive with respect 
to ground by the use of a voltage divider across the plate supply. 
In (b) the bottom of R; is made negative with respect to ground, the 
voltage being obtained from a separate negative supply. In (c) self-bias 
is used, the self-biasing voltage appearing across R, That is, with no 


Exp 


(c) (d) 
Fig. 1-13. Four biasing arrangements for a cathode follower. 
input signal the grid-cathode voltage is the drop across R;. This resistor 
is chosen so that the quiescent voltage across R; is approximately half 
the peak-to-peak output swing. In the example of Sec. 1-7, where the 
total output swing was 200 volts, the quiescent value is chosen as 100 volts 
across the 20-K resistor. This corresponds to a quiescent plate current 
of 5 ma. From the plate characteristics of the 6J5 and the 20-K load 
line, the grid-cathode voltage corresponding to 5 ma is —7 volts. Hence, 
R, must be chosen equal to % K = 1.4 K. Finally, in (d) the bypass 
capacitor across R; is removed, the output appears across the combination 
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R, and Fz, and the bias voltage is again equal to the d-c voltage drop 
across R;. In the above example, Rk, = 1.4 K and 


Re = Ry — Ry = 20-14 = 186K 


1-9. Characteristics and Applications of the Cathode Follower. The 
principal characteristics of the cathode follower may be summarized as: 
. High input impedance (low input capacitance). 

. Low output impedance. 

. Stability of amplification with tube changing, voltage variation, ete. 
. Output is linearly related to the input. 

No inversion of the signal. 

Gain is less than one but can be made almost equal to unity. 

. The input swing may be very large, approaching the supply voltage 
in magnitude. 

8. The quiescent output voltage may be adjusted easily. 

9. Any ripple in the supply voltages appears at the output greatly 
attenuated (see Prob. 1-6d). 

The first characteristic is discussed in Chap. 3, where the high-fre- 
quency behavior of the cathode follower is considered. The other 
characteristics mentioned above have been studied in the preceding sec- 
tions. The nonlinear properties of the cathode follower are discussed in 
Chap. 4. 

Only a few applications will be listed, although many are suggested 
by the above properties. A cathode follower is usually employed when a 
high input impedance or a low output impedance or both are required. 
The input stage to almost all good-quality cathode-ray oscilloscopes is a 
cathode follower. Whenever it is required to transmit a signal over a 
relatively long distance, the capacitive loading of the long wires (or 
shielded cable) is minimized by taking advantage of the low output 
impedance of the cathode follower. One such application is the use of 
the cathode follower to couple the early stages of the amplifier of an 
oscilloscope, located near the front-panel input terminals, to the output 
stages, which are located near the back of the chassis at the base of the 
cathode-ray tube. Another such application is the use of the cathode 
follower to feed video signals, by means of a coaxial cable, from a receiver 
to a number of indicators many feet away. 

If the output from one circuit acts as the input to another circuit, and 
the second circuit reacts back onto the first, then a cathode follower may 
be used as a buffer stage to eliminate this reaction. 

Many electronic instruments take advantage of the great stability and 
linearity of cathode followers. 

1-10. Cathode-follower-type Circuits.2 There are a number of cir- 
cuits which partake of some of the properties of cathode followers prin- 
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cipally because they involve the use of a resistor in the cathode circuit. 
Some of these which are commonly em- 
ployed in pulse applications are described 
in this section. 

The Phase Inverter. The phase inverter 
appears in Fig. 1-14. A single input 
signal provides two output signals: exn, 
which is of the same polarity as the input, 
and €pn, which is of opposite polarity. 
Further, if the plate and cathode resistors 
are identical, the magnitudes of the two 
signals must be the same, since the cur- 
+ rents in the plate and cathode resistors are 

Fig. 1-14. The phase inverter, equal. The gain |A| = leen/e | =lepn/e| 
may be written directly by comparison with 
either of the equivalent circuits of Fig. 1-8¢ or 1-9b with the result that 


ult we Init 
T+ (e+ 2)R~ 1+ gnit 


The exact result differs from that given for the cathode follower, Eq. 
(1-10), only in the appearance of a factor » + 2 in place of the factor 
u+i1. The gain may be made to approach 1 if gn >>1. The ratio 
of the plate-to-cathode signal to the input signal may then approach 2. 
The output impedances at the plate and at the cathode are different, the 
plate impedance being higher than the cathode impedance. 

One of the important uses for the phase inverter (and also the para~- 
phase amplifier described below) is to convert a single-ended sweep volt- 
age into a symmetrical deflection signal for an oscilloscope. 

The Paraphase Amplifier. The paraphase amplifier of Fig. 1-15a serves 
the same purpose as the phase inverter but additionally provides some 
gain and equal output impedances. The two signals e.1 and eé 2 are of 
opposite polarity and are nominally of equal amplitude. The equivalent 
circuit of Fig. 1-8c may again be used to advantage to analyze the opera- 
tion of the paraphase amplifier. We replace each tube by its equivalent 
circuit as seen from the cathode. The resulting circuit is shown in 
Fig. 1-15b. The szgnal currents flowing, respectively, out of the cathode 
of 7; and into the cathode of 72 are 7; and 72. The output signals are 
€or = —tRzand e2 = i2Rz. By applying Kirchhoff’s voltage law to the 
outside loop of Fig. 1-15b we find for the plate-to-plate gain 
€o02 — Co1 — (ty a 12) Rr 

€ € 
_ _¥Ry 
fo oder 


|A| = (1-15) 


A= 


(1-16) 
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which is the same gain that would be provided by a single-tube conven- 
tional amplifier with plate resistor Rr. 

The output signals will be of equal magnitude if 7; = 72. This require- 
ment will be satisfied nominally if R, > (rp + Rr)/(u +1). Typically 


(d) 


Fra. 1-15. Paraphase amplifier and its equivalent circuit. 


if, say, 7p = Rr, = 10 Kand y+ 1 = 20 as for a 12AU7 tube, 


tp + Rr 
Tito eg 9) 
is ae 


and R, should be selected to be about 10 K if an unbalance of no more 
than about 10 per cent is desired (see Prob. 1-14). If each tube carries 
a quiescent current of, say, 5 ma, the quiescent drop across R; is 100 volts. 
We may require for convenience that the quiescent grid voltages be 
ground potential. In the linear range of operation the grid-to-cathode 
voltage of a tube is usually only of the order of several volts. The 
voltage at the cathodes is therefore also required to be in the neighbor- 
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hood of ground potential. These requirements with respect to quiescent 
operating voltages may be satisfied by returning the cathode resistor, as 
in Fig. 1-15a, to an appropriately large negative voltage (in this example, 
E.< = 100 volts). 

The Difference Amplifier. Suppose that we have two signals e; and és, 
each measured with respect to ground. It is desired to generate a third 
signal, also to be referred to ground, which signal is to be proportional 
to the voltage difference e, — eg. One such application would occur if 
it were required to convert the symmetrical signal, which appears at the 
plates of a paraphase amplifier, back to an unsymmetrical signal. A 
possible arrangement for this purpose would involve connecting a trans- 
former primary from plate to plate in Fig. 1-15a. The required signal 


Eu, 


(a) (b) 


Fia. 1-16. A difference amplifier and its equivalent circuit. 


is taken from the transformer secondary, one side of which is grounded. 
The impedance of the transformer must be high enough not to load down 
the circuit appreciably and its frequency response must be adequate for 
the application at hand. A much more generally applicable method is 
indicated in the difference amplifier of Fig. 1-16a. In this circuit one 
of the signals, ¢2, is applied directly to the grid of the tube 7’. and the 
second signal, ¢1, is applied to the cathode through the cathode follower 
T,. The output of 7’. is proportional to its cathode-to-grid voltage and 
hence approximately proportional to the difference e1 — és. 

The equivalent circuit is given in Fig. 1-16b, where again each tube has 
been replaced by its equivalent seen looking back into the cathode. The 
output voltage is 72Rz. If we assume that (u + 1)R, >> 7, and conse- 
quently neglect entirely the presence of R;, then 7; = 72 and the output 
is exactly proportional to the difference e; — ez, being given by 


= HEx(e — ¢s) (1-17) 


me 2p + Rr 
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Ideally, in a difference amplifier, if the input signals were identical, 
€1 = €2 = €, the output signal would be zero. An identical signal on 
both grids is known as a common-mode signal. The gain for the common- 
mode signal would indeed be zero if R, were infinite. However, if 
(u + 1)Ri > 1, and p > 1, we find that 
- —Rirp 
~ R(2rp + Rr) % 

The matter may be summarized in the following manner. Any two 
arbitrary signals e; and e, may be expressed in terms of a difference 
signal eg = e; — é2 and a common-mode signal e, = (€1 + é2)/2, as 


Co (1-18) 


a=gte = ete (1-19) 


If the input signals are of equal amplitude and opposite polarity, e. = 0. 
The voltage e, is the mean value of the input signal. If the signals are 
of equal amplitude and the same polarity, eg = 0. The output may then 
be written as 

Co = Agea + Ac€c (1-20) 


in which Aq is the gain for the difference signal and A, is the gain for 
the common-mode signal. These gains are given approximately, for 
(u + 1)R, > r, and p> I, by 


—_ _ Hin _ fury 
: 2rs + Rr Ri(2rp + Rt) 


A quantity called the common-mode rejection ratio which serves as a 
figure of merit for a difference amplifier is Ag/A. = —uRz/rp = —GmRx. 
If, for example, the common-mode rejection ratio is 1,000, this means 
that a 1 mv difference of voltage at the two grids gives the same output 
as 1 volt applied with the same polarity to both grids. Since p and r, 
vary with signal voltage, this ratio is not a constant independent of 
common-mode signal amplitude. 

The discussion above neglects the possibility that the amplification 
factors of the two tubes may be slightly different. Neglecting the 
influence of a finite R;, the ratio Ag/ A, is given by 


Aa _ wave + (ui + o2)/2 ww? (1-22) 


Aa and A, = (1-21) 


in which Ap = pi — pe and pis the nominal amplification factor of either 
tube. High yu tubes are therefore of advantage in difference amplifiers. 
Current-feedback Amplifier as a Constant-current Source. 'The cathode 
follower, paraphase amplifier, and difference amplifier all operate with 
improved performance as the cathode resistor becomes larger. A large 
cathode resistor, however, results in a large d-c voltage drop due to the 
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quiescent tube current. In Sec. 1-3 we showed that current feedback 
serves to increase the output impedance of an amplifier. If the output 
impedance is much greater than the load impedance, a current-feedback 
amplifier may be considered as a constant-current device and used to 
Ex advantage in the cathode circuit to 
replace a large ordinary resistor. 
An arrangement of this type is 
shown in Fig. 1-17. Referring to 
Fig. 1-9b, it appears that the imped- 
ance seen looking into the plate of 
the tube 7’; in the cathode circuit is 
Trott) Rk, = vi, if zis large. 
Under typical circumstances — E,, 
might be —300 volts, R, = 500 K, 
and the cathode tube a 12A X7 with 
uw = 100 and r, = 100 K. The 
effective cathode impedance of the 
difference amplifier would then be 
Fig. 1-17. Tube 73 acts as a very high age oe Dee: ua csias bs 
dunamicronistorot valuer.4e (a ps 1) Re, Fig. 1-17, high yp, low-current tubes 
and hence the current in this tube ree would be appropriate. Suppose, 
‘mains essentially constant as e, and eg then. that the individual tubes 
are varied. is 
carried only 0.1 ma of current. 
The total cathode current is 0.2 ma and if an ordinary 50-Meg resistor 
were used, a negative supply voltage of 10,000 volts would be required. 
This voltage is, of course, impractically high, which demonstrates the 
advantage of tube 7’; over an ordinary 50-Meg resistor in this application. 
This circuit is used as a voltage comparator in Sec. 15-18. 

1-11. The Operational Amplifier.? The feedback amplifier of Fig. 1-18 
in which the gain A is real and negative is known as an operational ampli- 
fier. Itisa type of voltage-feedback amplifier which does not, however, 
fall into a one-to-one correspondence with the voltage-feedback arrange- 
ment of Fig. 1-5. It is to be observed, for example, that in Fig. 1-18, if 
the gain of the amplifier proper were reduced to zero, an output signal 
would still appear, following the path from input to output through 
the path of the impedances Z, and Z’. In Fig. 1-5 such an alternative 
path is not present. This coupling between input and output around 
the amplifier would vanish if the output impedance of the amplifier were 
zero. For simplicity, let us neglect the output impedance in order that 
we may apply to the operational amplifier the feedback formulas derived 
above. The operational amplifier has the advantage over the feedback 
circuit of Fig. 1-5 in that the former ensures that one terminal of the 
external signal source is common with an amplifier output terminal]. 
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We shall assume that negligible current flows into the input terminals 
of the amplifier proper. Such would be the case if the ungrounded input 
terminal of the amplifier were the grid of a vacuum tube whose grid-leak 
resistance was very large. Under these circumstances the current 
through Z; and Z’ would be the same current I indicated in Tig. 1-18a. 


Amplifier 


gain=A 


(b) 


Fia. 1-18. Two representations of an operational amplifier. 


From the principle of superposition we have 
ame i (1-23) 
1 


Thus, the input consists of a linear combination of H, and #,in a manner 
which is independent of any external load, as is required for voltage feed- 
back. On the basis of Eq. (1-23) the circuit of Fig. 1-18 may be replaced 
by an equivalent circuit as shown in Fig. 1-19. Figure 1-19 is now 


Amplifier 
gain=A 


Fig. 1-19. Equivalent circuit of an operational amplifier. a@ = 2'/(Z’ + Z1); 
B = Z,/(Z' + 421). 


identical to Fig. 1-5a except that we have taken into account that the 
external signal EH, is attenuated by the ratio a = Z’/(Z’ + Z,) before 
application to the amplifier. The feedback factor 8 = Z,/(Z' + Z,) so 
that the gain with feedback is 


i iON ons ER A 
EAS BA Dae aay 
Zi + Z' 
Z! 1 
ge (1-24) 
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Most importantly, we may now apply to the operational amplifier all our 
previous considerations with respect to stability of gain and linearity of 
operation. As A becomes very large, 


Aj=->F (1-25) 


which is independent of the amplifier gain. 

The effect, on amplifier response, of the finite output impedance of the 
base amplifier is given in Prob. 1-25. 

1-12. The Principle of the Virtual Ground in Operational Amplifiers. 
There is an alternative approach to the operational amplifier which 
gives a useful insight to the circuit which may not be immediately appar- 
ent from the feedback formulas employed above. 

Let us calculate the impedance which is presented by the amplifier 
at its input terminals, H; in Fig. 1-18. The voltage across Z’ is 


E; — Eo = FE; — AH; = EI — A) 
and the impedance seen looking into the input terminals is 


E; E; _ &2 

TT Eee wayZ 1A 126) 
An equivalent circuit which gives the same input current I from the 
source H,, the same amplifier input voltage H#,;, and consequently the 


Fig. 1-20. Another equivalent circuit of the operational amplifier. 


same output voltage is shown in Fig. 1-20. Consider now that A is 
infinite; then the impedance across the terminals £; is zero and the gen- 
erator #, supplies a current J = E./Z;. Referring now to Fig. 1-18, since 
i; is zero,the output is 


E,= -I7' = =28, (1-27) 


and the over-all gain is Ay = —Z'/Z,, which agrees with Eq. (1-25). 
The operation of the circuit may now be described in the following 
terms. At the input to the amplifier proper there exists a virtual short 
circuit or virtual ground. The term virtual is used to imply that while 
the feedback serves to keep the voltage EH; at zero, no current actually 
flows through this short. The situation is depicted in Fig. 1-21, where 
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the virtual ground is represented by the arrow. The current furnished 
by the generator FE, continues past this virtual short through the imped- 
ance Z’, 

1-13. Basic Uses of Operational Amplifiers. The operational ampli- 
fier derives its name from the fact that it may be used to accomplish a 
number of mathematical operations. 

Sign and Scale Changes. If Z; = Z’, then A; = —1, and the sign 
of the input signal has been changed. If the ratio Z’/Z, = k, a real 


Fia. 1-21. Virtual ground in the operational amplifier. 


constant, then A; = —k and the scale has been changed by a factor 
—k. Usually, in such a case of multiplication by a constant, —1 or —k, 
Z, and Z’ are selected as resistors. 

An interesting analogy may be drawn here between the amplifier and 
a lever. The virtual ground is represented by the fulcrum of the lever. 
If the ratio of the lengths of the lever arms is k, then a displacement of the 
end of one arm causes a displacement of the end of the other arm in the 


(6) 


Fria. 1-22. Operational integrator and differentiator. 


opposite direction which is k times as large. In Fig. 1-21, the voltages 
EF, and E, represent the lever displacements. 

Phase Shifter. Assume Z, and Z’ are equal in magnitude but differ 
in angle. Then the operational amplifier shifts the phase of a sinusoidal 
input voltage, while at the same time preserving its amplitude. Any 
phase shift from 0 to 360° (or +180°) may be obtained. 

Integrator. If Z, = R and a capacitor C is used for Z’, then, as in 
Fig. 1-22a, 7 = e/R and 


Lig, 1 
w= gf id= - py fea (1-28) 
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The amplifier, therefore, provides an output signal which is proportional 
to the zntegral of the input voltage. 

Differentiator. If Z, is a cayacitor and Z’ = R, as in Fig. 1-22b, 
< = C(de/dt) and 


; de 
@ = —hi= kOe (1-29) 


so that the output is proportional to the time derivative of the input. 


Fig. 1-23. Operational adder. 


Adder. The arrangement of Fig. 1-23 may be used to obtain an out- 
put which is a linear combination of a number of input signals. Here 


ge A fs ORY pe ok a Oe 
VR Re Re 
n__(k, ee ea 
and @= —-Ri= — (Fe + Ra €2 + + R, ea) (1-30) 
If Ry = Re = +++ = Ry, then 
R’ 
= — Ber test +++ + en) (1-31) 


and the output is proportional to the sum of the inputs. In the more 
general case of Eq. (1-30) the scale of each input signal may be adjusted 
before adding. 

There are, of course, many other methods which may be used to com- 
bine signals. The present method has the advantage that it may be 
extended to a very large number of inputs requiring only one additional 
resistor for each additional input. The result depends, in the limiting 
case of large amplifier gain, only on the resistors involved, and because 
of the virtual ground there is a minimum of interaction between input 
sources. 
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CHAPTER 2 


LINEAR WAVE SHAPING: RC, RL, AND RLC CIRCUITS 


If a sinusoidal signal is applied to a transmission network composed 
of linear elements, then, in the steady state, the output signal will have 
a waveshape which is a precise reproduction of the input waveshape. 
The influence of the circuit on the signal may then be completely specified 
by the ratio of output to input amplitude and by the phase angle between 
output and input. With respect to this feature of preserving waveshape 
in all linear networks, the sinusoidal signal is unique. No other periodic 
waveshape preserves its form precisely, and, in the general case, the input 
and output signal may bear very little resemblance to one another. The 
process whereby the form of a nonsinusoidal signal is altered by trans- 
mission through a linear network is called ‘‘linear wave shaping.” 

In pulse circuitry there are a number of nonsinusoidal waveforms 
tvhich appear very regularly. The most important of these are the step, 
pulse, square wave, ramp, and ex- 
ponential waveforms. The response 
to these signals of certain simple RC, 
RL, and RLC circuits will be de- 
scribed in this chapter. 

2-1. The High-pass RC Circuit. 
The circuit of Fig. 2-1 is a rudiment- 
ary high-pass filter. For a sinu- 
Fia. 2-1. The high-pass: RC circuit. (If soidal input E;, the OULD signal E. 
the input is sinusoidal, the lowercase Increases In amplitude with increas- 
letters should be replaced by capitalsto ing frequency. 
represent sinor quantities. For ex- Even in a ease of a transmission 
ample, e; is replaced by £;.) ; ; : 

network where no amplification is 
involved and in which the output is always smaller than the input, it is 
not uncommon to refer to the ratio E,/E;, for a sinusoidal signal, as the 
“gain” A of the circuit. For the circuit of Fig. 2-1, the magnitude of the 
gain |A| and the angle @ by which the output leads the input are given by 


|A| = ee and d= arctan 22 (2-1) 


OT : 
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where f; = 1/2rRC. At this frequency, f1, the magnitude of the capaci- 
tive reactance is equal to the resistance and the gain is 0.707. This 
drop in signal level corresponds to a signal reduction of 3 decibels (db) 
and accordingly f; is referred to as the lower 3-db frequency. The maxi- 
mum possible value of the gain (unity) is approached asymptotically at 
high frequencies. Equations (2-1) describe the response of the network 
to a sinusoidal signal. We shall now consider the response to the special 
waveforms listed above. 

Step-voltage Input. A step voltage is one which maintains the value 
zero for all times ¢ < 0 and maintains the value £ for all times ¢ > 0. 
The transition between the two voltage levels takes place at ¢ = 0 and 
is accomplished in an arbitrarily short time interval. Thus in Fig. 2-2, 


e,=E 


Signal 
voltage 


t=0 = t 
Fig. 2-2. Step voltage response of the high-pass RC circuit. 


e; = 0 immediately before ¢ = 0 (to be referred to as time t = 0—), 
and e; = H immediately after ¢ = 0 (to be referred to as time ¢ = 0+). 

From elementary considerations, the response of the network is expo- 
nential with a time constant RC and is of the form B, + Bye-”“”°, The 
constants B, and B, are determined from the initial and final values of 
the output. Assume that the capacitor is initially uncharged. Since the 
voltage across a capacitor cannot change instantaneously, then, if the 
input changes abruptly by EL, the output must change discontinuously 
by the same amount. At t= ©, the output must be zero because a 
capacitor cannot pass direct current. These facts lead to the results 
B, = 0 and B, = E£, and the output is given by 


C> = BevRe (2-2) 


Input and output are shown in Fig. 2-2. 

Pulse Input. An ideal pulse has the waveform shown in Fig. 2-3a. 
The pulse amplitude is HE and the pulse duration is t,. It appears from 
Fig. 2-3a, b, and c that the pulse may be considered to be the sum of a 
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step voltage +H whose discontinuity occurs at ¢ = 0 and a step voltage 
— FE whose discontinuity occurs at t = t,. 

If the pulse of Fig. 2-3a is applied to the circuit of Fig. 2-1, the response 
for times less than ¢, is the same as that for the step-voltage input. 


e; 


E 
° t=0 t=tp t 
(a) 
E 
0 
t 
(6) 
0 
t 
—-E 
(c) 


(d) 
Fria. 2-3. (2) A pulse; (6 and c) the step voltages which make up the pulse; (d) the 
pulse after transmission through the high-pass RC circuit. 


Hence, the output at ¢ = ¢,— is given by e, = EH exp (—t,/RC) = er. 
At the end of the pulse, the input falls abruptly by the amount £, and, 
since the capacitor voltage cannot change instantaneously, the output 
must also drop by EZ. Hence, até = t,+,e = er — EH. Since eris less 
than E, the voltage becomes negative and then decays exponentially to 
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zero, as indicated in Fig. 2-3d. For ¢ > ¢,, e. is given by 
Co = E(ente/RO — 1) e-t-tp)/Re (2-3) 


Note the distortion which has resulted from passing a pulse through 
an RC coupling network. There is a tilt to the top of the pulse and an 
undershoot at the end of the pulse. If these distortions are to be min- 
imized, then the time constant RC must be very large compared with 
the width ¢,. However, for all values of the ratio RC/t, there must 
always be an undershoot and the 
area below the axis will always equal 
the area above. The equality of areas 
results from the fact that the input 
and output are separated by a capa- 
citor. As a consequence, independ- 
ently of the d-c level of the input 
signal, the d-c or average level of the 
output signal must be zero. 

If the time constant is very large 47 
(RC/t» >> 1), there is only a slight 
tilt to the output pulse and the un- 
dershoot is very small. However, a, 
the negative portion decreases very 
slowly (as indicated in Fig. 2-4a), 
since its area must equal that of the 
positive portion. If the time con- 
stant is very small (RC/it, « 1), the ~E 
output consists of a positive spike or (b) 
pip of amplitude E at the beginning Fia, 2-4. (a) Pulse response if RC/tp > 
of the pulse and a negative spike of HAR) Dulee response CM ts 
the same size at the end of the pulse, as indicated in Fig. 2-4b. This 
process of converting pulses into pips by means of a circuit of short time 
constant is called peaking. 

Square-wave Input. A waveform which maintains itself at one con- 
stant level for a time 7 and at another constant level for a time 7. and 
which is repetitive with a period 7 + 72, as indicated in Fig. 2-5a, is 
called a square wave.* We are interested in the steady-state output wave- 
form which results if this square wave is impressed on the circuit of 
Fig. 2-1. 

With respect to the circuit of Fig. 2-1 we have already established the 
following three points. First, the average level of the output signal 
is always zero independently of the average level of the input. The 
output must consequently extend in both the positive and negative direc- 


1 
pee 
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l 


*Tf T, ¥ T2, the waveform is sometimes referred to as a rectangular wave. 


32 PULSE AND DIGITAL CIRCUITS 


tion with respect to the zero-voltage axis. And the area of the part 
of the waveform above the zero axis must equal the area which is below 
the zero axis. Second, when the input changes discontinuously by 
amount EH, the output changes discontinuously by an equal amount and 
in the same direction. Third, during any finite time interval when the 


Average 


(a) f<— T,—>—— T, —— Zero voltage 


(b) k—T,>k—— 7, ——>| 


Fia. 2-5. (a) Square-wave input; (b) output voltage if the time constant is very large. 
The d-c component of the output is always zero. 


input maintains a constant level, the output decays exponentially toward 
zero voltage. In the limiting case where RC/T; and RC/T, are both 
arbitrarily large in comparison with unity, the output waveform will be 
identical to the input except that the d-c component will be lacking. 
Hence, the square wave of Fig. 2-5a, whose d-c level is different from zero, 
will appear after transmission with an average value zero as in Fig. 2-5b. 


Fic. 2-6. Peaking of a square wave due to a small time constant. 


At the other extreme, if Ti/RC and T:/RC are both very large in com- 
parison with unity, the output will consist of alternate positive and nega- 
tive peaks as in Fig..2-6. Observe in this case that the peak-to-peak 
amplitude of the output is twice the peak-to-peak amplitude of the input. 

More generally, the response to a square wave must have the appear- 
ance shown in Fig. 2-7. The equations from which to determine the 
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four quantities H,, E{, H2, and £4, indicated in Fig. 2-7, are 


El = Byte = — BR, = E 


By = Ey-TRC | OB, EL = E 4) 


A symmetrical square wave is one for which T; = T: = T. Because 
of the symmetry, ZH; = —2, and the two equations in the first line of 


Fic. 2-7. The square wave response of a high-pass RC circuit. 


Eq. (2-4) suffice to determine the output. When 7'/RC <1, we have 
exp (—7/RC) = 1 — T/RC and in this case 


ao. L nw E age - 
mE (1 +555) mB (i she) (2-5) 


The exponential portions of the output are now approximately linear as 
shown in Fig. 2-8. The effect of the coupling network has been to intro- 
duce a tilt on the waveform. The 
percentage tilt P is defined by 


BE, — EB; 1007 
E/2 


Since the low-frequency 3-db point is 
given by f; = 1/2rRC, we have the 
relationship 


P= 


—_ 10004 (2-7) 
in which f =l /2T is the frequency aes Tea ote: Bduare wave 
of the applied square wave. 

Exponential Input. From the preceding discussion on peaking (see 
Fig. 2-6) we are led to conclude that, if the time constant of the circuit 
is decreased, the peaks obtained will be narrower, but the amplitude 
of the peak will remain equal to the discontinuity E of the input square 
wave. This is true provided that the input has vertical sides, an impos- 
sibility in a practical waveform. If RC is made extremely small, the 
finite rise time of the input waveform must be taken into consideration. 
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Consider a case in which the capacitor is initially uncharged and 
the input waveform rises rapidly but not discontinuously from zero to a 
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a 
Fia. 2-9. Response of a high-pass RC circuit to an exponential input. 
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level HZ, as shown in Fig. 2-9. The circuit of Fig. 2-1 is governed by the 
equation — 


eres Gate gs eee i 
C= a +iR a + @ (2-8) 
in which q¢ is the capacitor charge. Differentiating Eq. (2-8) gives 
de; deo 
dt ~ RO* dt om 


Since e, = 0 at ¢ = 0, we have the result that 


de; _ deo : 
(32) ~ (4 Ve (2-10) 


And since the initial rate of change of input and output are identical and 
both start from zero, we may anticipate that in the neighborhood of ¢ = 0 
the output will follow the input quite closely. Furthermore, unless the 
time constant RC is very large in comparison to the time required for 
e; to attain its final value, the capacitor will have acquired appreciable 
charge in this time. Also it is apparent from Eq. (2-8) that e, will fall 
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short of attaining the voltage #. Eventually, of course, the output must 
decay exponentially to zero. 

An input waveform of the type described above which will be of special 
interest is the waveform given by 


e; = E(1 — e**) (2-11) 


Equation (2-9) then becomes 


+ | (2-12) 
Defining x and n by 

C= é and n=— (2-13) 
the solution of Eq. (2-12), subject to the condition that initially the 
capacitor voltage is zero, is given by 


En 
€o = 


Sana (e7/™ — ¢-*) (2-14) 


ifn # land 
@ = Hxe* (2-15) 


ifn = 1. These equations are plotted in Fig. 2-9 and it is seen that they 
have the shape predicted above. Note that if RC is much greater than 
7 (n > 1), the second term of Eq. (2-14) is negligible compared with the 
first except for very small values of time. Then 


En 


Al etn SS Bere (2-16) 


&= 


This equation agrees with the way the circuit should behave for an ideal 
step voltage. Near the origin of time the output follows the input. Also, 
the smaller the circuit time constant, the smaller will be the output peak. 
For example, if RC just equals the time constant of the input wave 
(n = 1), the peak output will only be 37 per cent of the peak input, but a 
very narrow pulse will result as shown in Fig. 2-9. The larger RC is 
relative to 7, the larger will be the peak output but also the wider will 
be the pulse. A value of RC is chosen to give the best compromise 
between these two conflicting characteristics for the particular application 
at hand. The choice is seldom critical. 

Ramp Input. A waveform which is zero for t < 0 and which increases 
linearly with time for ¢ > 0, e = at, is called a ‘‘ramp” or ‘‘sweep” 
voltage. Such a waveform is indicated as the “‘input” in Fig. 2-10a. 
If this waveform is applied to the circuit of Fig. 2-1, the output is gov- 
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erned by Eq. (2-9) which becomes 


Co dé, 
Sab 
This equation has the solution 
€@o = aRC(1 — eFC) (2-17) 


For times ¢ which are very small in comparison with RC, we may replace 
the exponential in Eq. (2-17) by a series with the result 


e=at(1-zigt +’) 
The output signal falls away slightly from the input, as shown in Fig. 
2-10a. As a measure of the departure from linearity, let us define the 
transmission error e as the differ- 
rene a ence between input and output 
oe ey divided by the input. The error at 


Deviation from . = A 
linearity a time? = T is then 


Input=ct 


Signal 


Output 


alow TL af? (2-18) 


where f; = 1/27RC is again the low- 
frequency 3-db point. For exam- 
ple, if we desire to pass a 2-msec 
sweep with less than 0.1 per cent 
deviation from linearity, the above 
equation yields 


Fic. 2-10. (a) Response of ahigh-passRC fi < 0.16 cps or RC > l1sec 
circuit to a ramp voltage for RC/T > 1; 

(b) response to a ramp voltage for For large values of ¢ in comparison 
BOLE with RC, the output approaches 
the constant value aRC, as indicated in Fig. 2-10b and Eq. (2-17). 

2-2. The High-pass RC Circuit as a Differentiator. If, in Fig. 2-1, 
the time constant is very small in comparison with the time required 
for the input signal to make an appreciable change, the circuit is called 
a ‘‘differentiator.” This name arises from the fact that under these 
circumstances the voltage drop across R will be very small in comparison 
with the drop across C and we may consider that the current is deter- 
mined entirely by the capacitance. Then the current is C de,/dt, and 
the output signal across F is 


de; 
& = RC de 


Hence the output is proportional to the derivative of the input. 
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The derivative of a square wave is a waveform which is uniformly 
zero except at the points of discontinuity. At these points, precise 
differentiation would yield impulses of infinite amplitude, zero width, 
and alternating polarity. Referring to Fig. 2-6, we see that the RC 
differentiator provides, in the limit of a very small time constant, a wave- 
form which is correct except for the fact that the amplitude of the peaks 
never exceeds H. We may expect such an error since at the time of the 
discontinuity the voltage across F# is not negligible compared with that 
across C. 

For the ramp e; = at, the value of RC de;/dt is aRC. This result 
is verified in Fig. 2-10b except near the origin. The output approaches 
the proper derivative value only after a time has passed corresponding 
to several time constants. The error near ¢ = 0 is again due to the fact 
that in this region the voltage across F is not negligible compared with 
that across C’. 

If we assume that the leading edge of a pulse can be approximated by 
a ramp, then we can measure the rate of rise of the pulse by using a differ- 
entiator. The peak output is measured on an oscilloscope, and from Fig. 
2-10b we see that this voltage divided by the product RC gives the slope 
a. If R and C are not given to the desired accuracy, then the system 
must be calibrated by using a pulse of known rate of rise. 

It is interesting to obtain a criterion for good differentiation in terms 
of steady-state sinusoidal analysis. If a sine wave is applied to the 
circuit of Fig. 2-1, the output will be a sine wave shifted by a leading 
angle 8 such that 

xX 1 


tan 6 = R = oRO (2-19) 
and the output will be proportional to sin (wt + 6). In order to have 
true differentiation we must obtain cos wt. In other words, @ must 
equal 90°. This result can be obtained only if R = 0orC = 0. How- 
ever, if wRC = 0.01, then 1/wCR = 100 and 6 = 89.4°, which is suffi- 
ciently close to 90° for most purposes. If wkC = 0.1, then 6 = 84.3°, 
and for some applications this may be close enough to 90°. 

If we use the criterion wRC = 2rRC/T < 0.01, where T is the period 
of the sine wave, then for 


ro < 2 7 ~ o.ooi6r 
Qn 


the differentiation will be satisfactory. 
If the peak value of the input is #,,, the output is 


L,R 


JPEG oT 
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and if wRC <1, then the output is approximately E,,wRC cos wi. This 
result agrees with the expected value, RC de/di. If wRC = 0.01, then 
the output is attenuated by 0.01. 

These considerations with respect to the conditions required for differ- 
entiation of sinusoidal waveforms suggest an alternative point of view 
in connection with the differentiation of an arbitrary waveform. Sup- 
pose we resolve an arbitrary signal into its Fourier components. If 
each of the components is shifted in phase by 90° and if the amplitude 
of each component is multiplied by a factor proportional to the frequency, 
then the Fourier series will have been effectively differentiated term by 
term. From this point of view the requirement for good differentiation 
is that the time constant RC shall be small in comparison with the period 
of the highest frequency term of appreciable amplitude of the input 
signal. 

Since it has been demonstrated that the output will be a small fraction 
of the input if the differentiation is satisfactory, then the output will 
frequently have to be followed by a high-gain amplifier. Any drift in 
amplifier gain will affect the level of the signal, and amplifier nonlinearity 
may affect the accuracy of differentiation. These difficulties are avoided 
by using the operational differentiator discussed in Sec. 1-13. This feed- 
back amplifier does not suffer from the drifts just mentioned, the stability 
depending principally upon the constancy of R and C. 

The operational amplifier equivalent circuit for a differentiator is a 
capacitor C’ in series with a resistor R/(1 — A), where A is the gain. 
The phase shift angle 6 between output and input for a frequency w is 
given by 

1-—A 


tan @ = RO 


(2-20) 


Comparing Eq. (2-20) with Eq. (2-19), we see that for the same values 
of R and C the frequency range of proper differentiation for the opera- 
tional amplifier is (1 — A) times that of the simple RC circuit and the 
output voltage has essentially the same magnitude for both circuits. 

If the RC product for the operational amplifier is (1 — A) times that 
of the simple circuit, then the output from the former will be A times 
that of the latter, whereas the quality of the differentiation is the same 
for both. The same result can be obtained by following the simple RC 
circuit by an amplifier of gain A, but as already emphasized, this arrange- 
ment will not have the stability and linearity of the operational system. 

These results are based on the assumption that the amplifier will be 
able to handle the input signal without waveform distortion. Any 
practical amplifier, particularly a high-gain amplifier of many stages, 
will usually produce some distortion due to the inability of the amplifier 
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to pass all frequency components of the input signal. In any particular 
case it is necessary to look into the matter of the extent to which wave- 
form distortion may undo some of the anticipated advantages of the 
operational differentiator. 

Again, in a practical operational amplifier it is possible, because of 
the feedback, that the amplifier will oscillate. Then it is necessary to 
find, if possible, some means of suppressing the oscillations without 
interfering too seriously with the normal operation of the amplifier. Also, 
a differentiator will accentuate any high-frequency noise present in the 
circuit. 

2-3. Double Differentiation. Figure 2-11 shows two RC coupling net- 
works in cascade separated by an amplifier. It is assumed that the 


Eo, 


Eee ae 

Fia. 2-11. A rate-of-rise amplifier. 
amplifier operates linearly and that its output impedance is small rela- 
tive to the impedance of R: and C2 so that this combination does not 
load the amplifier. If the time constants #:C, and RC. are small rela- 
tive to the period of the input wave, then this circuit performs approxi- 
mately a second-order differentiation. 

If the input is a ramp (e; = at) of long duration, the output of the 
amplifier (the plate voltage) is as pictured in Fig. 2-10b and is given 
by [see Eq. (2-17)], 

& = — Aar,(1 = e~'/71) (2-21) 


where A is the magnitude of the amplifier gain and 7; = R,C;. This 
exponential input to the R.C, network leads in turn to an output which 
is, 28 given in Kq. (2-14), 


6 = —(Aar1) (4) e—t/n €~*) (2-22) 
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ifn + 1, where n = 72/71, 72 = RCo, and x = t/7;. Values of —e,/Aari 
are plotted in Fig. 2-9 for values of n equal to 0.1, 1.0, 10, and 100. For 
n = 1, the output is given by 


€@o = — Aarxe* (2-23) 


This special case is plotted in Fig. 2-12. It should be noted that a ramp 
voltage has been converted into a pulse. T'he initial slope of the output 
wave is the initial slope of the input multiplied by the gain of the amplifier. 
For this reason the stage in Fig. 2-11 is called a ‘‘rate-of-rise amplifier.”’ 
For a single RC circuit, we demonstrated in Sec. 2-1 that the initial 
rate of change of output equals the initial rate of change of input inde- 
pendently of the time constant. Obviously, the same conclusion can be 
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Fig. 2-12. Response of a rate-of-rise ampli- Fig. 2-13. The low-pass RC circuit. 
fier to arampinput. A = 10,ar = 0.1. 


drawn for multiple differentiation. A direct check can be made from 
Eq. (2-22), where we find that at ¢ = 0, de,/dt = — Aa. 

2-4. The Low-pass RC Circuit. The circuit of Fig. 2-13 passes low 
frequencies readily, but attenuates high frequencies because the reactance 
of the capacitor C’ decreases with increasing frequency. If the input 
voltage e; is sinusoidal, the magnitude of the steady-state gain A and 
the angle @ by which the output leads the input are given by 


Ps. Sena 
T\?)8 
+ 
where fo = 1/2rRC. The gain falls to 0.707 of its low-frequency value 
at the frequency fz. Hence, f2 is called the upper 3-db frequency. 
Step-voltage Input. The response of the circuit of Fig. 2-13 to a step 


input is exponential with a time constant RC. Since the capacitor voltage 
cannot change instantaneously, the output starts from zero and rises 


|A| = and @ = — arctan £ 
fe 


(2-24) 
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toward the steady-state value H, as shown in Fig. 2-14. The output is 
given by 

eo = EA — e'/8C) (2-25) 
The time required for e, to reach one-tenth its final value is readily 
found to be 0.1RC and the time to reach nine-tenths its final value is 


Fig. 2-14. Step voltage response of the low-pass RC circuit. 


2.3RC. The difference between these two values, called ‘‘the rise time”’ 
t, of the circuit, is an indication of how fast the circuit can respond to a 
discontinuity in voltage. We have 


2.2 0.35 
ty = 2.2RC = = 2-26 
2rfe fe ( ) 
Thus, the rise time is proportional to the time constant and inversely 
proportional to the upper 3-db frequency. 


Ira. 2-15. Pulse response of the low-pass RC circuit. 


Pulse Input. The response to a pulse, for times less than the pulse 
width ¢,, is the same as that for a step input and is given by Eq. (2-25). 
At the end of the pulse the voltage is er and the output must decrease 
to zero from this value with a time constant RC, as indicated in Fig. 2-15. 
Note the distortion which has resulted from passing a pulse through a 
low-pass RC circuit. In particular, it should be observed that the out- 
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put will always extend beyond the pulse width ¢,, because whatever 
charge has accumulated on the capacitor C’ during the pulse cannot leak 
off instantaneously. 

If it is desired to minimize the distortion, then the rise time must 
be small compared with the pulse width. If fe is chosen equal to 1/t,, 
then #, = 0.35t,. The output is as pictured in Fig. 2-16, which for 
many applications is a reasonable reproduction of the input. We often 
use the rule of thumb that a pulse shape will be preserved if the 3-db 
frequency is approximately equal to the reciprocal of the pulse width. Thus, 


2 


Fia. 2-16. Pulse response for the case f2 = 1/tp. 


to pass a 0.5-usec pulse reasonably well requires a circuit with an upper 
3-db frequency of the order of 2 Me. 

Square-wave Input. Consider a square wave with an average value 
which is zero, as indicated in Fig. 2-17a. As we have already observed 
above, a reasonable reproduction of the input is obtained if the time 
constant is small compared with the pulse width. The steady-state 
response, in this case, is indicated in Fig. 2-17). 

If the rise time of the RC circuit is comparable with the period of the 
testing square wave, the output will have the appearance in Fig. 2-17c. 
The equation of the rising portion is determined by the fact that it must 
be an exponential of time constant RC and that the voltage would rise 
to the steady-state value HE’ if the input remained at EH’. If EH, is the 
initial value of the output voltage, then 


@o1 = BE’ — (EB! — Eye-¥R¢ (2-27) 


Note that this equation agrees with the conditions that at ¢ = 0, eo. = Fu, 
and ati = ©,e, = EH’. By asimilar argument we can derive the equa- 
tion for the falling portion. Thus 


Con = El! — (BM — Bye tore (2-28) 


If we set @o: = HE, att = Ty, and e2. = EF, att = T; + T2, the two result- 
ing equations can be solved for the two unknowns #£; and E,. If asym- 
metrical square wave is used so that 7, = JT, and HE’ = —E” = E/2, 
these equations indicate that ZH, = —H,. We can easily understand 
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this result if we remember that the area per cycle in Fig. 2-17c must be 
zero, since we assumed an input with zero average value. 

If the time constant is very large compared with the period of the 
input square wave, the output consists of exponential sections which are 
essentially linear, as indicated in Fig. 2-17d. Jf the input square wave 


This level is B’ with 
respect to ground 


Zero voltage 


(d) 
Fic. 2-17. (a) Square-wave input; (b, c, and d) output of the low-pass RC circuit. 
The time constant is smallest for (b) and largest for (d). 


has an average value different from zero, then this d-c voltage must be added 
to all the curves of Fig. 2-17. 

A square-wave signal is frequently used in conjunction with a cathode- 
ray oscilloscope to determine the rise-time response of an arbitrary circuit. 
In an experimental arrangement to measure rise time we must take 
into account the finite rise time of the input square wave and of the 
amplifiers of the oscilloscope. The order of magnitude of the errors 
which may otherwise be involved are indicated by the following. Con- 
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sider, say, that the square-wave rise time is negligible and that the 
rise time f, of the circuit under test is at least three times the rise time ¢/ of 
the amplifier. In this case the error will be less than 10 per cent. On the 
other hand if ¢/ = ¢,, then the error is 53 per cent. These results will 


now be justified. 
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Fig. 2-18. Response of two cascaded low-pass RC networks. 
Exponential Input. For an input of the form given in Kq. (2-11), 
e: = H(A — e&*”) 
the voltage across the resistor is given by Eq. (2-14) forn #1. Hence, 


the voltage output across the capacitor is the difference between Kq. 
(2-11) and Eq. (2-14). Performing this subtraction, we obtain, ifn # 1, 
1 n 


Co a —a/n ee 
ii en a i (2-29) 


andifn=1 


a =1—-(1+2xe* (2-30) 
The parameters x and n are defined by Eq. (2-13), namely, x = ¢/r and 
n = RC/r. The outputs for n = 0, 14, 4, 14, and 1 are plotted in 
Fig. 2-18. The larger the relative time constant n, the greater is the 
‘“‘delay”’ in output. The delay is defined as the time required for the 
waveform to reach 50 per cent of its final value. 
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Suppose that 7 is the time constant of a circuit under test and that RC 
is the time constant of the oscilloscope amplifier. Then Fig. 2-18 shows 
the response of the two circuits in 
cascade. (It is assumed here that 
the oscilloscope can be represented 
by an equivalent single RC net- 
work.) The ratio of the rise time 
for the cascaded arrangement to the 
rise time of a single stage (n = 0 or 
1/n = o) is plotted in Fig. 2-19. 
The graph shows that if the oscillo- 
scope time constant is less than one- 
third that of the circuit, the rise 
time is increased by less than 10 per cent. 

Ramp Input. For an input of the form e; = et, the voltage er across 
the resistor is given by Eq. (2-17). The voltage across the capacitor is 
€; — €r OF 


=0) 
a 


=. 
> 


ie 
IRATE 
a 
ae 
zie 


Rise time (relative to n 
i 


Vn 
Fia. 2-19. Rise time of cascaded low-pass 
RC networks. 


@o = a(t — RC) + aRCe—“FC (2-31) 


If it is desired to transmit the ramp with little distortion, then a small 
time constant must be used relative to the total ramp time 7. The out- 
put is given in Fig. 2-20a where it is seen that the output follows the 


(b) 
Fia. 2-20. Response of a low-pass RC circuit to a ramp voltage. (a) RC/T <1; 
(b) RC/T > 1. 


input but is delayed by one time constant RC from the input (except 
near the origin where there is distortion). The transmission error ¢ is 
defined as the difference between input and output divided by the input. 
For RC/T <1, we find 
~ RC 1 
e= —= oT ~ OnfeT 


where f2 is the upper 3-db frequency. For example, if we desire to pass 
a 2-msec sweep with less than 0.1 per cent error, the above equation yields 


fe > 80 ke and RC < 2 usec 


(2-32) 
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If the time constant is large compared with the sweep duration, 
RC/T > 1, the output is very distorted, as it appears in Fig. 2-20b. By 
expanding the exponential in Eq. (2-31) in a power series in t/RC, we 
find 

al? 


Co = IRC 


A quadratic response is obtained for a linear input and hence the circuit 
acts as an integrator. 

2-5. The Low-pass RC Circuit as an Integrator. If, in Fig. 2-13, the 
time constant is very large in comparison with the time required for the 
input signal to make an appreciable change, the circuit is called an 
‘‘integrator.”’ This name arises from the fact that under these circum- 
stances the voltage drop across C' will be very small in comparison to the 
drop across R and we may consider that the current is determined 
entirely by the resistor. Then the current is e;/R and the output signal 
across C is 


(2-33) 


1 
= By | eat 


Hence the output is proportional to the integral of the input. 

If e; = at, the result is at?/2RC, as given by Eq. (2-33). As time 
increases, the drop across C' will not remain negligible compared with 
that across R and the output will not remain the integral of the input. 
As a matter of fact, Fig. 2-20a shows that the output will change from a 
quadratic to a linear function of time. 

The integral of a constant is a linear function, and this agrees with 
the curves of Fig. 2-17d which correspond to RC/T >‘1. As the value 
of RC/T decreases, the departure from true integration increases as 
indicated in Fig. 2-17c and b. 

These examples show that the integrator must be used cautiously. 
We can obtain a criterion for good integration in terms of steady-state 
analysis by proceeding as in Sec. 2-2. If we define satisfactory integra- 
tion as meaning that an input sinusoid has been shifted at least 89.4° 
(instead of the true value of 90°), then 


RC > 15T 


where 7’ is the period of the sine wave. 

Since the output is a small fraction of the input (because of the factor 
1/RC), amplification may be necessary. For the reasons given in Sec. 
2-2, an operational amplifier may possibly be used to advantage. If the 
input to the operational amplifier is a square wave, the output is very 
linear, as shown in Fig. 2-17d. This output is called a ‘‘gated sweep” 
and is discussed in detail in Sec. 7-3. 


_ 
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Integrators are almost invariably preferred over differentiators in ana- 
logue-computer applications for the following reasons. Since the gain 
of an integrator decreases with frequency whereas the gain of a differ- 
entiator increases nominally linearly with frequency, it is easier to stabi- 
lize the former than the latter with respect to spurious oscillations. Asa 
result of its limited bandwidth an integrator is less sensitive to noise 
voltages than a differentiator. Further, if the input waveform changes 
very rapidly, the amplifier of a differentiator may overload. Finally, 
as a matter of practice, it is more convenient to introduce initial condi- 
tions in an integrator. 

2-6. RL Circuits. Suppose the capacitor C and resistor 2 of the pre- 
ceding sections in this chapter are replaced by a resistor R’ and an 


Ecc 


(a) (b) 


Fia. 2-21. (a) Peaking circuit using an inductor; (6) linear equivalent circuit. 


inductor L, respectively. Then if the time constant L/R’ equals the 
time constant RC, all the preceding results remain unchanged. 

The inductor is seldom used if a large time constant is called for because 
a large value of inductance can be obtained only with an iron core 
inductor which is physically large, heavy, and expensive relative to the 
cost of a capacitor for a similar application. Such an inductor will be 
shunted with a large amount of stray distributed capacitance. Further- 
more, the nonlinear properties of the iron causes distortion which may be 
undesirable. If it is desirable to pass a very low frequency through « 
circuit in which Z is a shunt element, then the inductor may become 
prohibitively large. For example, with a lower 3-db frequency of 10 cre 
and for Rk’ = 100 K the inductance required is 1,600 henrys! Of course, 
in circuits where a small value of Ff’ is tolerable, then a more reasonable 
value of inductance may be used. 

The small, inexpensive air-core inductor is used in low time-constant 
applications. Figure 2-2la shows how a square wave may be converted 
into pulses by means of the peaking coil Z. It is assumed that the bias 
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voltage and the size of the input are such that the tube operates linearly. 
The equivalent circuit is as indicated in Fig. 2-21b. The peak of the 
- output pulse (measured with respect to the quiescent plate voltage Hs) 
is the amplification factor of the tube times the jump in voltage of the 
input square wave, as indicated in Fig. 2-22. The physical reason for 
this fact is that since the current through an inductor cannot change 
instantaneously it acts as an open circuit at the time of the discontinuity. 


(b) 


Fig. 2-22. Input e; and output eo for the circuit of Fig. 2-21, with R = rp. 


Under this condition the plate-voltage change is » times the grid-voltage 
change. 

The rate-of-rise amplifier of Fig. 2-11 often uses a peaking inductor 
in the plate circuit instead of the R.C; differentiating combination shown. 

The situation where the square wave is large enough to cut the tube off, 
so that the circuit acts in a nonlinear manner, is considered in Sec. 4-7, 
where it will be found that the negative peaks are of smaller magnitude 
than the positive ones. 

2-7. RLC Circuits. In Fig. 2-21 there should be indicated a capacitor 
C across the output to include the effect of coil-winding capacitance, 
plate-cathode capacitance, and wiring capacitance from plate to ground. 
This capacitance will modify the results of Sec. 2-6, as we shall now show. 
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Figure 2-23 shows a signal e; applied through a resistor R to a parallel 
LC circuit. From the differential equations for this network, and assum- 
ing a solution in the form e?‘, we find for the roots p of the characteristic 
equation! (or for the poles of the transfer function) 


pene eer | os i; is pal (2-34) 
P ORC ~ |\QRC LG 


Let us introduce the damping constant k and the resonant or undamped 
period T, defined by 


_ 1 IL " _ 
k=spa[q and » = Wn VLC (2-35) 
in which case Eq. (2-34) can be put in the form 
_ — 2mk , 2m py : 
p= T. tig k?) (2-36) 


If k = 0, we see that the roots are purely imaginary, +j27/T,, and 
hence that the response is an un- 
damped sinusoid of period T7,. If 
k = 1, the two roots are equal, corre- 
sponding to the critically damped case. 
If k > 1, there are no oscillations in 
the output, and the response is said 
to be overdamped. If k < 1, the out- 
put will be a sinusoid whose ampli- = 
tude decays with time, and the re- Fic. 2-23. A signal e; is . applied 
sponse is said to be underdamped. pater a replete: Ae yo parallel © 
The damping factor is inversely 

proportional to the Q of the circuit consisting of a parallel combination 
of &, L,and C. Thus 


Q =wRC = 


2nRC _ RC ~r Jon 3 
To. Ihe. L 2k 
If the input to Fig. 2-23 is a step voltage E and if the initial current 
through the inductor is zero and the inztial voltage across the capacitor ts 
zero, the response is given by the following equations in which « = #/T’: 
Critical Damping, k = 1. For the case of critical damping, we have 
&o 
E 
If use is made of Eqs. (2-35), with k = 1, Eq. (2-37) can be put in the 
equivalent form 


= Ante? (2-37) 


= a e-2Rt/L (2-38) 


IS 
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Overdamped, k > 1. In the overdamped case, it is convenient to 
rewrite Eq. (2-36) as 
Qrk , Qxk 1 
pat tp 


If we apply the binomial expansion to the radical and assume that k 7s 
large enough so that 4k? > 1, we find for p the approximate values —7/Tk 
and —4rk/T,. Subject to this restriction on the size of k, the response is 


- RY eote/k — g-Anke (2-39) 


The first term is less than 1 everywhere except at x = 0. The second 
term is equal to the first term raised to the power 4k?. Hence, the 
second term is negligible compared with the first except near the origin. 
Thus, Eq. (2-89) can be approximated by 


Con pome/k — gnthkTo = RL . (2-40) 


E 


in which we have made use of Eqs. (2-85). This result shows that the 
response approaches that for the zero capacitance case (Fig. 2-21) as 
k becomes much greater than unity. Physically, this is just what we 
should expect, because Eq. (2-35) shows that a large value of k means 
a small value of C for a given value of R and L. 

Since the voltage on the capacitor cannot change instantaneously, 
then Eq. (2-40) is in error at ¢ = 0 and the more correct equation (2-39) 
must be used near the origin. The outputs for k = 3 and k = 1 are com- 
pared with that fork = © (C = 0) in Fig. 2-24. 

If L and C are held fixed and k is varied by adjusting R, the response 
is as given in Fig. 2-25. Fork = ©, R = 0, and the output equals the 
input as indicated. We note from Fig. 2-23 that the smaller the value of 
f, the larger must be the source current. 

Underdamped, k < 1. In the underdamped case, we have 


Co _ 2k 
E VJ/1 — ke 


where, as above, x = ¢/T,. The damped period is seen to be T,/(1 — k?)” 
and hence is larger than the free period 7. The response for several 
values of k is given in Fig. 2-26. 

An amplifier with a coil in the plate circuit, and in which the param- 
eters L, C, and r, are adjusted to make the damping factor k slightly less 
than unity, makes an excellent peaking circuit. This conclusion is con- 
firmed in Fig. 2-26. 


ete sin In v/1 — ke? x (2-41) 
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Fia. 2-24, Response of Fig. 2-23 for the critically damped and overdamped cases for a 
fixed value of J? and L. 


€o 


Fic. 2-25. Response of Fig. 2-23 for the critically damped and overdamped cases 
for a fixed value of Z and C. 
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If L and C are fixed and it is desired to increase the damping, the 
resistance R must be decreased. If this resistor represents the plate 
resistance of a tube, then to change its value we must either change the 
operating point or change the tube. A more satisfactory method for 
increasing the damping is to shunt the LC combination with an additional 
resistor, as indicated in Fig. 2-27a. If the circuit to the left of points 
P and N in this figure is replaced by its Thévenin equivalent, the 


(critical 
damping) 


£0 0.8 
E 


0.7 


- COME EEE 
0.2 
Fia. 2-26. Response of Fig. 2-23 for the critically damped and underdamped cases. 


result is as in Fig. 2-27b. The resistor & represents R; and Fz in parallel, 
and a is the attenuation factor. Specifically, 
Re 

Be. = Ri hs Cy 
Comparing Fig. 2-27b with Fig. 2-23, we see that the results obtained 
for the latter circuit are also valid for the former, provided that we 
multiply the output by the factor a. 

2-8. Ringing Circuit. In Sec. 2-7 the emphasis was on obtaining a 
pulse from a step voltage (peaking). We showed that the circuit should 
operate in the neighborhood of the critically damped condition. In this 
section we are interested in having as nearly undamped oscillations as 
possible. Such a circuit is called a ringing circuit. If k is small, the 
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circuit will ring for many cycles. It is often of interest to know the 
required value of the Q of a circuit which will ring for a given number N 
of cycles before the amplitude decreases to 1/e of its initial value. 
From Eq. (2-41) we see that this 
decrement results when 2rkx = 1. 
Since x = t/T, = NT./T, = N and 
k = 1/2Q, we have 


Q=xN (2-43) 


Rk, 


P 


Co 


To keep the damping small, the 
resistors PR, and R, of Fig. 2-27a 
must be made large. If the par- 
allel LC combination isin either the = 
plate or cathode circuit of a tube 
and if the tube zs cut off by a step 
voltage, then R, is effectively infi- 
nite. The equivalent circuit is 
given in Fig. 2-28. For maximum 
ringing, no shunting resistor is 
added and RF represents an effective 
resistor to account for the losses in 
the coil. The current J is the 
quiescent tube current before the 
step is applied. The direction of 
I in Fig. 2-28 is for the case where Fic. 2-27. (a) The circuit of Fig. 2-23 
the resonant elements are in the modified by the inclusion of a damping 
plate circuit so that P: represents resistor Jt2; (b) the equivalent circuit. 
the plate terminal and P, the Z,, supply terminal. If the LC com- 
bination is in the cathode circuit, then P; represents the cathode terminal, 
P, is ground, and the direction of J must be reversed. 

Outwardly, the circuits of Fig. 
2-23 and Fig. 2-28 appear quite 
different. When, however, the in- 
put to Fig. 2-23 is taken to be a 
step of amplitude EH, the output of 
the two circuits can be shown to be 
identical, provided only that the 
initial inductor current J of Fig. 2-28 
Pia. 2-28. Ringing circuit with capacitor jg taken to be # j. R. The two cir- 
Anelaiy Mucha eee: cuits have the same characteristic 
roots given in Eq. (2-34). And, under the circumstance that FE = IR, 
the conditions that apply in both cases to the output voltage are that 
at t = 0, e, = 0 and de,/dt = I/C and that att = ~,e,=0. Hence, 
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provided we make the replacement of E by JR, all the equations from 
(2-37) to (2-41) apply equally well to the circuit of Fig. 2-28. 

If we neglect the damping and assume k = 0 because Ff approaches 
infinity, Eq. (2-41) becomes 


L . Qnt 
A=1 ‘ G Sin a (2-44) 


To obtain this result, we must remember that kE is independent of R 


because 
1 6b. -f dh 
Bk = Igy 6 = 5 


We can easily verify that the amplitude of oscillation given in Eq. (2-44) 
is correct by remembering that the initial magnetic energy stored in 
the inductor is converted into electric energy in the capacitor at the end 
of one-quarter cycle. Thus 


Lee lam = lz 
gL = 5 CEnax or Emax = I a (2-45) 


A ringing circuit may be used to generate a sequence of pulses regularly 

spaced in time. These pulses are obtained from the train of sine waves. 
The sequence starts when the tube 
delivering the current J is cut off. 
These pulses find application in 
many timing operations, as will be 
described later. 
: Consider now the ringing circuit of 
Fic. 2-29. Ringing circuit with initial Fig. 2-29 in which there is an initial 
current J in inductor and initial voltage voltage H, across the capacitor C' as 
H, across capacitor. well as an initial inductor current J. 
It is now convenient to introduce a parameter A, defined as the ratio 
of coil current to resistor current att = 0: 


I _IR 
E/R EB, 


The output e./E, can be expressed as a function of time (x = t/T.) with 
A and k as parameters. The definitions of k and 7, Eqs. (2-35), are 
repeated here for convenience: 


1 IL 
b= gale and T, = 2r VLC 


Critical Damping, k = 1 


A= (2-46) 


zr = [1 — (1 + 2A)(Qax) Je?" (2-47) 
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Overdamped, with 4k? > 1 


n= FU (ai a a) ete (Lee Aleate 2) 


Underdamped, k < 1 


7 = ec + 2A) (aa) In Jl — kx 


+ cos 2r V1 — k? | e2tke = (2-49) 
These responses are plotted in Figs. 2-30 to 2-82. We note that even 


for the critically damped case there may be an undershoot; i.e., the out- 
put which starts at a positive value drops to a negative value before 


£o +2 
E, 


Z| 


Fic. 2-30. Plot of Eq. (2-47). 


returning asymptotically to zero. If #,and I have the relative polarities 
indicated in Fig. 2-29, then A is positive. If the relative polarity differs 
from that indicated, then A is negative. For a negative A, the output 
may rise first (see the curve for A = —2.0) before falling to zero. The 
physical reason for this initial increase in output is that the inductor 
current (with the polarity opposite to that in Fig. 2-29) may charge the 
capacitor to a more positive voltage before C’ discharges through the 
resistor. We see that the waveform depends upon the inductor and 
resistor currents (the sign and magnitude of A) and upon the amount of 
damping (the value of k). 

The areas under each curve of Figs. 2-30 to 2-82 is —kA/z. This 
can be verified by direct integration or much more easily by proceeding 
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rag 


Fig. 2-32. Plot of Eq. (2-49) with k = 0.2. 


as follows. Since 


@e=L a or Le oi 
at EE, E.T,. dx 
ee an _ LI LA 
then Area = [ qo = ar CS eae RT 
ee eee Ty (2-50) 


LINEAR WAVE SHAPING 57 


When a pulse is passed through a transformer, the response at the end 
of the pulse is given by one of the equations (2-47), (2-48), or (2-49), but 
A is always positive. The pulse transformer is discussed in Chap. 9. 

Other combinations of the basic three linear elements R, L, and C 
are important in pulse circuits and are discussed in the sections where the 
appropriate physical background which leads to the circuit configuration 
is introduced. 
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CHAPTER 3 


LINEAR PULSE AMPLIFIERS 


Frequently the need arises in pulse systems for amplifying a signal 
with a minimum of distortion. Under these circumstances the vacuum 
tubes involved must operate linearly. In the analysis of such circuits 
the first step is the replacement of the actual circuit by its linear equiv- 
alent. Thereafter it becomes a matter of circuit analysis to determine 
the distortion produced by the transmission characteristics of the linear 
network. In this sense the present discussion is an extension of the 
material of Chap. 2 with the following important differences. Previously 
we were satisfied with simply observing the distortion introduced, by 


Screen 
supply 


Fig. 3-1. A stage of amplification. 


various simple transmission networks, for several representative wave- 
forms. Now we shall be concerned with the problem of how the distor- 
tion may be minimized and how the signal may be amplified. 

The frequency range of the amplifiers discussed in this chapter extends 
from a few cycles (or possibly from direct current) up to about 10 Me. 
The original impetus for the study of such wideband amplifiers was 
supplied because they were needed to amplify the pulses occurring in a 
television signal. Therefore, such amplifiers are often referred to as 
video amplifiers. 

3-1. The RC Coupled Amplifier Stage.! The circuit of Fig. 3-1 is 
representative of a complete stage of amplification in that it includes the 
elements of a single amplifier (71) and the elements required to couple 
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this stage to the next (7.). The plate-circuit resistor is Ry, C. is a 
blocking capacitor used to keep the d-c component of voltage which 
appears at the plate of 7, from reaching the grid of T2, and R, is a grid- 
leak resistor. The capacitances C, and C; represent, respectively, capaci- 
tances which are referred to as the output and input capacitances of the 
tube. These capacitors have been indicated by dotted lines because 
they have not been included deliberately but are rather unavoidable 
attributes of the vacuum tubes employed. In any practical mechanical 
arrangement of the amplifier components there are also capacitances 
associated with the tube sockets and the proximity to the chassis of 
components and signal leads. It is necessary to include these additional 
stray capacitances in any computation of practical interest. In referring 
to the gain of the amplifier, we shall mean the gain from the grid of one 
tube to the grid of the succeeding tube. We shall assume throughout 
this chapter that the signal amplitude is small enough so that the tube 
operates linearly, unless specifically stated otherwise. 

3-2. Steady-state Analysis of an Amplifier. A criterion which may be 
used to compare one amplifier with another with respect to fidelity of 
reproduction of the input signal is suggested by the following considera- 
tions. Any arbitrary waveform of engineering importance may be 
resolved into a Fourier spectrum. If the waveform is periodic, the 
Fourier spectrum will consist of a series of sines and cosines whose 
frequencies are all integral multiples of a fundamental frequency. The 
fundamental frequency is the reciprocal of the time which must elapse 
before the waveform repeats itself. If the waveform is not periodic, the 
fundamental period extends in a sense from a time — © toa time +o. 
The fundamental frequency is then infinitesimally small, the frequencies 
of successive terms in the Fourier series differ by an infinitesimal amount 
rather than by a finite amount, and the Fourier series becomes instead 
a Fourier integral. In either case the spectrum includes terms whose 
frequencies extend, in the general case, from zero frequency to infinity. 

If the gain and time delay of an amplifier are independent of the fre- 
quency, then the amplifier must necessarily reproduce precisely the form 
of the input waveshape. For, under these circumstances, the relative 
amplitudes of the Fourier components are identical for input and output 
as are also the relative position on a time scale of input and output 
components. 

We shall now show that the time delay D of a sinusoidal signal is equal 
to the phase shift produced by a transmission network divided by the 
angular frequency w. Consider that a sinusoidal signal is represented by 
Aéd@tt+?), in which A is the amplitude and ¢ is an arbitrary phase angle. 
Suppose that this signal suffers a phase lag of amount @ so that the signal 
becomes Aci@tt¢-9) = Ageltt@/)—-(6/)]_ The new signal is identical to the 
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original signal with the exception that it has been translated along the 
time axis in the positive direction by an amount D = 6/w, which is the 
magnitude of the delay in seconds. If the time delay is to be independent 
of frequency, it is required that the transmission network introduce a 
phase shift 6 which is proportional to frequency. 

This discussion suggests that the extent to which an amplifier’s ampli- 
tude response is not uniform and the extent to which its time delay 
is not constant with frequency may serve as a measure of the lack of 
fidelity to be anticipated in an amplifier. In principle, it is really not 
necessary to specify both amplitude and delay response since, for most 
practical circuits, the two are related and, one having been specified, 
the other is uniquely determined. However, in particular cases, it may 
well be that either the time-delay response or amplitude response is the 
more sensitive indicator of distortion. 


Fia. 3-2. Equivalent circuit of a stage of amplification. 


3-3. Amplitude and Time-delay Response of an RC Coupled Amplifier 
Stage. If an amplifier stage of the type shown in Fig. 3-1 were intended 
for use with pulse-type waveforms, typical values for the components 
would be Rp &1 K, CSC: 10 wuf, C. 0.2 pf, and Rs = 1 Meg. 
It is reasonably apparent, then, that the frequency characteristics 
of the amplifier may be divided into three ranges. First, there is the 
range where the frequency is so low that the shunt capacitances have no 
appreciable effect but the influence of C, is marked. Second, there is a 
range where the frequency is high enough to permit us to neglect C), 
but in which the influence of the shunt capacitances must be taken into 
account. Finally, there is a range, which falls between the low- and 
high-frequency regions, in which, to a good approximation, we may neglect 
all the capacitances. 

In the circuit of Fig. 3-2 the pentode of Fig. 3-1 has been replaced by a 
current source gmé; in parallel with r,. The circuits of Fig. 3-3a, b, and c 
are, respectively, the equivalent circuits which apply in the midband 
and in the high- and low-frequency bands. In drawing these equivalent 
circuits, we have replaced the current generator and shunt resistors Ry 
and r, by a Thévenin equivalent and have further taken into account 
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that R, > Ry andr,>> R,. The capacitance C of Fig. 3-36 is the sum 
of C, and C; and all the stray shunt capacitances of the circuit. 

From Fig. 3-3a we see that the 
midband gain A, is given by 


Ry 


Ao = — Jmltt 

Emkye; 
The low-frequency equivalent cir- 
cuit is identical to the high-pass 
RC circuit of Fig. 2-1, while the 
high-frequency equivalent circuit is 
identical to the low-pass RC circuit 
of Fig. 2-13. We have, then, that 
the ratio of the gain at low frequency 
A, to the midband gain A, is [see g,R,e; 
Eq. (2-1)] 


_ 1 
VT (f/f? 


where fi = 1/27rR,C. is the lower 

3-db frequency. The ratio of the 

gain at high frequency Az to the Bakes: 
midband gain is [see Eq. (2-24)] 


Ae| _ 1 
Ao} V1 + (f/f2)? 

; Fie. 3-3. Equivalent circuits of an 
where fe = 1/27RiC is the upper amplifier. (a) Midband equivalent; 
3-db frequency. The normalized (b) high-frequency equivalent; (c) low- 


time delays, D and D», for thelow- ‘°ency equivalent. 
and high-frequency ranges, respectively, are given by 


Ai 


A, (3-1) 


(3-2) 


fiDi = fb = mF arctan 4 (3-3) 
and f2D2 = fib = 5 a arctan Z (3-4) 


In the above expressions 4; and @2 represent the angle by which the 
output lags the input, neglecting the initial 180° phase shift through 
the amplifier. The frequency dependence of the gains in the high- and 
low-frequency range is to be seen in Fig. 3-4. 

The frequency range from f; to fe is called the bandwidth of the amplifier 
stage. We may anticipate in a general way that a signal, all of whose 
Fourier components of appreciable amplitude lie well within the range 
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fi to fe, will pass through the stage without excessive distortion. This 
criterion must be applied, however, with extreme caution, as will be 
indicated in the following discussion. 

Suppose we apply to an amplifier a symmetrical square wave whose 
repetition frequency is f = 30f:. Let us assume that the upper-fre- 
quency-3-db point is arbitrarily high. Under these circumstances we 
might be inclined to feel that the frequency components, all of which 
are of frequency f or higher, lie sufficiently well within the passband 


5 0 
Vf, iff, 
Fia. 3-4. Gain characteristics of an RC coupled amplifier. 


so that the signal distortion will be small. However, from Eq. (2-7), 
we see that the square wave would have a percentage tilt 


and so large a tilt is hardly to be considered as a small distortion. We 
shall now demonstrate that the reason for this apparently anomalous 
situation is to be found in the extreme sensitivity of the shape of the out- 
put to a shift in phase of the fundamental frequency component. 

A symmetrical square wave of unity amplitude and of fundamental 
frequency f has a Fourier series, 


€ = (sina + fein Ba + $sin 5a + as ‘ (3-5) 
ra 3 5 


in which a = 2zft. Consider first only the influence on the square wave 
of the phase shift of the fundamental. The phase shift is 
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fr wht 
j 


6; = arctan ‘i 


for small angles. The output is obtained by replacing a in Hq. (8-5) by 
a -+- 6; The waveform is then modified by 


Ae = AI sin é +4) — sin 2| 


Since, for small angles, cos (f:/f) & 1 and sin (f:/f) = f/f, this equation 
reduces to 


Ae = Ah cos a = 6 cosa (3-6) 
a f 


where 6 = 4f,/xf. The waveform, 
modified by the addition of Ae, is 
shown in Fig. 3-5. The percentage 
tilt is 


P = 28 x 100 = 84 x 100 
a f 


For f/f = 440, P = 8.5 per cent. 
To take into account the effect of 
the phase shift of the remaining 


harmonics (which will, incidentally, a 


Fig. 3-5. Modification of a square wave 


change the cosine tilt into a linear due to the phase shift of the fundamental. 


tilt), we need but to note that the 
nth harmonic is of relative amplitude 1/n and is shifted in phase 1/nth as 
much as the fundamental. Hence the above result may be corrected 
by writing 


P = 8.5 (+3 SECT: a1 Fs +a Bas ) = 8.5 X 1.20 = 10.2% 


This result agrees very well with the value P = 10.5 per cent given above. 

From Eq. (8-1) we find that the relative gain at the fundamental 
frequency, f/f: = 30, is approximately 0.9995. This is close enough to 
1 to justify our having neglected the amplitude characteristics in the 
above calculation of the distortion of the square wave. 

3-4. Unit Step Response of an Amplifier. An alternative criterion of 
amplifier fidelity is the response of the amplifier to a particular input 
waveform. Of all possible available waveforms, the most generally use- 
ful is the step voltage. In terms of a circuit’s response to a unit step, 
the response to an arbitrary waveform may be written very easily in the 
form of the familiar superposition integral. Another feature which 
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recommends the unit step is the fact that the waveform is one which per- 
mits small distortions to stand out clearly. Additionally, from an experi- 
mental point of view, the unit step (or, better, the repeated unit step 
which forms a square wave) is not a particularly difficult waveform to 
generate. 

We have already noted the correlation between amplifier frequency 
response and the response to a unit step. The finite rise time ¢, and per- 
centage tilt P introduced by the amplifier are related to the high and low 
3-db frequencies, respectively, by Eqs. (2-26) and (2-7). 


fate = 0.35 (3-7) 


ana P 1004 (3-8) 
where f is the frequency of the testing square waves. 

Quite generally, even for more complicated amplifier circuits than the 
one indicated in Fig. 3-1, there continues to be an intimate relationship 
between the distortion of the leading edge of a unit step and the high- 
frequency response. Similarly, there is a close relationship between the 
low-frequency response and the distortion of the flat portion of the unit 
step. We should, of course, expect such a relationship since the high- 
frequency response measures essentially the ability of the amplifier to 
respond faithfully to rapid variations in signal, while the low-frequency 
response measures the fidelity of the amplifier for slowly varying signals. 
An important feature of a unit step is that it is a combination of the most 
abrupt voltage change possible and of the slowest possible voltage 
variation. 

In spite of the fact that the frequency response and unit step response 
both provide the same information, we shall generally find that the unit 
step response is much more useful. The principal reason for this cireum- 
stance is that we shall often find that the waveforms which are of interest 
to us consist essentially of a superposition of unit steps. For voltages 
of this type (pulses or square waves), the unit step response will yield 
immediately useful information which may be secured from the frequency 
response only through laborious calculation. 

An important experimental procedure (called square-wave testing) for 
the adjustment of an amplifier for optimum performance involves the 
examination of an oscillograph of the response of an amplifier to an 
applied square wave. It is possible to improve the fidelity of an amplifier 
stage by using a coupling network between tubes which is more compli- 
cated than the network indicated in. Fig. 3-1. It is a great convenience 
to be able to adjust circuit parameters and to be able to observe simul- 
taneously, by the method of square-wave testing, the effect of the adjust- 
ment on the amplifier response. The alternative is to take data, after 
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each successive adjustment, from which to plot the amplitude and phase 
responses. Aside from the extra time consumed in this latter procedure 
we have the problem that it is usually not obvious which of the attainable 
amplitude and phase responses corresponds to optimum fidelity. 

It is possible, by judicious selection of the square-wave testing fre- 
quency, to examine individually the high-frequency and low-frequency 
distortion. For example, consider an amplifier which has a high-fre- 
quency time constant of 1 ysec and a low-frequency time constant of 
0.1 sec. A square wave of half period equal to several microseconds, 
on an appropriately fast oscilloscope sweep, will display the rounding 
of the leading edge of the waveform and will not display the tilt. At the 
other extreme, a square wave of half period approximately 0.01 sec on an 
appropriately slow sweep will display the tilt and not the distortion of the 
leading edge. 

It should not be inferred from the above comparison between steady- 
state and transient response that the phase and amplitude responses are 
of no importance at all in the study of amplifiers. The frequency char- 
acteristics are useful for the following reasons. In the first place, much 
more is known generally about the analysis and synthesis of circuits 
in the frequency domain than in the time domain, and for this reason 
the design of coupling networks is often done on a frequency-response 
basis. Second, it is often possible to arrive at least at a qualita- 
tive understanding of the properties of a circuit from a study of the 
steady-state response in circumstances where transient calculations are 
extremely cumbersome. Finally, it happens occasionally that an ampli- 
fier is required whose characteristics are specified on a frequency basis, the 
principal emphasis being to amplify a sine wave. 

3-5. Transient Response of an RC Coupled Amplifier Stage. As we 
have already noted, the high- and low-frequency equivalent circuits of 
the RC amplifier are identical, respectively, with the RC integrating and 
differentiating circuits of Figs. 2-13 and 2-1. The unit step response of 
these circuits is described in Chap. 2. It remains only to make some 
general observations about the amplifier. 

The rise time of the amplifier may be improved by reducing the product 
R,iC. Every attempt should be made to reduce C by careful mechanical 
arrangement to reduce the shunt capacitance. The rise time may also 
be decreased by reducing Fz, but this reduces simultaneously the nominal 
amplifier gain. A figure of merit which is very useful in comparing tube 
types is obtained by computing the ratio of the nominal gain to the rise 
time in the limiting case where stray capacitance is considered to have 
_ been reduced to zero. We have 
[Ao] _ Pe, 1 a Ym 

ty MOE DORIC. + Ci) 2.2(C. + Ci) 
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in which C, + C; is the sum of the input and output capacitances of the 
tube. The ratio gm/(Co + C;) is listed in Table 3-1 for several receiving- 
type tubes of high figure of merit. 


TABLE 3-1. CAPACITANCES AND Figure OF MERIT oF SEVERAL 
RECEIVING-TYPE TUBES 


Tube | Input cap., | Output cap.,| Total ae gm X 105 | {gm/(Ce + Coy] X 10-8 


type Cy, upf Co, wef | Ci + Co, we 

6AC7 11.0 5.0 16.0 9,000 560 
6AG7 13.0 7.5 20.5 11,000 540 
6AH6 10.0 2.0 12.0 9,000 750 
6AK5 4.0 2.8 6.8 5,100 750 
6CL6 11.0 5.5 16.5 11,000 670 
6AG5 6.5 1.8 8.3 5,000 600 
6AU6 5.5 5.0 10.5 5,200 500 


We can obtain a rough estimate of the upper-frequency limit of a con- 
ventional amplifier by considering that, to increase the bandwidth, we 
have reduced the gain of a stage to, say, 2. If the gain were much 
smaller, the amplifier would hardly be worthwhile. Using a 6AK5 
vacuum tube, the rise time is 


_ 2.2(Co+ C)lAl _ 2.2 X 6.8 X 10-” X 2 


~ —9 
t, 7 5,100 & 10-8 = 6 X 10-° sec 
and the upper 3-db frequency is 
fr = a8? = ae x 10° = 60 Mc 


In a practical circuit, the inevitable extra stray capacitance might easily 
reduce the bandwidth by a factor of 2. Hence we may probably take a 
bandwidth of 30 Mc as a reasonable estimate of a practical upper limit 
for an uncompensated amplifier using lumped parameters. If the desired 
gain is 10 instead of 2, the maximum 3-db frequency is about 6 Mc. If 
more bandwidth is needed, then distributed amplifiers are used (see Sec. 
10-7). 

The extension of the bandwidth in the downward direction depends 
on the time constant C.R,. Except in very special cases, the upper limit 
for R, is about 1 Meg. Larger grid-leak resistors usually result in 
instability because of positive ion current due to residual tube gas. A 
limit to the value of C. is set by the increased shunt capacitance associated 
with the physical bulk of the coupling capacitor. Coupling capacitors 
rarely exceed 1 uf in value. The response may be extended to zero 
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frequency by dispensing entirely with the coupling capacitor in favor of a 
coupling arrangement which provides a d-c path. 

3-6. Shunt Compensation to Improve Rise-time Response.?"* One 
of the simplest methods which is 
available for improving the rise- 
time response (or high-frequency 
response) of an amplifier without 
loss of gain is shown in Fig. 3-6a. 
The method involves simply includ- 
ing an inductor Z in series with 
the plate-circuit resistor. This ar- 
rangement puts the inductor in 
parallel with the capacitor C and 
hence the circuit is called a “‘shunt- 
compensated” or ‘“‘shunt-peaked”’ 
amplifier. The high-frequency 
equivalent circuit is given in Fig. 
3-60. 

Let us consider the response of 
the network to an applied unit step 
of negative polarity as a conse- 
quence) of which the current gener- 
ator provides a current step of Fra, 3-6. (a) A shunt-compensated stage; 
magnitude 7, Writing down the (b) equivalent circuit if rp > Rx. 
differential equation for the network, and assuming a solution of the 
form e?!, we find for the roots of the characteristic equation 


t=8 mei 


_ kt BAN 2 Uk 
= oF + (=z) LO (3-9) 
It is convenient here to introduce the parameters K and f2 defined by 
_ C ee 
K= Rr Ve fa >= IR iC (3-10) 
in which case 
p = —afrK? + jafrK? —— 1 (3-11) 


The parameter fe is, of course, the upper 3-db frequency of the uncompen- 
sated amplifier (LZ = 0), whileK = 1/Q.. Here Q. is the Q at the resonant 
frequency (w. = 1/+/LC) of the series combination of Rz, L, and C so 
that Q. = woli/Rx. 

The required solutions for the output e, must satisfy the conditions 
that e. = Oand de,/dt = 1./C att = Oande, = Rri,att = ©. Depend- 
ing on whether K is equal to or smaller than or larger than 2, the response 
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will be critically damped, underdamped (oscillatory), or overdamped. 
Letting x = t/(2rR1C) = fet, the results for the various cases are: 
Critical Damping, K = 2 


€o = — g-4Arze —Arz es 
Rats 1l—e Qarxe (3-12) 
Underdamped, K < 2 
2 pees 
ae 1 + eo 7% (eves 7 sin rK 0/4 — K%x 


— cos rK +/4 — Kn) (3-13) 


Overdamped, K >>2. In this case of large K, the roots p are given 
approximately by p = —2zxf.K? and p = —2zf2 The term in the solu- 
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Fra. 3-7. Response of a shunt-compensated stage to a unit step. (Adapted from 
A. V. Bedford and G. L. Fredendall, Transient Response of Multistage Video-frequency 
Amplifiers, Proc. IRE, vol. 27, pp. 277-284, 1939.) 

tion associated with the first of these roots will decay very rapidly and 
we may therefore neglect it and write 


€o ~Nw —2rfet — — 
Ra i oe dem (3-14) 
as is to have been expected. 
From Eq. (8-10) the inductance L is given by 
L= mk, (3-15) 
where m = 1/K*. 
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The unit step response for several values of K is shown in Fig. 3-7. 
As the peaking inductor is increased in value, there is a progressive 


improvement in rise time without P Z 
accompanying overshoot up to the 22 Fee hes 12 
point of criticaldamping. Beyond ze ‘e 
this point the amplifier response Cd 

exhibits a progressively larger over- 18 8 


shoot. The factor by which the 
rise time is improved (divided) by 
compensation is p = ¢,/t/, in which 14 
t, and ¢/ are, respectively, the rise 
time of the amplifier before and 
after compensation. The param- no 
eter p and the percentage over- 


shoot, y, are plotted in Fig. 3-8. m—»>o 01 06 
For the case of critical damping, x—>o 312 20 471 154141 

the rise time is improved by the Fic. 3-8. Overshoot and rise-time im- 
factor 1.43 provement of a shunt-compensated stage. 


It is of interest to consider the steady-state response of the compen- 
sated amplifier. It is easy to compute that the normalized gain as a 
function of the frequency is given by 


ees ae is (i) (3-16) 
as) | +) 


and the normalized time delay is given by 


feD = fo = #2 arctan lé E — a + (a2) || (3-17) 


The steady-state amplitude and time-delay characteristics of the amplifier 
are given, respectively, in Figs. 3-9 and 3-10. 

The curve having the most uniform amplitude response (maximum 
flatness) corresponds to K = 1.54. The curve having the most constant 


4s 
Ao 


TABLE 3-2. OVERSHOOT AND RISE-TIME IMPROVEMENT 


K m =1/K?| y, % p Characteristic 
2 0.25 0 1.438 | Critical damping 
1.71 0.34 1.0 1.70 | Most constant delay 
1.54 0.41 3.8 1.90 | Maximum flatness 
1.41 0.50 6.5 


2.00 |A2/Ao| = 1 at f/fe = | 
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Fia. 3-9. Steady-state amplitude response of a shunt-compensated stage. (Adapted 
from A. V. Bedford and G. L. Fredendall, Transient Response of Multistage Video- 
frequency Amplifiers, Proc. IRE, vol. 27, pp. 277-284, 1939.) 
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Fia. 3-10. Time-delay response of a shunt-compensated stage. (Adapted from A. V. 
Bedford and G. L. Fredendall, Transient Response of Multistage Video-frequency Ampli- 
fiers, Proc. IRE, vol. 27, pp. 277-284, 1939.) 


time delay is given by K &1.71. The curve for which |A2/A.| = 1 at | 
f/fe = 1is given by K = 1.41. The overshoot y and rise-time improve- 
ment p for these special cases are summarized in Table 3-2. 

The amount of overshoot which is tolerable is very largely a function 
of the application of the amplifier. For example, for an amplifier to be 
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used in oscillography, any visible overshoot would be objectionable. 
On the other hand, in television amplifiers, overshoots as large as 5 per cent 
not only may be acceptable but may actually improve the quality of the 
resultant picture. If the number of stages used is large, then the over- 
shoot should be kept below about 2 per cent (see Sec. 3-9). 

In the case of no compensation it will be recalled [see Eq. (2-26)] that 
the product ¢,f, = 0.35. It is of interest to note that the same rule 
also applies quite well in the present case of shunt compensation. For 
example, we may calculate that for critical damping the amplitude 
response falls by 3 db at f/fz = ~/2. Since we estimated above that in 
this case the rise time was divided by the factor 1.43, we have that 
t'f, = (0.85 X +/2)/1.43 & 0.35, where ¢) and f, are the rise time and 
bandwidth for critical damping. 

An initial estimate of the peaking inductance required may be made 
by estimating the total shunt capacitance. The required inductance 
is usually in the range 1 to 100 uh. Adjustable coils are available for 
this application and the final adjustment is made experimentally by the 
method of square-wave testing. The inductance is changed by varying 
the depth of insertion into the coil form of a powdered iron slug. The 
square-wave frequency is set so that the half period of the square wave is 
several times the rise time and the inductance is adjusted to give the 
type of response most suitable for the application for which the amplifier 
stage is intended. 

Even when a square-wave generator and oscillograph are already 
immediately available, having been used to adjust the peaking coil, it is 
not uncommon to follow this adjustment by a measurement of f2, using a 
sinusoidal oscillator. This 3-db frequency is then either used directly 
as a measure of the fidelity of the amplifier or else the rise time is esti- 
mated from the 3-db frequency. Of course, in either case the percentage 
overshoot must also be stated. The reason for following this procedure 
rather than stating the rise time directly is that to make a precise rise- 
time measurement it is necessary to have a precisely calibrated timing 
signal. Additionally the finite rise time of the square wave and oscillo- 
scope must often be taken into account. Moreover, it is not always 
convenient to operate with so fast a sweep voltage that the 10 per cent 
and 90 per cent points may be determined accurately. 

Before leaving the subject of shunt peaking we may note that some 
small improvement in performance is possible by shunting the peaking 
coil with a capacitor Ci, as in Fig. 3-11. The most generally useful case 
results when L = 0.35R1?C and C,; = 0.22C. Under these circumstances 
the rise-time improvement over the completely uncompensated case is 
1.77 and the overshoot is only 1 per cent. This result is to be: compared 
with the straight shunt compensation case mentioned above where 
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Fig. 3-11. Modified shunt-compensated stage. 


m = 0.34 gives an overshoot of 1 per cent and rise-time improvement of 
1.70. The difference is slight, but sometimes it is possible to arrange the 
mechanical layout of components so that C, consists of stray capacitance 


7.77 Ry 


(a) 


Fia. 3-12. Four-terminal compensating 
networks. ThecapacitanceC = C,+C; 
and the circuit parameters are given for 
the case C,/C; = 14. (a) Series peak- 
ing; (b) shunt-series peaking; (c) Dietzold 
network. 


across the coil and no additional 
capacitance need be added. The 
circuit of Fig. 3-11 gives a particu- 
larly uniform delay response. 

3-7. Additional Methods of Rise- 
time Compensation.**® Some im- 
provement over the shunt-compen- 
sated amplifier may be achieved by 
the use of a four-terminal coupling 
network which separates the output 
capacitance of a tube from the in- 


put capacitance of the succeeding 


tube. The detailed analysis of 
these circuits is quite complicated 
because of the large number of reac- 
tive elements involved. Since the 
improvement which results through 
their use is not very great, we shall 
content ourselves with simply indi- 
cating representative component 
values for some of these circuits to 
get an idea of the order of magni- 
tude of the improvement possible. 
Three of these circuits are shown 
in Fig. 3-12. These are the circuits 
referred to as series peaking, shunt- 
series peaking, and shunt m-derived 
peaking. This latter arrangement 
is also known as the Dietzold net- 


work. These circuits and the shunt peaking circuit and the tuned shunt 


peaking circuits are compared in Table 3-3. 


Optimum performance of 
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’ Tasie 3-3. CoMPARISON oF HIGH-FREQUENCY COMPENSATING CIRCUITS 


Ratio of | Bandwidth | Rise time— 


Cireuj ase uae Overshoot | overshoot | improve- | bandwidth 
ircult improve- : 
nee 7, % duration ment product 
to l, fe/fe Sol, 
Shunt peaking 
(Fig. 3-6) with 
L = 0.42R 1?C 1.85 3.0 1.72 0.33 
Tuned shunt peaking 
(Fig. 8-11) with 
L =0.48R12C 
Cy = 0.21¢ 1.89 3.0 1.83 0.34 
Series peaking 
(Fig. 3-12a)......... 1.90 3.0* 2.07 0.38 
Shunt-series peaking 
(Fig. 3-12b)......... 2.21 3.0 2.28 0.36 
Dietzold (Fig. 3-12c)... 2.47 0.37 2.48 0.35 
* Ringing. 
t Smear. 


the four-terminal networks results when the output capacitance of the 
amplifier tube C, is related to the input capacitance C’; of the succeeding 
tube by a factor of 2. Each of the circuits, therefore, is adjusted so that 
C./C; = %. In the cases of series and shunt-series peaking a worth- 
while improvement in rise time results if a small amount of overshoot is 
permitted. For ease of comparison all the circuits except the Dietzold 
network are given for the case of 3.0 per cent overshoot. In the case 
of the series-peaking circuit the resistor across the series coil is not essen- 
tial to the circuit but is useful for the purpose of damping the oscillations 
in the response. 

The rise-time improvement in Table 3-3 is given as the ratio p = t,/t}. 
The response of the series peaking circuit has not only an overshoot but 
also a ringing. It is possible to eliminate the ringing in favor of a single 
overshoot but only at the expense of increasing the rise time. The 
Dietzold network response displays a feature which is referred to as smear. 
This term refers to the fact that, after the response has approached very 
close to the steady-state value, an abnormally long time is required for 
the response to cover the small remaining separation from the steady 
state voltage. The overshoot duration stated is normalized with respect 
to the rise time for the compensated circuit and serves as a measure of the 
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duration of the overshoot, or, where ringing takes place, measures the 
duration of the first overshoot. 

In each of the cases listed the steady-state amplitude response shows 
an increase in the upper 3-db frequency with an essentially monotonic 
reduction in gain at high frequencies. That is, there is no increase in 
gain before the gain finally starts to fall, as is the case in Fig. 3-9 for, say, 
K = 1.41. The improvement in bandwidth, as well as the product f3t/, 
is given in Table 3-3. Again we see that the approximate rule 


holds quite well. 

The method of square-wave testing must be used for a final adjustment 
of the parameters in the four-terminal networks. The process of adjust- 
ing for optimum response is usually quite complicated because the 
various parameters interact with one another. Because of the difficulties 
of adjustment, the larger number of adjustable circuit components 
required and the fact that it is not easy to achieve a response entirely free 
of overshoot, ringing, or smear and still be left with a rise-time improve- 
ment, four-terminal networks are not as popular as simple shunt peaking. 
On the other hand, the use of a four-terminal network may sometimes 
make possible the elimination of a stage of amplification in a multistage 
amplifier and thus effect a worthwhile economy of parts. 

3-8. Rise-time Response of Cascaded RC Coupled Amplifiers.’ The 
unit step response of n identical cascaded (uncompensated) RC coupled 
amplifiers is given by 

€o Akg x3 grok 7 
cfapri- [tet tg@= lo oe 
in which x = i/RC. The response for the cases n = 1 to n = 10 is 
shown in Fig. 3-18. We observe that as n increases not only does the 
rise time increase but there is also introduced in the response a progres- 
sively longer delay. 

Suppose that we have an amplifier which consists of n stages in cascade, 
each amplifier being free of overshoot. Let the rise times of the indi- 
vidual amplifiers be é,1, t2, . . . , tm, and let us apply to this amplifier 
a step signal which ‘is similarly free of overshoot and has a rise time f¢,o. 
In such a case in the limit of a very large number of stages it is possible 
to prove that the output signal will have no overshoot and will have a rise 
time 


te = V tro? + tr? + be? +o + tbe? (3-19) 


Unfortunately this rule does not work very well when only a few stages 
are involved. It is still useful as a rough estimate. On this basis, if 
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we have an amplifier of n identical stages of rise time ¢,, we may expect 
the over-all rise time t,™ to be 


i) = ~J/nt, (3-20) 
Values of t,“™/t, computed directly from Eq. (3-18) have been tabulated 
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Fig. 3-13. Response of cascaded identical uncompensated stages. (Adapted from 
G. E. Valley, Jr., and H. Wallman, ‘‘Vacuum Tube Amplifiers,” Massachusetts Insti- 
tute of Technology Radiation Laboratory Series, vol. 18, chap. 1, fig. 1-25, McGraw-Hill 
Book Company, Inc., New York, 1948.) 


in Table 3-4 and for comparison the corresponding values of ~/n are 
listed also. We observe that while the agreement is far from perfect the 
correspondence is close enough so that Eq. (3-20) will serve as a useful 
approximate rule. 


TasBuLE 3-4. CoMPARISON oF RisE-TIME Ratios witH Ratios GIvEN BY 
SQuARE-ROOoT RULE AND BANDWIDTH RULE 


n 1/2/3/4)5 {6 | 7/8) 9 | 10 
(n) 

“Eq. (AC roe ecre neds 1.0/1.5 |1.9}2.2}2.5/2.8 13.0 |3.3|3.45|3.6 
a/n (Eq. (3-20)].....0..005. 1.0/1.4 ]1.7}2.0)2.2/2.45/2.65/2.8]3.0 |3.2 
(2/— — 1)-¥ [Eq. (3-23)]....1 1.0] 1.55 | 2.0/2.3/2.6/2.85]3.1 |3.3|3.5 [3.7 


From Table 3-4 we see that if we wish to have an over-all bandpass 
of 1 Mc with a two-stage amplifier then the upper 3-db frequency of each 
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must be 1.5 Me. If 1 Mc is desired with a three-stage amplifier, then 
each (identical) stage must be 1.9 Me wide, etc. 

We noted earlier that even for a circuit which is more complicated 
than a single RC combination the rise-time bandwidth product remained 
approximately constant at 0.35. This result suggests that we try to 
calculate the rise time from the bandwidth. The upper 3-db frequency 
for n cascaded amplifiers is fo and may be computed from 


1 " 1 


eae (3-21) 
A 1+ € =) 5 
fe 
so that 
fe 1 
i BS eae 3-22 
fx VfQm 7] ae 
Therefore, if we assume that ¢,““f2™ = to, we have 
(n) 
BE Sy ee (3-23) 


t V2 — 1 


Values of (2! — 1)~% are also listed in Table 3-4. It is to be noted that 
the agreement with the correct values of rise-time ratios is very much 
better in the present instance than for those given by Eq. (8-20). In the 
limit of large n both methods will give the same result. 

The delay associated with the curves of Fig. 3-13 may be specified by 
the time required for the response to go from zero to 0.5. We see that 
each stage beyond the first introduces the same amount of delay. For 
n amplifiers, the delay is given approximately by (n — 0.3)RC. This 
delay is not ordinarily considered as a distortion. 

3-9. Rise-time Response of Cascaded Amplifiers with Overshoot.’? 
When identical stages, which individually have overshoot, are cascaded, 
it is still possible to make some general rules concerning the over-all 
response. These rules apply only very roughly but are nevertheless of 
some value. 

When the individual stages have very small overshoot, of the order 
of 1 or 2 per cent, the overshoot increases very slowly with the number 
of stages or may even fail entirely to increase. In this case the response 
approaches a fixed waveform except for a progressive stretching in the 
direction of the time axis. These features are displayed by the response 
of a multistage shunt-compensated amplifier for K = 1.61 in Fig. 3-14. 
The overshoot for a single stage is about 1 per cent, at 16 stages has 
grown to only about 4 per cent and is still about the same at 64 stages. 
The rules ¢, = «/nt, and fot, = fet, also hold reasonably well in 
this case. 
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Circumstances are different when the overshoot is in the range 5 to 10 
per cent. In this case the rise time increases appreciably more slowly 
than as ~/ n, while the overshoot instead grows approximately as Vn. 
These features may again be verified from Fig. 3-14. If, then, an amplifier 
is to have a fairly large number of stages, it is clear that the individual 
stages must be adjusted for very slight or no overshoot. 

3-10. Attenuators. Intimately associated with the problem of ampli- 
fier design is the problem of providing for signal attenuation. In an 
oscilloscope, for example, we would like to be able to adjust the amplifier 
gain so that the display on the screen is of convenient size. 
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Fig. 3-14. Response of cascaded overcompensated amplifiers. (Adapted from A.V. 
Bedford and G. L. Fredendall, Transient Response of Mutistage Video-frequency Am- 
plifiers, Proc. IRE, vol. 27, pp. 277-284, 1939.) 


The simple resistor combination of Fig. 3-15 would attenuate the input 
signal by the ratio a = R2/(R; + Re) independently of the frequency, 
were it not for the inevitable stray capacitance C, which shunts Re. The 
capacitance C. may be, for example, the input capacitance of a stage 
of amplification. Using Thévenin’s theorem, the circuit in Fig. 3-15a 
may be replaced by its equivalent in Fig. 3-15b, in which £# is equal to the 
parallel combination of R; and Re. We ordinarily want both Rf, and Re 
to be large so that the nominal input impedance of the attenuator may be 
large enough to prevent loading down the input signal. If, say, 


Ri = ke = 1 Meg and C, = 15 pf 


then the rise time in Fig. 3-15b is 2.20(0.5)15 usec = 16.5 usec. So large 
a rise time is ordinarily entirely unacceptable. 

The attenuator may be compensated, so that its attenuation is once 
again independent of the frequency, by shunting FR, by a capacitance C1, 
as indicated in Fig. 3-15c. The circuit has been redrawn in Fig. 3-15d to 
suggest that the two resistors and capacitors may be viewed as the four 
arms of a bridge. If RiC, = R2C2, the bridge will be balanced, and no 
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current will flow in the branch connecting the point X to the point Y. 
For the purpose of computing the output, the branch X-Y may be omitted 
and the output is again equal to ae; independently of the frequency. 
In practice, C; will ordinarily have to be made adjustable, and the final 
adjustment for compensation is made experimentally by the method of 
square-wave testing. This procedure is necessary because the compen- 
sation is critically dependent on the condition R,C; = RC, being satisfied 
precisely. 


(d) 
Fie. 3-15. An attenuator. (a) Actual circuit; (b) equivalent circuit; (c) compensated 
attenuator; (d) compensated attenuator redrawn as a bridge. 


It is of interest to consider what the appearance of the output signal 
will be for a step-voltage input if the compensation is slightly incorrect, 
Assume, say, that the capacitance across A, is slightly larger than is 
required and is equal toC; + AC. Let the input step have an amplitude 
E. Initially the voltage division will be determined by the capacitors 
so that the output is [(C; + AC)/(C1 + AC + C.)JH. Eventually the 
output must become af = [Ci/(C1 + Ca)JE. If C = Ci + C2 and if 
AC/C «1, then the difference between these two levels is 


_ C2 AC 


ciel 


Aeo 
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The resultant waveform is shown in Fig. 3-16a. It is also not difficult 
to see that the decay from the initial to the final level takes place with a 
time constant 7 = RC, where F is the equivalent of the parallel combina- 
tion of RR; and Re If Cy, is smaller by AC than the value of capacitance 
required for exact compensation, the output appears as in Fig. 3-16b. 
The compensated attenuator will reproduce faithfully the signal which 
appears at its input terminals. However, if the output impedance of the 


€o . Input EB 


(b) ; 

Fic. 3-16. Response of misadjusted attenuator. (a) Overcompensated; (6) under- 
compensated. 

generator driving the attenuator is not zero, the signal may be distorted 
right at the input to the attenuator. This situation is illustrated in Fig. 
3-17a in which a generator of a step voltage H and of output impedance R, 
is connected to the attenuator. Since, as was noted earlier, the lead 
which joins point X to point Y may be open-circuited, the circuit in Fig. 
3-17a may be redrawn as in Fig. 3-17b. If R.<«< Ri + Re, as is usually 
the case, the input to the attenuator will be an exponential of time con- 
stant R,C’ in which C’ is the capacitance of the series combination of C, 
and Cy. It is this exponential waveform rather than the d-c step which 
the attenuator will transmit faithfully. 
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If the generator terminals were connected to the terminals to which 
the attenuator output is connected, the generator would see a capacitance 
C2. In this case the waveform at these terminals would be an exponential 
with time constant R.C2 When the attenuator is used, the time con- 
stant is R.C’. Since C’ < C2, an improvement in waveform results. 
For example, if the attenuation a is equal to }{9, then C; = C2/9 and 
C' = 0.1C2 so that the rise time of the waveform will have been improved 


Ro 


R, R2 


Ro 


E(R,+R,) 
Ri +R, +Ro 


(0) 
Fia. 3-17. (2) Compensated attenuator including impedance of source; (b) equivalent 
circuit. 


by a factor of 10. If we are able to afford a loss of signal level, this 
reduction of input capacitance may be used to advantage. 

As an example of such an application, consider the problem associated 
with connecting the input terminals of an oscilloscope to a signal point 
in acircuit. If the point at which the signal is available is some distance 
from the oscilloscope terminals, and particularly if the signal appears at 
a high impedance level, we shall want to use shielded cable to connect 
the signal to the oscilloscope. The shielding is necessary in this case to 
shield the input lead from stray fields such as the ever-present 60-cycle 
field. The capacitance seen looking into several feet of cable may be as 
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high as 100 to 150 pyf. This combination of high input capacitance 
together with the high output impedance (say resistive) of the signal 
source will make it impossible to observe faithfully fast waveforms. A 
“probe” assembly which permits the use of shielded cable and still keeps 
the capacitance low is indicated in Fig. 3-18. Typically, the attenuation 
introduced through use of the probe assembly is 10 or 20 and the input 
capacitance to the probe assembly is about 15 or 8 uyf, respectively. 
There are also units commercially available at present which consist of a 
probe assembly with an attenuation of 100 followed by an amplifier of 
gain 100. The over-all gain is 1, but the probe input capacitance may 
be as little as 2 or 3 ppf. 

The problem of providing continuously adjustable attenuation is not 
so easily solved. In this case the resistors #; and R. must be replaced 


Access hole to 
Ve i adjustable capacitor 


Oscilloscope 
PA panel 


ad a [... cable 
Metal shield (coaxial ) 


Fie, 3-18. A cathode-ray oscilloscope probe. 


by a potentiometer, and since the required compensating capacitor 
depends on the setting of the attenuator, the only practicable thing to 
do is to leave the attenuator uncompensated. The bandpass is then a 
minimum when the potentiometer is set at its mid-point and is given by 


2 


(fads = arkC (8-24) 


in which R is the total potentiometer resistance and C the total shunt 
capacitance between the potentiometer arm and ground. If, say, C = 20 
upf and (fo)min is to be 10 Mc, R = 3 K. The conflict of the necessary 
high potentiometer resistance to avoid loading down the signal source 
and at the same time the necessity for low potentiometer resistance to 
maintain the bandpass suggests using a cathode follower with the potenti- 
ometer in the cathode circuit. 

3-11. Rise-time Compensation in the Cathode Circuit.? In Fig. 3-19 
is shown a pentode stage of amplification in which a resistor RA, and 
capacitor C;, have been included in the cathode circuit. The capacitance 
C represents as usual the total capacitance shunting the output signal 
lead to ground. The rise time of the amplifier would be ¢, = 2.2R1C if 
R, and C;, were not present. It will be shown below that if we adjust 
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RC, = RrC, the bandwidth will be multiplied by the factor 1 + gnR,. 
However, at the same time the nominal gain will be divided by the 
same factor so that unlike the compensation methods described above 
(shunt peaking, etc.) the gain-bandwidth product will remain unaltered. 
If the circuit served no other purpose than to extend the bandwidth at the 
expense of gain, it would be of little interest, since the same end may be 
achieved by the much simpler expedient of reducing the plate-circuit 
resistor Ry. However, comparing the present circuit with that of Fig. 
1-9 we see that we have here a case of current feedback. We may then 
expect to find that this circuit has better stability of gain and more 
linearity of operation. 


E screen 


Fia. 3-19. Schematic circuit of a cathode-compensated stage. 


To calculate the effect of the cathode impedance on gain and band- 
width, we replace the circuit by its equivalent, as shown in Fig. 3-20a. 
Here we have used the result stated in Sec. 1-4 that the impedance 
seen looking toward the tube between plate and ground is equal to 
Tp + (1 + u)Zz, in which 7, is the plate resistance and Z; the impedance 
in the cathode circuit. If we adjust R,C, = RiC, the four elements 
between points A and B constitute a compensated attenuator. The 
circuit is the same as that shown in Fig. 3-17a and may therefore be 
redrawn as in Fig. 3-200, in which 


, _ weil(u + 1)Ri + Ri] J 
oat Et DR + Re oa 
R= Trl (u ae 1) Rx mE Rx] (3-26) 


To + (u t+ 1)Re + Rx 


and the total capacitance is 


gh C 
, por l a= Rr af 
ee as GG eet) 
poet 
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The time constant of the circuit is 


Rx1C Rx1C 
fie eC Se ee (3-28) 
1 + gmlk + et th 1 + gmly 


lp 


if R. + Ry <r,. Thus the time constant has been divided by and the 
bandwidth has been multiplied by the factor 1 + gnRx. 


R;, (+1) 


Fig. 3-20. (a) Equivalent circuit of a cathode-compensated stage. (b) Equivalent 
circuit simplified if RC, = RxiC. 

The nominal gain of the amplifier (i.e., at a frequency where the 
capacitors may be neglected) is easily computed to be 


Inky 
y eae 2 
1 + Inltx 


If the input e; consists of a negative step of amplitude Z, the correspond- 
ing output is 

Imi 
1+ gm 1+ gnzRb 


If the cathode were connected directly to ground, the output would be 


Co = (1 — et/re) 


Co = Gnitr (1 — e-”*) 


in which 7, = R,C. In either case the ratio of gain to rise time is the 
same and equals gm/2.2C. 
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In order to see some of the useful features of cathode compensation, 
let us compare two amplifiers, one with and one without cathode com- 
pensation. The first amplifier, without compensation, has a plate resis- 
tor Rr. The second amplifier has a plate resistor af, and a cathode 
resistor selected to make 


1+ gmk, =a 


The quiescent tube current and voltage are to remain as before, which 
means that the plate resistor aR, must be returned to a higher supply 
voltage. It may happen that the cathode resistor selected will furnish 
the bias required for optimum linearity of tube operation. More gen- 
erally, however, some additional external bias will be required. The 
capacitance C shunting the plate to ground is to be the same in both cases. 
These two amplifiers now have the same gain and the same bandwidth. 

One advantage of the compensated amplifier that is readily appar- 
ent is its greater stability of nominal gain with respect to variation 
of tube parameters. In the case where the nominal gain is given by 
— GmaeRz/(1 + gmk.) the gain will be a less sensitive function of gn 
than in the case where the gain is given by —gnftz. In the limiting case 
in which g,R, >> 1 the gain for the compensated case is simply —aR1/R;z, 
independently of gm. 

A second advantage of the compensated amplifier is an improvement in 
linearity of operation. The nonlinearity of a pentode amplifier results 
from the variation of transconductance gm with tube current. The effec- 
tive transconductance of the compensated stage is gm/(1 + gmftz). For 
large values of gf, the effective transconductance becomes quite insensi- 
tive to variations in the gm of the tube. Additionally, since the load 
resistor is a times as large in the compensated as in the uncompensated 
stage, the current swing in the compensated amplifier will be 1/a times 
the current swing in the uncompensated amplifier for the same output 
signal. Hence for the same input signal to the two amplifiers the output 
of the compensated amplifier will be more linear. For comparable 
linearity in the two cases the compensated stage can handle a somewhat 
larger input signal and provide a larger output signal. 

If the capacitor C;, were not present, then because of cathode-follower 
action the amplifier would handle a peak-to-peak input signal larger 
than the grid base of the tube. However, it must be emphasized that 
because of the presence of C’, the input signal must be restricted in ampli- 
tude to the grid base. Otherwise the operation of the circuit will be 
highly nonlinear, as explained in Sec. 4-9. 

We have sencidered only the special case RC, = RC. An improve- 
ment in rise time is possible if some overshoot is tolerable. The general 
solution for arbitrary values of p = R.C;./R1iC and a = 1+ gunk, is 
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given in Prob. 3-19. We find that if a = 2, then for p = 1.15 the over- 
shoot is 2 per cent but the rise time improves by only 10 per cent and is 
hardly worthwhile. Thus, there is usually little advantage in using a 
value of p other than unity. The optimum value is determined, as with 
compensation in the plate circuit, by the method of square-wave testing. 
3-12. The Cathode Follower at High Frequencies. Our previous dis- 
cussion of cathode followers (Sec. 1-6) neglected the influence of the tube 
capacitances. ‘These capacitances will now be taken into account. 


(b) ” 
Fia. 3-21. (a) Cathode follower including all capacitances; (b) equivalent circuit for 
computing input impedance. Note that P is at ground potential for a-c signals. 


An important advantage of the cathode follower over a conventional 
triode amplifier is that the capacitive impedance seen looking into the 
grid of the cathode follower is appreciably larger than the capacitive 
impedance looking into the amplifier. In Fig. 3-21la is shown a cathode 
follower in which all capacitances are included. A circuit which is 
equivalent for the purpose of computing the current J which must be 
delivered by the generator EH; is given in Fig. 3-216. The current 
I, = E,(jwCyp) and Ip = E,(1 — A)(joC,x), where A = E/E; is the 
amplifier gain. Hence, the input admittance 

1 dads 


ne ee 


is given by 
Y; = joCgp + joCyr(1 — A) (3-29) 
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In general, Y; contains a resistive as well as a capacitive component. 
If the frequency is low enough so that A may be considered a real num- 
ber, then the input impedance consists of a capacitance C;, and hence 
Y; = jwC;. From Eq. (3-29) the input capacitance is given by 


C; (cathode follower) = Cyy + Cyz(1 — A) (3-30) 


In a similar manner the input capacitance of a conventional amplifier 
is found to be 


C; (amplifier) = Cy + Cop(1 — A) (3-81) 


A numerical comparison is interesting. Consider a half section of a 
12AU7, first as a cathode follower of nominal gain, say, equal to 0.8, 
and then as an amplifier of nominal gain, say, equal to —10. The 
capacitances are Cy, = 1.5 uf, Co, = 1.6 uuf. Ata frequency at which 
the capacitances do not yet have a marked effect on the gain, we have 


C; (cathode follower) = 1.5 + 0.2 * 1.6 = 1.8 puf 
and C; (amplifier) = 1.6 + 11 & 1.5 = 18 puf 


This exaggeration of the effect of the grid-plate capacitance in an ampli- 
fier is called the Miller effect. The large input capacitance to a triode 
amplifier shunts the load resistor of the preceding stage and is the most 
important reason for not using triodes ordinarily as pulse amplifiers. 

A fairer comparison may be made by comparing the cathode follower 
to a conventional amplifier of equivalent gain. In this case 


C; (amplifier) = 1.6 + 1.8 X 1.5 = 4.3 upf 


which is still more than twice that for the cathode follower. 

The output impedance or, more conveniently, the output admittance 
Y, of a cathode follower, taking interelectrode capacitances into account, 
is easily computed by a direct method. A signal EH, is applied to the 
output terminals and the current J, which flows through E, with the grid 
grounded is computed. The output admittance is Y, = I,/E,. The 
cathode follower showing capacitances is indicated in Fig. 3-2la. For 
HE; = 0, the equivalent circuit (neglecting R,) is shown in Fig. 3-22a, 
where we note that G and P are at ground potential (for a-c signals). 
The capacitance from cathode to ground is Cy, and includes the capaci- 
tance from cathode to heater if, as usual, the heater is grounded. In 
Fig. 3-22b we have set E,, = —E, and defined Cr = Cyn + Con + Cin 
We have 


‘pen ee Ba t+ nko 
p 
or ¥5 = ta _ Yr + Yp + Ym (3-32) 


Ea 
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where Yr = jwCrand Yp = 1/r,. Since gn = »Y, and assuming p > 1, 
we may neglect Y, compared with g,, and consider that the output admit- 
tance is unaffected by the capacitance until Yr becomes large enough 
to be comparable to gn. 


= (b) 


Fig. 3-22. Equivalent circuits of cathode follower for computing output admittance. 


The gain of the cathode follower may be calculated, with the result 
A (gm + jwC ox) Ry 


' (8-33) 
1+ (? an +4oCr) Ri, 
Tp 
Assuming p+ 12uyu and gnzk. > 1, 
Aw Gm + JwC ox (3-34) 


Jm a joCr 


The term jwC,, in the numerator represents the effect of the coupling 
from input to output through C,,. If the cathode follower is driving a 
capacitive load Cz, the expression for A need but be modified by adding 
Cz, to Cr. The 3-db frequency is approximately the frequency at which 
w(Cr + Cr) = gm. Typically, if the total capacitance is say 50 ypf 
and gm = 3 millimhos as for a half section of a 12AU7, then fo = 9.5 Me. 

The high input impedance of a cathode follower makes it ideal for 
applications where the loading on a signal source must be kept at a mini- 
mum. The low output impedance permits it to support a heavy capaci- 
tive load. These features, together with its stability and linearity, 
account for the many applications which are found for cathode followers. 
For example, the cathode follower is almost universally used as the input 
tube in oscilloscope amplifiers. It is also used where a signal must be 
transmitted through a short section of coaxial cable or shielded wire 
with its attendant high shunt capacity. 
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A special problem arises when a signal must be transmitted over a very 
long coaxial cable. Such a circumstance may arise in a television studio 
or a radar station where signals may have to be transmitted over dis- 
tances which range from several feet to several thousand feet. The 
capacitance per foot of cable such as RG-59/U is 21.0 uyf and the net 
capacitance is too large to be handled by either a cathode follower or a 
conventional amplifier. The procedure here is to terminate the cable 
in its characteristic impedance so that the impedance seen looking into 
the sending end of the cable is equal to the nominally resistive character- 
istic impedance of the cable. The characteristic impedance of RG-59/U 
cable is about 75 ohms. In terminating the cable, we have eliminated 
the problem of capacitive loading, but since the characteristic impedance 
is low, a high-current tube will be required to develop a substantial 
voltage. 

The situation here is one which requires a driver for a low impedance 
load. We might have imagined that a cathode follower would be most 
suitable, but actually the advantage may lie in placing the load in the 
plate circuit. Consider that a 6AV5 tube (gm = 5 millimhos) is to be 
used to drive the load. If the load is in the plate circuit, the gain is 


GnRr = 5 X 10-3 X 75 = 0.375 
In the cathode circuit the gain is 


QnR,  _ 0.375 


TeGke tei 


Placing the load in the plate circuit, therefore, gives a worthwhile increase 
in gain. The usual advantage of the cathode follower with regard to 
linearity and gain stability do not apply very well in the present case 
since it is no longer true that g,R, >> 1. 

Often it is desirable to terminate the cable at the sending end as well 
to absorb reflections which would result if there should happen to be a 
slight mismatch at the receiving end or if there should happen to be any 
small discontinuities in the cable itself. One such arrangement in which 
the cable appears in the plate circuit is shown in Fig. 3-23. The blocking 
capacitor is used to isolate the cable and the 75-ohm resistors from the 
high plate voltage. The 2-K plate resistor serves to increase the time 
constant of the coupling circuit. Ifa 125-yf coupling capacitance is used, 
then this time constant is 2037.5 X 125 X 10-*§ = 0.25 sec. Note that 
the impedance at the sending end remains essentially constant even 
if the tube is driven from cutoff to clamp. Such operation would be 
perfectly acceptable if the signal to be transmitted consisted of a flat- 
topped pulse and would actually be required to make the tube yield 
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maximum output. Since the effective plate load is only 37.5 ohms, a 
current of 119 ma is required for a 4-volt signal, which is the standard 
signal level at which many of the television signals are transmitted in a 
television studio. 

If the cable load is to be placed in the cathode, we may take advantage 
of the fact that the output impedance of the tube itself is only 200 ohms. 
Hence the termination on the input end of the cable may be increased 
to 120 ohms, since the parallel combination of 200 ohms and 120 ohms 
gives the required 75 ohms. The load on the cathode follower is now 
(120 X 75)/195 = 46 ohms. The gains in the two cases now turn out 
to be nearly the same at about 0.19. The fact that the output impedance 
of the cathode follower is low enough to be comparable to the character- 
istic impedance helps the gain somewhat but is actually an inconvenience: 


+ 250 volts 


Fig. 3-23. Output amplifier to feed a terminated cable. 


The output impedance of the cathode follower is 1/gm and gn is unfortun- 
ately not constant. If, for example, the tube should be driven to cutoff, 
the termination on the input end becomes 120 ohms instead of the 
required 75 ohms. On the other hand, the d-c level at the cathode may 
easily be adjusted to be zero, in which case the coupling capacitor may be 
removed. 

3-13. Low-frequency Compensation.’ Low-frequency compensation 
may be attained by using a high resistance in series with the plate load Rz 
and bypassing this resistor to ground with a large capacitance, as shown 
in Fig. 3-24a. The proper values of Ra and Ca are obtained from the 
following analysis. We shall make the simplifying assumptions that: 

1. The pentode is a perfect current source. 

2. The resistor Rg is infinite. In this case the circuit of Fig. 3-24a 
may be replaced by the circuit of Fig. 3-24b. We consider that a nega- 
tive step voltage is applied to the grid of the pentode and Jo is the con- 
stant current delivered by the tube. 

The reason for starting the analysis with the above simplifying assump- 
tions is that Fig. 3-24b represents a bridge circuit and that we can con- 
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clude that if the bridge is balanced the output will exactly reproduce the 
input. This fact is made clear by redrawing Fig. 3-24b as indicated in 


(a) (d) 


Ra. 


(6) 
Fig. 3-25. Circuits which are equivalent to that of Fig. 3-24) if RrCa = B,C. 


Fig. 3-25a. If the bridge is balanced, that is, if 


R1rC2 — RoC 


then points A and B of Fig. 3-25a are at the same potential and may be 
connected together as shown in Fig. 3-250. Then 
RiRt 
@ = 1p 5 > SIR 
0 Rea k oltL 
since R, > Rr. This equation shows that the output exactly reproduces 
the input and hence that perfect compensation has been attained. 
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If the bridge is not exactly balanced, what is the form of the output 
for a step input? This query is answered by solving the network of 
Vig. 3-24b. Thus, 

Io = ty + 1g (3-35) 

Riit + a = Ri, + a (3-36) 

in which qq and q, are, respectively, the charges on Cy and C,. Differ- 
entiating Eq. (8-36), we have 


diz 


dit di, 
dt 


Rx 9 dt 


th ty : 
teahate (3-37) 
Solving Eq. (3-37) for 7,, using Eq. (3-35), and using the initial condition 
ta = RrIo/(Rit + R,) at t = 0, we have 


y= - Der + (3-38) 
ee iit ; 
where iT pe P= or R, and C= B,C, (3-39) 


In deriving Eq. (3-38), it is assumed that R,>pRz. Usually Rr and 
the maximum size of C, are deter- 
mined. from high-frequency consid- 
erations and R, is determined by 
the grid-current characteristics of 
the tube in the succeeding stage. 
Let us, then, inquire about the out- 
put waveform as a function of Ca. 
The results are shown in Fig. 3-26. 0 

For p > 1, 0 02 04 06 08 10 12 14 16 


y=e” (3-40) Fic. 3-26. Response of a compensated 
This case correspondstonocompen- stage for various degrees of compen- 
sation at all (Cais very large). For sailone «Pe Cala Cane 
times small compared with the time constant R,C, so that « « 1, we have 
approximately 


y2l-z (8-41) 
For p = 1, 
Ca = Coley and y=1 (3-42) 
Rr 


This case corresponds to perfect compensation. 
For p = 2, 
y = do + €*) (3-43) 
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This case corresponds to using a value of Caz which is twice that required 
for perfect compensation. 

For p =2andz2 <1, 
x 


(8-44) 
In this case the percentage tilt is one-half the tilt of the uncompensated 
case as may be seen by comparing Kq. (3-44)“and Eq. (8-41). 
For p = le, 
y=2-—e7 (8-45) 
Forp = % andz« <1, 
y2l+e (3-46) 


In this case the positive tilt is equal to the negative tilt of the uncompen- 
sated amplifier. Note that if ‘‘overcompensation”’ (an upward tilt) is 
. observed in square-wave testing of an amplifier, it is to be corrected by 
increasing the size of Ca. 

The curves of Fig. 3-26 are unrealistic because of the assumption that 
Io is constant and Rg is assumed infinite. Tor large values of ¢, the 
capacitors C, and Cz act as open circuits and hence eventually all the 
, current must flow through Ra and not R,. Thus, all curves of Fig. 3-26 
~must eventually drop to zero. For example, the curve marked p = 4 
' would then have a rounded top. It is to be noted that, if a square wave 
were to be applied to the amplifier for testing purposes, we would normally 
select the half period of the square wave to be T=0.1R,C.. In this 
case the initially flat tops of the input square wave would, after trans- 
mission through the amplifier, have the appearance of one of the curves 
of Fig. 3-26 for the range x = 0 tox = 0.1. 

The effect of the finite value of Ra is now to be investigated. If it is 
desired that the slope di,/dt be zero at ¢ = 0, then it is found from an 
exact analysis that C.R, = CaRz,. This is the condition for perfect 
compensation with Ra— and it is now seen that this is still a good 
criterion if Ra is finite. The output voltage is found to be 


= —2/n _. e-% 1 = 
y yoy (" €~*) ifn #1 (8-47) 
where n = R./Rz and where it has been assumed that.R, > Rr + Ra. 
If Ra = Ry or n = 1, the result is . 


y= (1+ ax)e* (3-48) 
For « <1, Eq. (8-48) reduces to 


a2 


5 (3-49) 


y= (l-+all—2+%)=1- 
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It is now seen that the tilt is parabolic and not linear. The amount 
of tilt to be expected is given by the following example. If the uncom- 
pensated tilt is, say, 10 per cent so that + = 0.1, then Iq. (8-49) gives a 
compensated tilt of only (0.1)?/2 X 100 per cent = 0.5 per cent; and 
this is for Ra only equal to Fr. 

If n ~ 1 for small x, Eq. (38-47) reduces to 


2 
pats (3-50) 


From this result it is seen that the per cent tilt is multiplied by 


1 Ry 

n Ra 

Thus, if Ra = 10Rz, the tilt is }{o of the above value, or 0.05 per cent. 
Note that if x?/2n is not much less than 1, the tilt must be calculated 
from Iiq. (3-47) instead of Eq. (3-50). 

The above theory indicates that the proper procedure for low-frequency 
compensation is to choose Rg as large as possible and then to choose 
R1rCa = R,C.. The upper limit on Rais determined by the fact that the 
quiescent tube current passes through Ra and that the power supply 
must be able to furnish this voltage drop. 

It may not be convenient to satisfy RzCz = R,C, because the required 
value of Ca may be too large. For example, if C, = 0.1 uf and R, = 1 
Meg and Rk, = 1 K, then Ca = 100 uf. Even if the size of Ca turns 
out not to be a problem, the variation of capacitance with age may 
cause difficulty. Occasionally one will find a compensated stage in which 
R, 1s made adjustable to allow for a drift in Ca. More usually no such 
correction is made since the low-frequency compensation reduces tilt 
considerably even if the condition Rx~Ca = R,Cz is not exactly satisfied. 
Also, as noted earlier, where good low-frequency response is of prime 
importance, it is usually most practicable to use direct coupling instead 
of capacitive coupling. 

We have not considered the effect of the finite plate resistance of the 
tube, since ordinarily the finite size of Ra has a larger effect on the tilt 
than does rp. 

3-14. Effect of a Cathode Bypass Capacitor on Low-frequency Re- 
sponse. If a cathode resistor Ff; is used for self-bias in an amplifier and 
if it is desired to avoid the degeneration and hence the loss of gain due to 
R,, then we might attempt to bypass this resistor with a very large capaci- 
tor C,. The circuit is indicated in Fig. 3-27. It will be shown that if the 
input is a square wave, the output is a square wave with a tilt similiar 
to that due to the coupling capacitor between stages. 
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Consider that the applied voltage is a d-c step of amplitude #. At 
t = 0, the capacitor acts as a short circuit and there is no degeneration. 
Hence, the plate current is 7 = gnH 
and this current also passes through 
the capacitor C,. If we assume that 
to a first approximation the current 
remains constant, then the voltage 
across C’, (which is the cathode voltage 
ex) increases linearly with time. Thus 
ey = 1t/Cy = GmEt/Cy. The grid-to- 
cathode voltage is eg, = EH — gmEt/C; 
and the next approximation to the 
plate current is t = gmé€gx, or the out- 
put e, = —iR_z is 


Co = —gnitiE ( ie ost) (3-51) 
Ch 

Fig. 3-27. Amplifier with bypassed This is an interesting result, show- 
Seen pee neRtOns ing that the tilt depends only upon 
gm and C;, and is independent of R; and Rr, provided that the tilt is small 
so that the above approximations are valid. 

If we wish to reproduce a 50-cps square wave with a tilt of less than 
10 per cent, then 


JmT" 


< 0.1 or Cy > 109nmT 
Ch 


and if gm = 5 millimhos and T = 0.01 sec is the time for a half cycle, then 
C, > 10(5 X 10-%)10-? farad = 500 yf 


For a 1 per cent droop, C;, would have to be at least 5,000 ‘uf. Such large 
values of capacitance are impractical and it must be concluded that if 
accurate reproduction of the flat top of a square wave of low frequency is 
desired the cathode bias resistor must be unbypassed. The flatness will 
then be obtained at the sacrifice of gain because the output magnitude 
will be constant at the value g,R1/(1 + gmk). If the loss in gain 
cannot be tolerated, external bias must be used. On the other hand, if 
a cathode bias resistor is used, the stage may be cathode-compensated with 
a small capacitor (see Sec. 3-11) so that we make up in rise time what is 
lost in gain. 

The above discussion gives only the low-frequency response. The 
output of course has a finite rise time which depends upon the total 
capacitance C shunting the load Ry. 
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3-15. Effect of Screen Bypass on Low-frequency Response. The 
screen grid circuit consists of a voltage-dropping resistor R, and a capaci- 
tor C, from screen to ground, as in Fig. 3-28a. If a positive step voltage 
is applied to the grid, the plate current increases and hence so does the 
screen current. Att = 0, the screen voltage E, is at its quiescent voltage. 
As time passes, the capacitor must discharge to a steady-state voltage 
equal to the plate-supply voltage minus the new value of screen current 


(0) 
Fig. 3-28. (a) Use of screen-dropping resistor and bypass capacitor to supply screen 
voltage. (b) Use of cathode follower to supply screen voltage. 


times f,. Hence, there is a droop in screen voltage with time and a 
corresponding tilt in output plate voltage. The wave shape is similar 
to that encountered with an inadequately bypassed cathode resistor. 

The method of calculating the size of the screen capacitor to keep the 
tilt below a certain value is best illustrated by a numerical case. Con- 
sider a 6AG7 with a quiescent current of 20 ma and EK, = 150 volts. 
Because of a step input to the grid, the plate current increases to 30 ma. 
What is the minimum value of C;, if the tilt is to be less than 10 percent 
for a 50-cps square wave? 
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The screen current for a 6AG7 is approximately one-fourth the plate 
current. Hence, the screen quiescent current is 5 ma and the screen 
current under signal conditions is 7.5 ma. The difference, or 2.5 ma, 
must come from the screen capacitor, and this current will discharge 
the capacitor. If we assume that the plate current is approximately 
proportional to the screen voltage, then we can allow only 10 per cent 
drop in #,, or 15 volts. Thus 
_ (AI,)T 
=i + 


where T' is the time for half a cycle = 0.01 sec. Thus 


(AI,)T 2.5 X 10-3 = 
AE, ge ON AU 2= 1.7 pf 
This is a reasonable value and hence screen grids are usually bypassed. 

When it is desired to decrease even the small tilt which might be 
introduced by the screen circuit and when an appropriate low impedance 
screen power supply is not available, the arrangement of Fig. 3-28) is 
often used. Here the cathode follower T, acts as a simple voltage regu- 
lator and supplies screen voltage at an impedance level of the order of 
a few hundred ohms. If the screen current changes by 2.5 ma as in the 
above illustration and if the cathode follower impedance is, say, 400 ohms, 
then the change in screen voltage is 2.5 X 10-? X 400 = 1 volt only. 
The screen voltage is approximately equal to the voltage of the junction 
point of the resistor Ri and Re. 

3-16. Flat-top Response of Cascaded Stages.’ If, upon application 
of a d-c step, a single resistance-capacitance coupling circuit produces a 
tilt of P; per cent and if a second circuit produces a tilt of P2 per cent, the 
effect of cascading these circuits is to produce a tilt of P; + Pe per cent. 
This result applies only if the individual tilts and combined tilt are small 
enough so that in each case the voltage falls approximately linearly with 
time. 

For a d-c step input of amplitude EZ, the output of the first circuit 
is He’ = E(1 — t/r1), in which 7; is the time constant. If this signal 
is applied to the second circuit of time constant rz = R2C>2, then, neglect- 
ing the possible gain of the tube, the result may be computed from the 
equation 


AR, (3-52) 


C= 


) BB = ft — t 
Rei -{- C; iE ( ) 
Differentiating this equation with respect to ¢, remembering thate, = Ret, 
yields 
déo , @ «: 


‘dt T. T1 
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The solution for the output voltage e, subject toe, = HE att = Ois 
@¢=-E2+8 (1 + 7) coun 
71 T1 
~ i ( ss ees £) (3-53) 


Since t/7, is the tilt due to the first network and ¢/7: is the tilt due to the 
second network, Eq. (8-53) verifies the rule stated above: the resultant 
tilt caused by two RC circuits in cascade is the sum of the tilts due to each 
network. Since the output again has a linear tilt, we may extend the 
result to an arbitrary number of stages, provided only that the net tilt 
remains small enough to be represented by a linear fall. 

It was noted earlier that, within a single amplifier stage, tilt may be 
introduced by the coupling circuit, the screen circuit, and the cathode 
circuit. Since each of these produces its tilt by a mechanism which is 
independent of the others, the net tilt produced by an individual stage 
may be computed again by simply adding the individual tilts. And the 
over-all tilt of an amplifier consisting of a number of stages is the sum 
of the tilts of each stage. 

For an amplifier consisting of n identical stages in which the low- 
frequency response is limited only by the finite time constant of the d-c 


blocking capacitor C, and grid-leak resistor R,, the normalized response 
is given by 


Co 1 qy=4 
BA = Gilani OC) ae) 


in which £ is the input step amplitude, A is the nominal over-all amplifier 
gain, and « = t/R,C.. 

For small values of x, we may write «~? = 1 — «in Eq. (8-54), which 
then reduces to 


gia i-m=l-ga (3-55) 
This equation again verifies the fact that the tilt of n identical stages is 
n times the tilt of a single stage. 

A pulse of width ¢, may be considered to be the result of the super- 
position of a positive step which occurs at ¢ = 0 and a negative step at 
ti = t,. Suppose that a pulse of width ¢, is applied to a cascade of a 
number of amplifiers with identical coupling-circuit time constants. The 
response at the end of the pulse (for ¢ S ¢,) may be obtained from Eq. 
(3-54) by forming the difference eg = e.(t) — e(t — tp). For very small 
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values of t, (more specifically if t, < R,C.), we may write approximately 


where Xp = t,/R,C.. 
Using Eq. (3-54), we have 
ee ee toe ee a n—1.,—2z ‘ hes 
U=aa" Geile 6! io-n6) 


The response at the end of the pulse is shown in Fig. 3-29 where the 
quantity y/x, has been plotted as a function of x for the cases n = 1, 3, 
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ie 3-29. Response of identical cascaded RC coupled stages to an input pulse for 
bbe: 

and 5. Theoretically there should be n — 1 crossings of the zero axis, 
but because the attenuation is so great not all of these are clearly visible 
in Fig. 3-29. The pulse itself is not indicated in Fig. 3-29, since it would 
be very tall and narrow if drawn to scale. For example, if the tilt of a 
single stage is 10 per cent, then x, = ¢,/R,C, = 0.1. The quantity y, 
during the time of the pulse, is nominally 1; hence y/z, = 10. Thus 
on the scale of Fig. 3-29 the pulse has an amplitude of 10 units and a 
width from x = —0.1 to x = 0, independently of the value of n. The 
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practical importance of these results is that the response to the pulse 
persists for a very long time relative to the pulse duration itself. 

3-17. The Totem-pole Amplifier.‘ A description of amplifier stages 
suitable for driving terminated lengths of coaxial cables is given in Sec. 
3-12. We noted there that the effective load into which the vacuum 
tube must work is quite low. As a consequence, it will normally be 
necessary to operate the tube over a large current swing in order to 
develop a reasonable voltage across the cable. Under these circum- 
stances the linearity of operation of the amplifier stage must necessarily 
suffer. One method of reducing distortion is to replace the single tube 
in the amplifier by two tubes operating in push-pull. It will be recalled 


Coaxial cable 
Cc Ro=752 


i}! 2 a 


aad —s 
Fie. 3-30. A totem-pole driver for a terminated coaxial cable. 


that in push-pull operation the even-harmonic distortion currents pro- 
duced by the two tubes are in opposite directions. An exact cancellation 
of these even-harmonic components requires that the two tubes have 
identical characteristics and be driven with signals which are identical 
except for opposite polarity. 

In push-pull operation, the output signal will be available as a sym- 
metrical signal which appears between two terminals, neither one of which 
is grounded. These terminals might be the two plates of the amplifier 
tubes. ‘The coaxial cable clearly requires a single-ended signal, that is, a 
signal which appears between terminals, one of which is ground. It is 
possible to change a symmetrical signal to a single-ended signal through 
the use of a transformer but the ability of a transformer to transmit a 
signal without frequency distortion is quite limited. 

An amplifier that approximates push-pull operation and provides a 
single-ended signal without a transformer is shown in Fig. 3-30. The 
amplifier is indicated driving a 75-ohm coaxial cable terminated at both 
ends. The circuit enjoys a wide popularity in color television systems 
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where linearity of operation is extremely important. It has acquired the 
name totem-pole amplifier. Qualitatively, the operation of the circuit is as 
follows. In the absence of an input signal e,, the current J through both 
tubes is the same and the load current is zero. Suppose now that the 
input signal makes a positive excursion. Then the current in the tube 71 
will increase by an amount AJ. A voltage drop —r AI will develop 
between the grid and cathode of tube 7, and hence the current in the 
upper tube will decrease by an amount (AJ)’. The difference current 
AI + (AI) will flow through the load. If ris selected correctly, we may 
make (AJ)’ = AJ, and under these circumstances the maximum advan- 
tage, with respect to freedom from distortion, will be obtained. It 
should be noted, however, that the signals applied to the tubes are not 
truly push-pull, because the voltage across r contains the harmonics 
generated in tube 7). 

A straightforward analysis of the totem-pole amplifier may be made by 
replacing the tubes in Fig. 3-30 by their linear equivalent representations 
of Sec. 1-1. The result is a two-mesh circuit which may be solved for the 
signal currents in the two tubes by applying Kirchhoff’s laws to each 
mesh. The cathode resistor 7 across which the bias for tube 7, is devel- 
oped appears as a parameter in this solution. It is then found that the 
signal currents through the two tubes can be made equal to one another if 
the resistor r is selected according to the relationship 


2 


, (3-57) 


r= = + 
Jm 
In a typical amplifier the tube selected might be the 6BX7 double triode. 
This tube may be operated at a quiescent current of the order of 50 ma 
and has gm = 7.6 millimhos, » = 10, and r, = 1,300 ohms. [For 
Rr, = 37.5 ohms, we compute r = 132 + 7.5 = 140 ohms. 
If we proceed as indicated above, we find that, if r is selected as in Eq. 
(8-57), the gain of the stage with the load connected is then given by 


2 R 
Feo penta OE Rasy ess ater 
e+ ik, 1,72 ee 
If Ri <r, and p > 1, then 
A & —29,,Rr, (3-59) 


For the 6BX7 tube we have |A| = 0.54. 
It is, of course, possible that the value of r required by Eq. (8-57) is 
not appropriate to provide the correct bias for the tube section T2. In 
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this case provision must be made for a separate adjustment of bias as, for 
example, in the circuit of Fig. 3-31. Another form of the totem-pole 
amplifier is given in Prob. 3-32. 

3-18. Cathode Interface Resistance.!! In 
many vacuum tubes there develops with use a 
cathode interface layer between the base metal of 
the cathode and the active emitting surface of 
the cathode, as shown in Fig. 3-32. The inter- 
face compound is a semiconductor compound 
formed as a result of the chemical interaction 
between the oxide-emitting material and the 
base metal or with some reducing constituent of 
the base metal. The resistance of the interface 
layer may lie in the range from several ohms to 
several hundred ohms and may therefore have 
an appreciable influence on tube operation. 
Additionally the emitting surface and the 
cathode base metal serve as the electrodes of a 


Ecc 


; : : Fig. 3-31. A form of the 
capacitor, the cathode interface layer acting as _totem-pole amplifier which 


a leaky dielectric between these electrodes. permits adjustment of the 


bias of JT. independently 


The over-all effect of the interface layer is to ¢¢ the value of r. 


introduce into the cathode a parallel resistance- 
capacitance combination whose time constant, it is found experimentally, 
normally lies in the approximate range 0.2 to 2.0 usec. 

In video amplifiers the effect of cathode interface resistance may well 
be serious. For a signal whose period is very large in comparison 
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Fia. 3-32. Cross section of cathode, showing interface layer. 


~<— Base 
metal 


to the interface time constant, the principal effect is a loss in gain since 
the effective transconductance of the tube will be reduced from g, to 
Qm/(1 + gmP:i), R; being the interface resistance. An abrupt discon- 
tinuity applied to the tube grid will appear at the output similarly reduced 
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in amplitude but accompanied by an overshoot at the leading edge of the 
pulse. 

Interface resistance is present to some extent in all tubes with oxide- 
coated cathodes but is usually particularly pronounced in tubes whose 
cathode base material contains a large amount of silicon. Interface 
resistance is inversely proportional to cathode area and is therefore more 
serious in tubes with small cathode areas. Since, also, the effect of 
interface resistance is to reduce the effective transconductance by the 
factor 1+ gmR:, high gm tubes are particularly sensitive to interface 
effects. Interface resistance increases with the total number of hours 
that the cathode has been heated and the end of the useful life of a tube 
may be the result of interface resistance rather than loss in cathode 
emission. 

We shall have occasion to return to this matter of interface resistance 
in connection with the binary circuit (Sec. 5-12). At that point we shall 
see the motivation which has suggested the term sleeping sickness to 
characterize the effects of interface resistance. 

A second disease which is often characteristic of video amplifier tubes 
has the popular designation slump. The term is applied to a tube which 
behaves as though there were present in the cathode a parallel resistance- 
capacitance combination with a time constant in the range of several 
seconds. The response of such a tube to an input negative step is an 
output positive step which gradually slumps to a lower voltage level. 
The origin of slump is not well understood. The effect is often 
a source of difficulty in the design of d-c amplifiers for cathode-ray 
oscilloscopes. 
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CHAPTER 4 


NONLINEAR WAVE SHAPING 


In Chaps. 2 and 3 we considered the response, to nonsinusoidal input 
waveforms, of circuits containing linear elements. Many interesting 


é 

¢ (c) 

Fig. 4-1. Diode volt-ampere 
characteristics. (a) Ideal, 
(b) thermionic, and (c) crys- 
tal. 


range 100 to 1,000 ohms. 
500 ohms. 


and useful wave-shaping operations can be 
performed if nonlinear elements are added to 
the circuits. In the present chapter we shall 
first discuss briefly the nonlinear character- — 
istics of thermionic diodes, crystal diodes, and 
triodes (with some emphasis on the positive 
grid region). Some of the most important 
wave-shaping circuits using these elements 
will then be considered. 

4-1. Diode Characteristics.1_ Anidealdiode 
is defined as a two-terminal circuit element 
having the volt-ampere characteristic shown 
in Fig. 4-la. When the diode conducts, the 
ratio of the applied voltage to the current e/7, 
called the forward resistance R;, is zero. For 
negative voltages, the ratio e/2, called the back 
resistance Ry, is infinite. The ideal diode has 
characteristics which are independent of the 
temperature. Additionally, in an ideal diode, 
the capacitance shunting the diode is assumed 
negligible. Thermionic-diode and _ crystal- 
diode volt-ampere characteristics are sketched, 
respectively, in Fig. 4-1b and c. These real 
diodes differ from the ideal diode in the follow- 
ing respects: 

1. The forward resistance is not zero. For 
thermionic diodes, f; lies in the approximate 

For crystal diodes, Ry lies in the range 1 to 


For a thermionic diode, e is the plate voltage e and 7 is the plate 
current 7. The forward resistance Ry; = ¢/%, is called the static plate 
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resistance. Sometimes it is more convenient to use the dynamic plate 
resistance 7p, which is defined by de:,/dis. 

2. The forward resistance is not constant but depends upon the voltage 
across the diode. 

3. The back resistance is not infinite. For tubes, 2, may attain hun- 
dreds or even thousands of megohms. For germanium crystals, values 
of i, of the order 100 K to 1 Meg are more usual, provided the operating 
temperature remains below about 75°C. For higher temperatures, the 
value of J2, drops rapidly and crystals can not be used (see Sec. 18-4). It 
should also be noted that for some types of crystal diodes the peak inverse 
voltage is much smaller than that of most vacuum tubes. 

4, The break in the characteristic (the division between the low and 
high resistance regions) is not sharp and may not occur at zero voltage. 
For a thermionic diode, the current is not zero at zero applied voltage 
because of the finite velocity of emission of electrons from the cathode. 
When the distribution of velocities is taken into account, the result, for 
small currents, is that the plate current is related to the plate voltage 
by? 

dy = [ee/Er (4-1) 
in which J is the current at e¢, = 0 and Er = T/11,600, T being the 
absolute temperature of the cathode. The dynamic plate resistance is 
given by 


i = die = cs eo/Er 
lp > dey = ir 
or te ar e—/Er (4-2) 


Since there is no longer an abrupt change in diode resistance, let us 
arbitrarily define the uncertainty in the break as that region of voltage 
Ae, over which r, changes by some large factor, say 1,000. Thus, 
66%/Er — 10%, A reasonable value of 7 for an oxide-coated cathode is 
T = 1,000°K and corresponding to this value we have, since In 10 = 2.30, 


1,000 
11,600 


Thus, the uncertainty in voltage over which the break in a thermionic 
diode occurs is of the order of +0.3 volt. The location of the break is 
uncertain but lies between —0.25 and —0.75 volt for most diodes. 

The uncertainty of the break of a crystal diode is also found to be 
of the order of magnitude of +0.1 to +0.3 volt. 

5. The volt-ampere characteristic is a function of temperature. For 
a thermionic diode there is a perceptible shift in the characteristic with 
filament temperature. Experiment reveals the shift to be about 0.1 volt 
for a 10 per cent change in heater voltage. ‘The higher the filament voltage, 


Aeyp = X 2.30 X 3 = 0.6 volt 
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the more the curve shifts to the left, because the increase in the initial 
velocities of the electrons with increase in temperature results in higher 
currents at a given voltage. The shift with tube replacement or tube 
aging is found in practice to be of the order of +0.25 volt. 

The volt-ampere characteristic of a crystal diode is a function of the 
operating temperature. 

6. The shunt capacitance across a thermionic diode is of the order 
of magnitude of 5 uyf, while the capacitance of a point-contact crystal 
rectifier is about 1 yuyf. To these values must be added the wiring 
capacitances introduced when the diodes are inserted in a circuit. 

7. If a square wave is impressed upon either a point contact or a 
p-n junction germanium diode, it is found that the resistance does not 
change instantaneously from its forward value to its back value, or 
vice versa.? A delay, called the recovery time, is required for this change 
to take place. This recovery time varies with the diode and with the 
circuit in which it is used. The delay ranges from millimicroseconds 
to tens of microseconds. The forward recovery time is usually not of 
great importance, because the forward resistance reaches a low value 
almost instantly even though the time to reach the final forward resistance 
might be relatively long. The back recovery time is usually more 
important because the back resistance builds up gradually, approaching 
its final value exponentially with time. 

4-2. Triode Characteristics. Typical triodes used in pulse applica- 
tions, as well as in other types of circuits, are the 12AU7 or its equivalent 
the 5963 or the 5814, the 12AT7, the 12AX7, and the 5965. These are 
miniature tubes and each contains two triode sections in one envelope. 
The 6SN7 is a nonminiaturized type similar to the 12AU7 and was the 
most commonly used tube in the pulse type equipment used in World 
War II. The 5963 and 5965 were designed for use in high-speed digital 
computers. The volt-ampere characteristics of the above tubes are given 
in the Appendix or in this section. The curves for the 5965 are given in 
Figs. 4-2 and 4-3. In these latter characteristics, curves for positive 
grid voltages have been included because, as we shall see, the grid of a 
tube is often driven positive in pulse circuits. If the region near small 
plate voltages is ignored, then the positive grid curves are very similar 
in shape and spacing to those for negative grid values. Hence if the 
grid signal is supplied from a source of low impedance, so that the loading 
effect on the source due to the flow of grid current may be ignored, the 
tube will continue to operate linearly even if the grid signal makes an 
excursion into the positive grid region. This linearity will continue so 
long as the grid current is a small fraction of the total cathode current. 

In pulse applications, large voltage swings are often encountered and 
the small signal equivalent circuit of Sec. 1-1 is meaningless because the 
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Fic, 4-2. Negative-grid plate characteristics of 5965 tube. 
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Fra. 4-3. Positive-grid plate characteristics of 5865 tube. The dashed lines are loci of constant grid current. 
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tube parameters yu, rp, and gm are not constant. The variation of these 
parameters with plate current is given in I'ig. 4-4. 
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Plate current, 2 
Fia. 4-4, Average tube parameters of 5965 tube. 


The grid volt-ampere characteristics of the 5965 tube are given in 
Fig. 4-5. Ata given plate voltage the grid circuit behaves as adiode. In 
analogy with the definition of the dynamic plate resistance, the dynamic 
grid resistance r, is given by de,/di,, 
where e, and 7, are the instanta- 
neous values of grid voltage and cur- 
rent, respectively. The séatic grid 
resistance r,. is defined as the ratio 
é-/i-. From Fig. 4-5 it appears 
that the difference in values be- 
tween the static and dynamic resist- 
ances is not great, except possibly 
for small grid voltages. Further- 
more, the value of the grid resist- 
ance r, is not a sensitive function of 
plate voltage. From Fig. 4-5 we 3 
find that for the 5965 tube, 250 Grid vote, volts 
ohms is a reasonable value for Ie. . nadie oe pe ae grid char- 
For other tubes, the grid resistance 
may be much more variable than indicated above. For example, for a 
12AU7 the static r, has values ranging from about 500 to 1,500 ohms, 
depending upon the values of grid and plate voltages (see the grid current 
curves of Fig. A-8). 


Grid current, ma 
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The grid current at zero grid-to-cathode voltage, and even for slightly 
negative grid voltages, is often large enough to have an appreciable 
effect on the operation of a circuit. We estimate from Fig. 4-3 that the 
grid current is 400 va at e, = 0, 10 wa for e, = —0.5 volt, and 0.25 ya at 
€é- = —1 volt. Consider then that a grid-leak resistor is connected 
from grid to cathode of the 5965. If this grid-leak resistor is, say, 
R, = 1/0.25 Meg = 4 Meg, then a negative bias of 1 volt will be developed. 
At a plate voltage of 100 volts, the plate current corresponding to the 
1-volt bias is seen from Fig. 4-2 to be 7 ma. If we were to neglect the 
effect of the grid current and assume that e, = 0, we would expect a 
current of 15 ma, or more than twice the value actually obtained. Even 
if the grid leak were reduced to 50 K, the bias due to grid current would 
be —0.5 volt, since (5 & 104)(10 K 10-§) = 0.5, and the plate current 

Exp would be about 11 ma, which is still appreciably 
less than the zero grid-bias value of 15 ma. 

If, as indicated in Fig. 4-6, the grid leak is tied 
to the £,, supply voltage instead of to the cathode, 
then the grid-to-cathode voltage will approach 
nominal zero for values of R, which are large 
compared with r,. For example, if R, = 1 Meg 
and Ey» = 300 volts, then the grid current will be 
approximately 300 wa. From Fig. 4-3, we find 
that the grid voltage corresponding to this grid 
current is about —0.1 volt. (If we assume that 
the value of r, = 250 ohms is valid at low grid 
voltages, then the calculated value of e, is 
0.3 X 0.25 = +0.075 volt.) In many pulse cir- 

== cuits it is common to use this connection of the 
ie 06 eee grid leak to a high positive voltage. Under such 
the grid leak R, con- circumstances where the grid is held at the cathode 
nected to the A» sup- voltage because of the flow of grid current, we 
ply. shall refer to the grid as being clamped to the 
cathode. Alternatively, the tube is said to be in clamp. 

If the grid voltage is made a few volts negative, it is found that the 
direction of the grid current reverses.’ This negative current is due 
to the positive ions which are attracted to the grid. Since the positive- 
ion current comes from the residual gas in the ‘‘ vacuum” tube, it is very 
variable from tube to tube, and is usually a small fraction of a micro- 
ampere. Negative grid current can also result from thermionic or photo- 
electric emission from the grid. 

The characteristics given in Figs. 4-2 to 4-5 are average values as 
supplied by the manufacturer, and the curves for a specific tube may 
differ appreciably from these published values. The Joint Army-Navy 
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Specification, JAN-1A, for Electron Tubes gives the limits of variability 
which may be expected in a given tube type. 

The volt-ampere characteristics vary with filament temperature and 
with aging of the tube. As for a diode, so for a multielement tube, the 
temperature effect is found experimentally to be equivalent to a 0.1-volt 
shift in cathode voltage (relative to the other electrodes) for each 10 per 
cent change in filament voltage. 

4-3. Clipping or Limiting Circuits. Clipping circuits are used when it 
is desired to select for transmission that part of an arbitrary waveform 
which lies above or below some particular reference voltage level. Clip- 
ping circuits are also referred to as voltage selectors or amplitude selectors. 
Some of the more commonly employed clipping circuits are now to be 
described. 


Fia. 4-7. Diode clippers (Er may be either positive or negative). 


Diode Clippers. Circuits employing diodes are shown in Fig. 4-7a to d. 
Assume initially that the diodes are perfect, with zero forward resistance. 
In Fig. 4-7a and d the output follows the input when e; < Er, and e = Ep 
when e¢; > Hr. These circuits are called peak clippers. In Fig. 4-7b 
and ¢, @ = e; when e; > Ep, and e, = Er whene,; < Er. These circuits 
are called base clippers. The circuits in Fig. 4-7 are, of course, essentially 
the same and differ only in the polarity with which the diode is inserted 
and in whether the voltage is taken across the diode or the resistor. 

Because of the characteristics of real diodes described in Sec. 4-1, the 
discontinuities in slope in the waveforms of Fig. 4-7 are found, on close 
examination, not to be sharp, and this lack of sharpness is particularly 
apparent if the amplitude of the input waveform is comparable with the 
range over which the plate characteristic has a marked curvature (about 
0.6 volt). For any particular tube, the output voltage can be found 
from the intersection with the plate characteristic® of the load line corre- 
sponding to the input e; and the resistor R. 
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If the input voltage is large enough so that the lack of sharpness 
of the break in the characteristic can be ignored, but if the forward resist- 
ance R,; is not negligible compared with the resistance R, then there will 
again be a departure from the ideal waveforms of Fig. 4-7. Assuming 
that R; is a constant, the output can be calculated from Kirchhoff’s 
voltage law. 

We have assumed that the diodes do not conduct in the reverse direc- 
tion. This is true for thermionic diodes; but if crystals are used, the 
finite value of back resistance must be taken into consideration. For 
good limiting, the resistance R must be chosen very large compared with 
Ry; and very small compared with R,. These two requirements may 
sometimes be incompatible. Hence, a figure of merit F of a crystal for 
such applications is F = R,/R,;. The larger the value of F, the better 
will be the crystal in a clipper circuit. 

In the clipper circuits in which the diode appears as a shunt element, 
the input and output are separated by a large impedance during the time 
when the signal is transmitted. In the series circuits the connection is 
direct. For this reason the series circuits are sometimes preferred to 
the shunt circuits. The series circuits, on the other hand, have the dis- 
advantage that at high frequencies or for abrupt waveforms the capaci- 
tance across the diode may provide a coupling path when the diode is 
cut off. Another inconvenience of the series circuit arises when the 
heater power for the diode is furnished by a grounded filament trans- 
former. In this case the heater-cathode insulation must withstand the 
full signal voltage, which may attain values of several hundred volts. 
On the other hand, in the series circuits the impedance of the reference 
voltage Ep need not be kept low, since FR is usually large, and Hr may 
in this case be derived from a tap on a bleeder. 

When a diode clipper is used with fast waveforms, the capacitances 
associated with the circuit may not be neglected. 


Exampie. The clipper of Fig. 4-8a is to be used with the input waveform indicated. 
This input may represent a pulse or half a cycle of asquare wave. The capacitance Ci 
is the total effective capacitance shunting the diode (for which 5 yyf is a reasonable 
value), while C2 is the total capacitance shunting the output load resistor R (> Ry). 
The value C2. = 20 pyf is nominally the input capacitance of an oscilloscope probe 
which we might be using. Find the output waveform. 

Solution. If the diode were perfect and the capacitances were neglected, the output 
waveform would be as shown in Fig. 4-8b. 

Assume that a steady-state condition has been reached in which the input is 
—5 volts and the output is zero volts. Now let the input rise abruptly by 10 volts. 
If the source impedance is negligible, an impulsive current results and the initial 
output voltage rise is determined entirely by the capacitors. Since C2 = 4C,, only 
one-fifth of the input rise will appear across C2; hence the output will jump abruptly 
by 2 volts. The voltage across the diode is now 3 volts and in the direction to make 
the diode conduct. The output e, will rise to its final value of 5 volts with a time 
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constant 71 = (C1 + C2)Ry, where I, is the forward resistance of the diode. Simi- 
larly, when the input voltage drops by 10 volts, the output voltage will drop abruptly 
by 2 volts. The cathode of the diode is now at +3 volts and the plate is at —5 volts. 
The diode will not conduct, and the decay of the output signal to zero will take place 
with a time constant rz = (C; + C2)R. The resultant waveform is shown in Fig. 
4-8c. Typically Ry & 200 ohms, so that 7, = 0.005 usec, which may well be small 
enough to be negligible. On the other hand, 72 = 25 usec, and if, say, tp & 50 usec, 
the slow decay on the trailing edge of the signal will be very apparent. 


C,= Saat 


(a) oe 
+5v 
—_ 
Ov--- 
(b) 


: gat @) R; 
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Ov-—- ™%=(Ci+C2)R 


(c) 
Fia. 4-8. Example. 


Triode Clippers. A triode will limit a signal when the grid is driven 
beyond cutoff. The nominally infinite input impedance of a triode cir- 
cuit as in Fig. 4-9a and the fact that the tube will also provide gain are 
often advantages of this circuit over that of the diode limiter. A typical 
dynamic transfer characteristic for a triode, the input voltage, and the 
load resistor current are shown in Fig. 4-9b. The sharpness of the break 
of the transfer characteristic in a triode is a function of the plate voltage. 
(High y triodes give a sharper break than low » triodes.) The break is 
less sharp as the plate voltage increases, and, except for very low plate 
voltages, is less sharp than in a diode. The break in a diode is appreci- 
ably more stable with respect to tube replacements than is the case with 
triodes. 

If a resistor & is placed in series with the grid in Fig. 4-9a and if R 
is large compared with the grid resistance r., then limiting will occur 
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whenever the applied voltage is such as to cause the flow of grid current. 
As discussed in Sec. 4-2, the break occurs within a few tenths of a volt 
of zero. Under these conditions we have said that the grid is clamped 
to the cathode and the corresponding plate current (J in Fig. 4-9) is the 
clamped current. Again it must be emphasized that the break is not 
due to any discontinuity in the transfer characteristic of the tube. It is 


Response in 
absence of 
grid resistor 


Response in presence 
of grid resistor 


Fig; 4-9. A triode limiter. 


due rather to the fact that, when the grid starts to draw current, the volt- 
age at the grid is no longer the signal e;. The sharpness of the break is 
comparable to that in a diode. 

The circuit may be considered as being a combination of diode clipper 
together with a triode amplifier. If the series grid resistor is large 
enough (= 1 Meg), the sharpness of clipping at the occurrence of grid 
current may well be better than the sharpness obtained at cutoff. Fur- 
ther advantages of grid-current limiting over cutoff limiting are the 
following. Assume that the cathode temperature of the triode has 
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increased. If the grid-to-cathode voltage remained the same, the plate 
current would increase. However, if the grid is drawing current, this 
current will simultaneously increase and, because of the resistance PF, 
the grid-to-cathode voltage decreases. As a consequence the plate cur- 
rent remains more nearly constant. The resultant stability of the break 
associated with grid current permits this break to be used in precision 
circuits. Furthermore, when the tube is conducting, the output imped- 
ance is the parallel combination of r, and R,z, while in the case of cutoff 
clipping the output impedance is Rr. The effect of capacitive loading 
on fast waveforms is therefore less for grid-current limiting than for 
cutoff limiting. On the other hand, the input capacitance is greater 
when the tube conducts and amplifies than when it is cut off and the gain 
is zero. Hence, the capacitive input impedance of a grid-current limiter 
will produce more distortion in a fast signal than will a cutoff limiter. 

There is a third type of limiting possible with a triode. Consider the 
circuit of Fig. 4-9a, but without the series grid resistor which is necessary 
for grid-current limiting. The largest possible plate current is Ey,/ Rt. 
If we apply to the grid, from a low impedance source, a signal large 
enough to make the plate current nearly equal to £,,/Rz, limiting will 
take place. For example, if the tube is a type 5965 with Hy, = 300 and 
Ry, = 30K, the current will be about 10 ma and the break will be at +2 
volts at the grid instead of zero (see Fig. 4-3). Such clipping is some- 
times referred to as plate-current saturation, but it is not to be confused 
with any effect associated with maximum cathode emission. This type 
of limiting is also referred to as bottoming, since it results when the plate 
voltage has gone as low as it can and yet leave some tube voltage to 
supply the tube current. This type of limiting is not particularly stable, 
but it is still useful where precision is not required. 

A cathode follower may also be used as limiter. The circuit has a low 
output impedance for the selected waveform. ‘The input impedance is 
very high and essentially capacitive as long as grid current is not drawn. 
If the input swing is large enough to drive the grid-to-cathode voltage 
to zero or to a positive value, then the input impedance is essentially 
resistive and equal to r./(1 — A), where A is the gain of the cathode 
follower. Jor example, for r, = 1 K and A = 0.95, the input resistance 
is 20 K. 

Pentode Clippers. Pentodes may be used as grid-current, cutoff, or 
saturation limiters. If a high value of plate load resistance is used so 
that the load line intersects the plate characteristics at the knee of the 
curves, then the bottoming takes place while the grid voltage is still 
negative. For example, for a 6AU6 tube with Z,, = 300, Rr = 100 K, 
and a screen voltage of 150 volts, the plate characteristics in Fig. A-1 
show that the limiting takes place at —2 volts on the grid. 
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As a cutoff limiter, a pentode with a fixed screen voltage may provide 
a sharper break than a triode. In a triode when the grid voltage changes 
from a value just below cutoff to a value just above cutoff, the plate 
voltage drops because of the plate resistor. The change in plate current 
is therefore smaller than in the case of a pentode with fixed screen voltage. 

Clipping at Two Levels. The range of grid voltage for a triode or 
pentode between cutoff and zero grid voltage is referred to as the grid 
base. If the grid base is adjusted (by suitable choice of Ey, or screen 


Ey E,>E; 


Fia. 4-10. A circuit for clipping at two levels. 


Co Be 14 


poe 


Fia. 4-11. Transfer characteristic of a double-ended limiter. 


voltage) to be smaller than the peak-to-peak value of the input signal, 
then it is possible to clip both the positive and the negative extremes 
of the waveform. At the positive extremity, the clipping may be due 
either to grid clamping or plate bottoming. An ‘amplifier operating under 
these conditions is said to be overdriven. 

The diode clippers of Fig. 4-7 may be combined in pairs to perform the 
operation of double-ended limiting. A parallel, a series, or a series- 
parallel arrangement may be used. The parallel circuit is indicated in 
Fig. 4-10. Its transfer characteristic is given in Fig. 4-11, and is described 
by the following equations: 


If ae < Ei, ea = BE, 
If e; > Es, @ = Ey (4-3) 
If Ei <e, < Ea, Co = Cj 
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This circuit has been referred to as a slicer, because the output contains 
a slice of the input between the two reference levels, as is indicated in 
Fig. 4-11. 

This circuit has been used as a means of converting a sine wave into 
a square wave. In this application EZ; is negative and is made numer- 
ically equal to H.. The transfer characteristic passes through the origin 
under this condition and the wave is clipped symmetrically top and 
bottom. If the peak of the sine wave is large compared with the reference 
levels then the output will be squared. More precise squaring circuits 
are described in Sec. 15-12. 

A cathode-coupled clipper is indicated in Fig. 4-12. A sufficiently 
large positive excursion of e; will cut off T2, while a sufficiently large 


Fra. 4-12. A cathode-coupled double-ended clipper. 


negative excursion of e; will cut off 7,. Between the two clipping levels 
the circuit is a linear amplifier without inversion. The circuit has the 
advantage of high input impedance. £,.1 and H,.2 may be either positive 
or negative. If R, is large, the input swing can be large without drawing 
grid current. By properly choosing E,.; and E..2 the input may be 
clipped symmetrically with respect to ground. Because of these features 
the circuit of Fig. 4-12 is an excellent double-ended clipper. 

4-4. Compensation for Cathode-temperature Changes in Selectors.’ 
It is possible to compensate for the shift of the volt-ampere character- 
istics of a diode caused by changes in heater voltage. As mentioned in 
Sec. 4-1, this effect is equivalent to a 0.1-volt lateral displacement in the 
characteristic for a 10 per cent change in heater voltage. Thus, the result 
can be simulated by adding a battery Ey in series with the cathode, 
the magnitude of Hy increasing with temperature, as in Fig. 4-13. It is 
seen that the selected voltage (the level at which limiting occurs) depends 
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upon heater potential. Thus, assuming that Ry; << R, where R; is the 
diode forward resistance, we have 


@o = Er if é; < Hr — Ex and @e=¢ + Hnife; > Hr — Ey (4-4) 


Compensation may be obtained by adding a second diode as indicated 

in Fig. 4-14. In order that the two fictitious batteries have the same 

magnitude Ey, it is important that 

(| ) En both diodes be in the same enve- 

. + lope or that they have a common 

R heater supply. The circuit of H’ 

- and fR’ is chosen so that T's is 

= | si - always conducting. Ife; < Er, 7; 

= does not conduct and e, = Hr. If 

Fra. 4-13. The eee aN e; > Ep, T, conducts and e, = e;. 

Code is ropresnted by » Hetitious bat- Note that these results are inde 

pendent of the heater temperature, 

In practice, it is found that the compensation is not perfect but can 
reduce the temperature dependence by a factor of 5 or 10. 

The necessity for a separate ungrounded power supply E’ can be 

avoided by using the circuit of Fig. 4-15a. If T, is in the conducting 


Fig. 4-14. 72 compensates for the temperature drift in 7). 


state, then e, = Ep + Ey. The diode 7; will be in the nonconducting 
state if e; + Hy <e. Hence, 


& = Er + Ex if Qe; < Er (4-5) 


Similarly, when 7 conducts, e. = e; + Hy and TJ’, will become noncon- 
ducting ife. > Er-+ Ey. Hence, 


@=e+En ife>E, (4-6) 


The two tubes switch simultaneously from conducting to nonconducting 
states when the input voltage reaches the reference voltage independently 
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of the heater temperature. An alternative arrangement in which the 
diode 7. conducts continuously is shown in Fig. 4-150. 

It should be noted that the output voltage does depend upon the 
temperature (because e, contains Hy). Often, however, the principal 
emphasis is on the constancy of the level at which selection takes place 


Ep 


Tp 


(b) 


Fie. 4-15. T2 compensates for the temperature drift in 7). 


(see Chap. 15 on Voltage Comparators) and this level was demonstrated 
above to be independent of Hy. 

4-5. Clamping Circuits. Whenever a circuit point becomes connected 
through a low (& zero) impedance to a reference voltage Hr, we say that 
the point has been clamped to Ep, since the voltage at the point will not 
be able to depart appreciably from Hr. The diode limiting circuit of 
Fig. 4-7a is an example of such a clamping circuit since the output voltage 
is clamped to Ez whenever the input voltage exceeds Hx. Since, in this 
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case, the clamping prevents only an increase of the output voltage and 
not a decrease, the circuit is referred to as a one-way clamp. 

Clamping is also used where it is required that a recurrent positive or 
negative extremity of a waveform be established at some fixed d-c level. 
A circuit which achieves this desired function without materially altering 
the waveform is sometimes referred to more specifically as a d-c restorer. 
Such d-c restoration or clamping is often required after a signal has 
passed through a capacitive coupling and has consequently lost its d-c 
component. 


(c) 


Fia. 4-16. The square wave in (a) is impressed on the restorer circuit in (b) or (c). 


Consider that the waveform in Fig. 4-16a is applied to the input of 
the circuit of Fig. 4-16b. If the diode were not present, the d-c level 
of the output would be zero independently of the d-c level of the input. 
The output e, would make excursions to voltages both positive and nega- 
tive with respect to ground. In the presence of the diode, however, 
every time the voltage e, would otherwise become positive, the output 
terminal is clamped to ground. 

Current will flow in the diode, leaving the capacitor C with a charge 
as indicated by the polarity marking. If the resistor R were absent, the 
capacitor would charge, after a few cycles, to whatever voltage is required 
so that the maximum positive excursion of the signal leaves the diode 
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just short of conducting. The output waveform would then appear 
as in Fig. 4-17, i.e., the maximum positive excursion has been fixed at 
zero volts. If now, however, the amplitude of the input signal should 
decrease in amplitude, and the maximum positive excursion is still to 
remain nominally zero, then the 
resistor 2 must be included to per- 
mit the capacitor to discharge. (For 
a crystal diode, the finite back resist- 
ance I, of the crystal may serve as 
the resistor #.) In this case, how- 
ever, the positive excursion must ex- Fic. 4-17. For an ideal diode in Fig. 
tend slightly into the positive region 416. ae output has its positive ex- 
so that the diode may conduct and brenitey step dee round: 
supply the charge which will leak off the capacitor during the interval 7%. 
The precision of operation of a d-c restorer depends, among other 
things, on the abruptness of the discontinuity of the volt-ampere char- 
acteristic of the diode. If the resistor R is very large, the quiescent 
current may be very small and the rate of change of slope of the volt- 
ampere characteristic of the diode (see Fig. 4-1b) may be smaller than 
would result if the quiescent current were larger. The quiescent current 
may be increased by returning the resistor R to some positive voltage 


Fig. 4-18. The equivalent circuits of Fig. 4-16b. The diode is nonconducting in (a) 
and conducting in (0). 


Ey as in Fig. 4-16c. The level to which the peaks of the signal are 
restored will then be closer to zero voltage. 

The equivalent circuit when the diode is nonconducting is given in 
Fig. 4-18a; that when the diode conducts, in Fig. 4-18b. We have assumed 
R,>> Rk and R>R;. If these inequalities are not valid, then we must 
replace the resistor in Fig. 4-18a by R& and R, in parallel and the resistor 
in Fig. 4-18) by & and &; in parallel. 

For the square-wave input of Fig. 4-16a, the resultant output waveform 
will appear as in Fig. 4-19. The equations from which to determine 
the four quantities Hi, EZ}, He,'and EH indicated in this figure are 
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EL=Ey-™/20 | 6B BR, = BE 
EL = E.R 860, BL = E 


Note that these are identical with Eqs. (2-4) except that the first equation 
above contains I2;, whereas the first equation in Eq. (2-4) has R. This is 
an important physical difference because the charging time constant 
R,;C is very much shorter than the 
discharge time constant RC. 

We shall now demonstrate that: 
the area A; under the output volt- 
age curve in the forward direction 
(when the diode conducts) is re- 
lated to the area A, in the back 
direction (when the diode does not 
conduct) by the relationship 


(4-7) 


2) 


fi (4-8) 
Fig. 4-19. The output from the circuit 
of Fig. 4-16 for a diode of finite forward 


crea If e;(¢) is the output waveform in 


the forward direction, then the 
capacitor charging current 71; = e;/R; (see Fig. 4-18b). Therefore the 
voltage acquired by the capacitor in the forward direction is 


1 T1 ; 1 T1 2: As 
af GOS oR, ‘4 ated 61 
Similarly if e() is the output voltage in the back direction, then the 


current which discharges the capacitor is 7% = ¢,/R and the voltage lost 
by the capacitor when the diode is nonconducting is 


1 tT. 1 T2 _ Ap 
af aat= oe |. edt = ap 


Under steady-state conditions the net voltage change per cycle across 
the capacitor is zero. Hence, 


Ay _— Ay 
CR; CR 
and Eq. (4-8) is justified. This proof did not assume that the input was 
asquare wave. We can summarize the above most important conclusion 
as follows: For any input waveform the ratio of the area under the output- 
voltage curve in the forward direction to that in the reverse direction must 
equal the ratio R;/R. 
Let us return to the square-wave input of Fig. 4-16a. If RyC >> Ti, and 
RC > T., then the tilts indicated in Fig. 4-19 are negligible and the 
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output will be a square wave. The zero level of the output square wave 
is determined by the above theorem. 


Exampue. a. The parameters in Fig. 4-16 are as follows: # = 10 volts, T; = 1 
msec, 7’, = 1 usec, Ry = 500 ohms, and R = 500 K. Assume that C is large enough 
so that the output is a square wave. 
Find the zero level of the output. 

b. If the waveform is inverted so that 
T, = 1 usec and 7, = 1 msec, find the 
zero level of the output. 

c. If the diode is inverted, but the in- 
put is as in part b, find the zero level of 
the output. 

Solution.a. In Fig. 4-20a, Ay = 1,0002; 
and A, = 10 — F, volts X psec. From 
Eq. (4-8), we have 


A, 10—-f£: R 500X103 


and we find that #, = 10-5 volt. This 
example illustrates that clamping to the 
baseline of a narrow negative pulse is ex- 
cellent since only one-millionth of the (b) 
amplitude of the input pulse is above the 
zero level. 

b. In Fig. 4-20b, Ay = EH, and 


A» = (1,000)(10 — £1) volt X usec 
From Eq. (4-8), we have E, ‘A; 
E lus 1000 us 
1 


a aie rene eee —3 
100000 — Hy) ~'° (c) 
Fia. 4-20. Example. 


or EF, = 5 volts. The zero level is half- 
way up on the pulse amplitude, and the 
circuit has acted as a very poorclamp. This example illustrates that it is extremely 
difficult to clamp to the top of a narrow positive pulse. 

c. Positive voltages are now in the back direction and negative voltages are now in 
the forward direction, because the diode has been inserted in the circuit with the 
polarity oppositive to that indicated in Fig. 4-16b. Comparing Figs. 4-20c and a, we 
see that one is the negative of the other and hence #; = 1075 volt as in part a. 

We note that the d-c level of the input did not enter into these calculations and 
hence has no effect on the output level. 


We can summarize the results of this example by saying that it is 
very difficult to achieve d-c restoration to the peak (either positive or 
negative) of a narrow pulse, but we can very effectively clamp to the 
broad baseline. Application of such d-c restorers to radar and television 
pulses are common. 

In the above example, a prohibitively large capacitor is needed to make 
the forward time constant R,C large compared with 1,000 usec. Because 
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R; is very small and PF is very large, it most frequently turns out that 
e: R,C<«T, and RC>T>.. Thus, 
typically a pulse-type waveform 
after restoration appears as in Fig. 
4-21. During the interval 7. there 
isasmall tilt, while at the beginning 
of the interval T; a sharp spike ap- 
pears. The capacitor recharges 
—----- through the diode in a very short 
I erecta les time, and during the remainder of 
Fig. 4-21. The output from the circuit the time 7, no appreciable diode 
of Fig. 4-160 if RyC « T; and RC > T>2. current flows. 
The discussion above has neglected the output impedance R, of the 
driving source. The restorer equivalent circuits including R, are shown 


(b) 
Fia, 4-22. The equivalent circuits of Fig. 4-16b taking the output impedance Ro of 
the source into account. The diode is nonconducting in (a) and conducting in (6). 


in Fig. 4-22a and b. Typically the output impedance of vacuum-tube 
circuits varies from several hundred ohms to several thousand ohms. 
The shunt resistor R is usually of the 
order of megohms. Thus when the diode 
does not conduct, R, is negligible in its 
influence on the output. However, when the 
diode conducts, as in Fig. 4-22b, there is an 
attenuation by a factor R;/(R; + Ro), 
which may be appreciable. The finite 
output impedance thus has the effect of 
causing distortion, because the forward por- 
tion of the waveform is attenuated while 
the back portion isnot. This is illustrated 
in Fig. 4-23 for aramp voltage. Theslope  Fyg, 4-23. (2) Asweep input toa 
of the output above the zero output level restorer and (6) the output tak- 
is R;/(R; + R.) times the slope below the eer a eae ean finite 
axis. It is assumed that R;C >> 7, and 

RC > T. so that the only distortion is that due to the attenuation 
described above. The relationship A;/A, = R;/R is valid independently 


e 


Zero level 
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of the value of R., as can be verified by retracing the steps in the deriva- 
tion of Eq. (4-8). 

If the diode in Fig. 4-16) is reversed, it is shown in the above example 
that the negative rather than the positive extremity of the signal will 
be established at zero. If the circuit is modified to include a fixed 
voltage Er, as in Fig. 4-24, the é 
positive extremity (or negative ex- + a 
tremity, if the diode is reversed) 
will be established at Hp. This 
should be clear from Fig. 4-24ce 4% eo 
which'gives the equivalent circuit in 
the forward direction. If R; = 0, 
then the output is clearly Hr. In 
the reverse direction (Fig. 4-245), 
the output is negative with respect 
to Er. If the time constant RC is 
large enough, no appreciable distor- 
tion is introduced but the d-c level 
has been shifted so that the top of 
the waveisat Er. If Ry; ¥ 0, then 
the clamping is not perfect. For 
example, if a square-wave input is 
applied to the circuit of Fig. 4-24, 
the output will be given by Fig. 4-19 
with the difference that the line : 
marked ‘‘zero level’’ is now at Eg i 
volts with respect to ground. Ep 

Clamping may be accomplished — = 
in the grid circuit of a multielement = 
tube (triode OEE entode) aS in Fig. Fia, 4-24. (a) A circuit which clamps to a 
4-25a. The operation is identical voltage Ep. (b) The equivalent circuit 
to that described above, the grid : ae ae - Earn age acer ea 
and cathode of the tube serving as “1° 7."": 
the elements of the diode. The PRE ar nee ee 
circuit has an interesting application. Suppose that it is intended to 
use the circuit as a conventional amplifier but that circumstances exist 
which make it inconvenient to use bias of any sort. The clamping action 
in the circuit will adjust the d-c level of the signal between grid and 
cathode to be negative except for a very small part of the cycle when the 
grid draws current. That is, the circuit has provided its own bias. 
During the small part of the cycle when grid current flows the signal may 
be somewhat distorted if the signal source impedance is high, but this 
distortion may be kept very small by making R, very large. 
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The circuit of Fig. 4-25) results if the resistor R, at the grid is returned 
to the other side of the capacitor instead of to ground. This circuit 
_ 1s the self-biasing arrangement commonly used in oscillator circuits. If 
the resistor R, is returned to the EL, supply voltage as indicated in Fig. 
4-25c, we have the clamping arrangement mentioned in Sec. 4-2 in 
connection with the discussion of grid- 
current characteristics. This circuit is 
very commonly used in pulse applications. 
The three circuits of Fig. 4-25 are essen- 
tially alike in behavior. In the forward 
direction the grid is clamped to ground 
(if R; = 0). Hence, under steady-state 
conditions, the capacitor acquires a volt- 
age equal to the positive maximum value 
of the input signal with respect to ground. 
This capacitor voltage acts as a self-bias. 
In the reverse direction the capacitor dis- 
charges only very slightly through R,, 
provided that the time constant R,C is 
large compared with the period of the in- 
put signal. 

4-6. Synchronized Clamping. The d-c 
restorers discussed above are examples of 
clamping circuits in which the time during 
which the clamping is effective is controlled 
by the signal itself. Useful features result 
when the time of clamping is not deter- 
mined directly by the signal but is deter- 
mined rather by an auxiliary voltage called 
a control signal which occurs synchronously 
with the signal. For example, suppose 
= the waveform of Fig. 4-26a is to be used 
Fic. 4-25. Three methods of ob- to displace the beam of a cathode-ray tube 
taming self-bias by clamping the Jinearly with time, first in one direction 
grid to ground. : F : 

and then in the other direction from 
some fixed initial point. If the signal is transmitted through an 
a-c coupling network whose low-frequency time constant is not very 
long in comparison with the interval 7), the signal will distort into the 
form shown in Fig. 4-26b. The principal defect in the waveform is that 
the two displacements will start from different places (A and B). In 
addition the d-c level Hz has been lost. If, however, the signal is passed 
through the circuit of Fig. 4-27 and if switch S is closed during time T'2 
and is open during time 7',, the waveform will appear as in Fig. 4-26c. 
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The pips which appear when the voltage returns to the level Er will be 
reduced to infinitesimally narrow spikes as the resistance of the switch 
(Ry) approaches zero. 

It is, of course, required that the switch S be open for all the time 
interval 7, but it is not necessary that the switch be closed for the entire 
interval 72. It is only required 
that the switch be closed for a 
period long enough to allow the 
capacitor C to acquire or lose 
enough charge to bring the output 
terminal to the reference level Ez. 

It is not possible to use synchro- 
nized clamping with a signal of 
arbitrary waveform. For example, 
if the waveform were sinusoidal, it 
would necessarily be distorted every 
time the switch S closed. Syn- 
chronous clamping may be used 
whenever the signal has intervals, 
which occur periodically, during 
which the input waveform is quies- 
cent. Where synchronized clamp- 


Fria. 4-26. Illustrating the necessity for Fic. 4-27. Switch S closes in synchronism 
synchronized clamping for a signal which with the signal during those intervals 
may vary in both directions from some when it is desired that the output be 
reference level. clamped to Ep. . 


ing is feasible, it may be used to provide d-c restoration even when the 
positive and negative excursions of the signal fluctuate from cycle to 
cycle. 

The switch S in Fig. 4-27 can be simulated with the double triode 
arrangement® given in Fig. 4-28. The grids are tied through a large 
resistance 2’ to the £,, supply voltage. Assume that no control signal 
is applied to these grids. Tube 7. prevents the output from going 
positive with respect to Er, while tube 7; prevents the output from going 
negative with respect to Hr. The output is restrained from departing 
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in either direction from the reference voltage Er. Hence this circuit is 
referred to as a two-way clamp. 

If now a negative gate is applied to the grids so as to release the clamp- 
ing action, e, = e; and the input is transmitted to the output. The con- 
trol signal in Fig. 4-28 must be exactly synchronous with the signal in 


c’,, Control 
bo signal 


Fig. 4-28. A synchronized clamp using triodes. 


Fig. 4-26. In practice, this synchronization offers no difficulty because 
the sweep voltage of Fig. 4-26 is generated from the control square wave 
itself (see Chaps. 7 and 8). 

There are two chief difficulties encountered with the circuit of Fig. 
4-28. The first is that during the interval T, the control signal will 
cause grid current to flow through tube 7 and into the output. The 


Cz 
| 
ej 


Fia. 4-29. A d:ode bridge used as a synchronous clamp. 


second difficulty is that the control voltage is coupled to the output 
through the interelectrode capacitances of the tubes. Hence, the output 
will contain pips or spikes at the beginning and end of the control interval. 

The above difficulties are avoided in the circuit of Fig. 4-29 which 
uses diodes in a balanced bridge arrangement. Two control signals e; 
and e2 which have the symmetrical form indicated in Fig. 4-30 are required 
for proper operation of the circuit. These waveforms can be obtained 
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from any of the phase-inverter circuits in Chap. 1. The d-c level of the 
signals e, and e2 may be arbitrary. During the interval 7’, the diodes 
are nonconducting and the output is free to follow the input so that 
€ =e; During the interval 7. the diodes conduct, and because of the 
symmetry of the circuit, point A is at the same potential as point B. 
The output is clamped to Ez through an effective resistance equal to the 
sum of a diode resistance and the control- 
source signal impedance R, (assuming that 
R’ > R,). 

More details on the above circuit are 
given in Sec. 14-13. Other gating circuits 
which can be used as synchronous clamps 
are given in Chap. 14. 

4-7. Tubes Used as Switches. Ampli- 
fier tubes (triodes and pentodes) are often 
used in applications where they act essen- 
tially as switches. In these applications 
the tube is periodically driven either to 
cutoff (switch open) or to clamp (switch t 
closed). Such tube circuits are often Fic. 430. The control signal 
called “‘overdriven amplifiers.” Diodes W2Veforms required for the 

. clamp in Fig. 4-29. 
are also often used as switches to change 
the impedance between two points from a low to high value, and vice 
versa. These switching circuits not only are of interest in themselves 
but also serve as further examples of wave shaping with nonlinear 
elements. The principles established above in connection with clipping 
and clamping circuits are useful in analyzing these circuits. 

Tube Switch with Resistive Load. In Fig. 4-31a is shown a triode with 
a resistive plate load. To the grid of this tube is applied the square 
wave of arbitrary d-c level, as shown in Fig. 4-31b. The square wave is 
to be used to turn the tube on and off periodically. With respect to the 
waveform at the grid the situation here is identical to that discussed in 
connection with Fig. 4-21. The grid waveform is shown in Fig. 4-81c. 
Note that the overshoot in the grid waveform is reflected in the under- 
shoot of the plate waveform shown in Fig. 4-31d. 

In any particular case the numerical values of the levels attained by the 
waveforms are easily calculated. Suppose that the square-wave ampli- 
tude is H. At the beginning of the interval 72 the voltage e,, will be 
at — # but will start to rise exponentially toward Hy, with a time constant 
7=(R,+ #.)C. Since the output impedance R, of the source is usually 
small compared with the grid leak R,, thenr & R,C. At the end of the 
interval T. the voltage attains the level —E’. If it were not for grid 
clamping, the overshoot would be HE — EH’. However, because of the 
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Expy 


(d) 


0 


t 
Fig. 4-31. (a) Overdriven amplifier circuit; (b) input waveform; (c) grid waveform; (d) 
plate or output waveform. 


drop through RF, due to the grid current, the overshoot 6 will be smaller 
and is equal to 
Te 


ro + Re 


in which r, is the grid-to-cathode resistance. The undershoot in the plate 
waveform is determined by the intersection of the load line for Rz with 
the volt-ampere characteristic curve for the tube corresponding to the 
grid voltage 6 at the overshoot. This load line will of course have to 


yay 6 Daas Dp 


(4-9) 
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be drawn on a set of tube characteristics in which curves are given for 
positive grid voltages. 

If the overshoot should be objectionable in a particular application, it 
could be made smaller if r, could be reduced. Since r, is usually not 


(a) 


= (c) 
Fig. 4-32. (a) A peaking circuit. (b) The equivalent circuit when the tube is cut off. 
(c) The equivalent circuit when the tube is in clamp. 


adjustable, the overshoot may be reduced by making the time constant 
R,C > T2, since under these conditions EH’ = EL. 

Tube Switch with Inductive Load (Peaking). The circuit of Fig. 4-32 
shows a peaking coil L shunted by a damping resistor FR in the plate 
circuit of a tube, the grid of which is initially clamped to the cathode. 
In the quiescent state the plate current J) corresponding to e, = 0 and 
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é, = Ey, flows through the inductor. During the time interval 7, a 
negative step of magnitude £ cuts the tube off. The equivalent circuit 
in this interval is indicated in Fig. 4-32b, and the instantaneous current 7 
must decrease exponentially with the time constant L/R. Since the 
initial current is Io, the output voltage is 


ee = Ey -- To Re ®VE (4-10) 


This voltage is indicated as the positive spike in Fig. 4-33. The peak 
of the pulse attains a value Ey + Jo which may become very large if 
R is large. In practice, the peak may be limited by stray capacitance, 
but even so peak values several times larger than the supply voltage 
may be attained. 

During the interval 7; the grid is clamped to the cathode and the tube 
behaves like a resistor r,, the plate resistance corresponding to e, = 0. 
The equivalent circuit is indicated in Fig. 4-32c. Since r, is not truly 
constant, the current zz in the 
damping resistor at the instant 
! = T+ 1s best found by a graphi- 
cal construction rather than from 
the equivalent circuit. Since the 
current through the inductor can- 
not change instantaneously, it acts 
as an open circuit at ¢ = 7T,+. 
Hence a load line is drawn on the 
ae 4-33. The plate voltage of Fig. 4-32. plate characteristics corresponding 

6 apverven Tp Biatis att), to R and EH, and the intersection of 
this line and the plate curve for e, = 0 gives the current Jj at ¢ = Ti+. 
This current then decreases exponentially to zero with a time constant 
given by L/R’; where R’ is the parallel combination of R and r,. If ¢’ is 
measured from the instant ¢ = 7, then the output is given by 


6 = By — (he Ft (4-11) 


This voltage is indicated as the negative spike in Fig. 4-33. Since Jo 
corresponds to a zero-resistance load line whereas Jj corresponds to a 
resistance FR, then the negative peak is always less than the positive peak. 
The voltage at the peak of the negative spike is the voltage corresponding 
to the intersection of the load line for the resistor R and the tube char- 
acteristic for e, = 0. This voltage will always be positive with respect 
to ground. The negative pulses decay slower than do the positive pulses 
because RP’ is always less than R. This output should be compared with 
the voltage obtained from this peaking circuit (see Fig. 2-22) when it is 
operating linearly (i.e., with an input square wave of small amplitude). 
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Fia. 4-34. (2) The damper diode allows the output only to go positive with respect to 


Ev. 


(b) The diode allows the output only to go negative with respect to Eu. 


The above discussion has neglected the capacitance shunting the out- 


put terminals. 


If this capacitance is taken into account, we can have 


responses similar to those discussed in Sec. 2-7. For example, if the 


circuit is underdamped, each pulse 
in Fig. 4-383 will be converted into 
a train of oscillations. Because the 
damping is greater when the tube 
conducts than when it is noncon- 
ducting, it is possible to have oscil- 
lations near ¢ = O instead of the 
positive peak and at the same time 
a single negative pip near t = 7. 

In the above discussion we as- 
sumed that the clamping action at 
the grid was perfect. If the finite 
value of 7, is taken into account and 
the grid time constant is not large 
enough, there will be a slight over- 
shoot in grid voltage above the 
valuee, = Oat? = T,+ and Jj will 
correspond to this positive grid 
voltage. 

Damper Diodes. If, in the peak- 
ing circuit just discussed, it is de- 
sired to have only positive output 
pulses, we can connect a diode 
across the coil as indicated in Fig. 
4-34a. If the output voltage tries 


(a) = 


Ey, R, 
+ 
Ce 


(6) = 


R, 
Exp 
+ 
'p C €0 
(c) 


Fig. 4-35. (a) An amplifier. (b) The 
equivalent circuit when the tube is cut 
off. (c) The equivalent circuit when the 
tube is in clamp. 


to fall below I», the diode conducts and the small forward resistance of 
the diode quickly damps out this portion of the waveform. If, in Fig. 
4-33, there were oscillations in the vicinity of t = 0, the diode of Fig. 
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4-34a would allow only the first positive peak to appear in the output 
because of the heavy damping which it imposes on the ringing circuit. 
This action accounts for the name damper diode. 

If the damper diode is inserted across the peaking coil with the polarity 
indicated in Fig. 4-34b, then the output will contain a single negative 
peak in the vicinity of f = T;. In this case the diode conducts whenever 
the output voltage tries to rise above Ey. 

Tube Switch with Resistor-Capacitor Load. Consider the amplifier 
circuit of Fig. 4-35. The total capacitance from plate to ground is 
designated by C. The tube is in clamp, and the quiescent plate current 
I, is found from the intersection of the load line (corresponding to Ey, 
and R1z) and the plate characteristic fore, = 0. Att = 0+ the tube is 
cut off by the negative input step of magnitude E which is larger than the 
grid base of the tube. The equivalent circuit is indicated in Fig. 4-35), 
and the output will rise exponentially with a time constant RzC to the 
plate-supply voltage Hy. During the interval T, the tube is in clamp 
and the equivalent circuit is given in Fig. 4-35c, where 7, represents the 
plate resistance for zero grid voltage. The time constant of the circuit 
is now R’C, where RF’ is the parallel combination of Ry, and r,. Since R’ 
must be smaller than R,z, the output falls faster than it rises, as indicated 
by the solid curve in Fig. 4-36. For a pentode this difference in time 
constants may be negligible because 7, 1s usually very much greater than 
R1z, but for a triode there will be an appreciable difference in rise and fall 
times. 

If the finite value of r, is taken into account and the grid time constant 
is not large enough, there will be an overshoot in grid voltage att = T,+ 
and the output voltage may fall 
below E,, — Io#z and then increase 
toward this value, as indicated by 
the dashed curve in Fig. 4-36. 

In drawing the waveform of Fig. 
4-36, we have implicitly assumed 
that the plate time constants were 
small compared with the period of 
the square wave. If instead of this 
Fia. 4-36. The output waveform for the condition we assume that RC is 
circuit of Fig. 4-35. The dashed curve mych greater than 13, then the 
takes imperfect clamping into account. : ‘ : 

exponential rise can be approxi- 
mated by a linear increase. The circuit behaves as an integrator and the 
output is a ramp voltage. This sweep circuit is discussed in detail in 
Chap. 7. ; 

Plate-catching Diode. The effective rise time of the output of Fig. 4-35 
can be shortened by clipping off the top of the wave. The diode which 
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is used for this purpose (7, in Fig. 4-37) is called a plate-catching diode 
because it catches the plate at the voltage H. which is lower than the 
voltage Ey» to which the plate would return if the diode were not present. 
For example, if the output swing is reduced 20 per cent by the clipping 
action, the rise time is approximately one-half its original value. 


Ev, 


Fig. 4-37. Plate-catching diodes added to Tic. 4-38. The output from the circuit 

the circuit of Fig. 4-35. EH; and KE» are of Fig. 4-37 is indicated as a solid line. 

d-c bias voltages, with H, > EF. If plate-catching diodes had not been 
used, the dashed curve would represent 
the output. 


A second diode 7’, is added at the plate in Fig. 4-37 with its polarity 
reversed from that of 7; and with its plate at the voltage H;. This 


second plate-catching diode will not allow the output voltage to drop 
below the clipping level Z;. The output voltage is now sensibly square 


Fig. 4-39. An overdriven two-stage RC coupled amplifier. 


as indicated in Fig. 4-38. This arrangement is similar to the double- 
ended clipper of Fig. 4-10. 

4-8. An Overdriven Two-stage RC Coupled Amplifier. The circuit of 
this cascaded amplifier is shown in Fig. 4-89. We shall assume that all 
shunt capacitances are negligible, since we have already considered their 
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effect in connection with Fig. 4-35. Furthermore, we shall assume that 
the clamping at G, is perfect, since we have already taken into account 
the finite value of r.1 in Fig. 4-86. We shall also assume that at? = 0— 
the voltage at G; is ¢., = —ZH, where £ is larger than the grid base | E.o1| 
of T;. Hence att = O— the voltage at P; is e&1 = Ey; at Ge the voltage 
iS €2 = 0; at Pe: the voltage is 
Cho = Ew = To2k 1, where Toe is the 
clamped plate current in tube 7’>. 
These voltages are indicated in Fig. 
4-40. 

At ¢ = 0+, eé1 returns to zero 
and tube T,isinclamp. The plate 
P, drops in potential. This causes 
G2 to fall and cut off 7s. The 
equivalent circuit for computing é,2 
at this instant is indicated in Fig. 
4-41. If the current in Ryo is 
neglected in comparison with that 
in Ry, then the current in Fz, will 
be the clamped current Jo;. The 
voltage at P; drops by JoiP11, and 


Fic. 4-40. The waveforms for the circuit Fic. 4-41. Equivalent circuit of Fig. 4-39 
of Fig. 4-39. when 7’ is in clamp and 7’ is cut off. 
since the voltage across C2 cannot change instantaneously, the voltage at 
G2 must drop by this same amount, as indicated in Fig. 4-40. Since Tis 
now cut off, es: = Ey. 

From Fig. 4-41 we see that for Ry: >> R11 the time constant r2 with 
which the voltage at G, changes is approximately given by rz = RoC. 


Att = 0+, ¢2 = —JoiR1,and if permitted to do so e-2 would approach Ey 
asymptotically. Hence, the grid voltage is given by 
eee = Ey — (Buy + Lurie” (4-12) 


Att = Ti—, @2 = E!,. Weshall assume that 71 <72so that £{,is below 
the cutoff voltage Foz of tube Te. 

At t = T,+, e.1 drops to —E and cuts off tube T:. The voltage at 
P, tries to rise and in so doing causes G; to be driven positively. The 
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equivalent circuit for the calculation of e-2 under these conditions is indi- 
cated in Fig. 4-42. The grid current is made up of two components: 
1-2 Which flows through the load resistor ?z; and is of the order of magni- 
tude of milliamperes and 7’ which flows through the grid resistor R,2 and 
is of the order of magnitude of micro- 
amperes. We shall neglect 2’ com- 
pared with 7.2 and then the calcu- 
lation of 7.2. is very simple. From 
Kirchhoff’s voltage law, we have 


—Tiyy + teoltti + Ea | 
+ 12Nc2 => 0 (4-13) 


. . Fig, 4-42. Equivalent circuit of Fig. 
where E, is the capacitor voltage. 4-39 when 7, is cut off. 


The voltage Hy, at t= T,— is Ey 
— In Rri — E},. Since the voltage across a capacitor cannot change 
instantaneously, then, at é = 7,4, 


Ey, = Esp _ Toikr1 _ Ei, (4-14) 
Substituting this value of 4 into Eq. (4-18), we obtain at t = 714, 


. Rr + Tc2 


The voltage at P; att = T;+ is @. = Ey — I2Rr. The voltage at G2 
at £ = T1+ 1s J,2r-2 and is of the order of a few volts positive. If the 
plate current of tube 7. corresponding to this grid voltage is I%., then 
62 = Ey = Iy.R re ati = Ti+. 

For ¢ > 171, €:1 rises exponentially toward Ey» with a time constant 
CiRg. If CiR, >> T2, then at ¢ = T; + To, e:1 = —H, which we have 
assumed to be below the cutoff voltage of tube 7). From Fig. 4-42 we 
see that the time constant 71 for the grid current of 7’, is given approx- 
imately by 


— I .2 (4-15) 


1 = (Rr a Peo) C2 


Hence, é1, @c2, and 2 all vary exponentially with the time constant 71 
toward the steady-state values indicated in Fig. 4-40. The waveforms 
are drawn on the assumption that 7’. > 71. 

Incidentally, since the voltage across C2, cannot change instantaneously, 
then the jump in voltage at Gz must equal the jump in voltage at P, at 
t= Ti, or 

Teote2 — Bey = ToiRii — Tek (4-16) 
This equation is equivalent to Eq. (4-15). 

Since at ¢ = (7; + T2)— the voltages in Fig. 4-40 are the same as the 
corresponding values at t = 0—, then this figure depicts one steady-state 
cycle of waveforms. Hence, the above analysis completes the solution. 


138 PULSE AND DIGITAL CIRCUITS 


4-9. Cathode Follower with Capacitive Load. <A cathode follower with 
a capacitive load is shown in Fig. 4-43a. We may easily verify from the 
12AT7 tube characteristics in Fig. A-5 that, neglecting the effect of the 
capacitor, the allowable input grid swing from cutoff to the point of grid- 
current flow is approximately from —107 to +92 volts. When the 
input signal is a fast waveform, the 
effect of the capacitance is to re- 
duce the allowable input swing to 
the grid base, as will now be shown. 

Suppose that the tube is biased 
initially at zero grid-to-cathode 
voltage (e; = 92 volts) and that a 

ra negative step is applied which is 

| larger in amplitude than the grid 
— base. Because of the presence of 
the capacitor C the cathode can not 
(a) ' instantaneously follow this abrupt 
drop in grid voltage, and as a result 
the tube will be driven to cutoff. 
The capacitor C must now start an 
exponential discharge toward — 100 
volts with a time constant R.C. If, 
typically, R, = 20 K and C = 100 
pyf, the time constant of the fall 
LN will bers = 20 X 10% X 100 X 10-6 
psec = 2yusec. If the negative step 
is larger than 107 -+ 92 = 199 volts, 
the tube will remain cut off as the 
cathode falls. If the applied nega- 
tive step is smaller than 199 volts, the tube will enter its grid base before 
the cathode voltage attains its asymptotic limit of —100 volts, and the 
last part of the decay will occur with a time constant A.C, KR. being the 
output impedance of the cathode follower. 

Similarly, suppose that the tube is initially biased at cutoff (e; = — 107 
volts) and that a positive step is applied at the grid which is larger 
than the grid base. Then, again, the cathode will not be able to 
respond instantaneously to the grid signal, and the grid will be driven 
positive with respect to the cathode. The capacitor C' will now charge 
from an impedance that is the parallel combination of FR, and r,, where 
r, 18 the grid-to-cathode resistance. If the input-signal amplitude is less 
than 199 volts, the last part of the rise of cathode voltage will occur 
with a time constant R,C. The rise of cathode voltage will be more 


+200Vv 


ae —100v 


Fia. 4-48. (a) Cathode follower with 
capacitive load; (6b) output waveform. 
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rapid than the fall, but the usefulness of the cathode follower for a fast 
positive-going signal is limited because of the flow of grid current. 


The waveform of Fig. 4-48) shows the response of the cathode follower 


to a square-wave signal e; which makes positive excursions above 92 
volts and negative excursions below —107 volts and whose period is 
comparable to the time constant R,C. 


ort a 
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CHAPTER 5 


THE BISTABLE MULTIVIBRATOR 


A bistable multivibrator or binary* is a two-tube regenerative circuit 
which can exist indefinitely in either of two stable states and can be 
caused to make an abrupt transition from one state to the other. The 
binary finds extensive application in pulse circuitry. It is used not only 
for the generation of square waves 
from pulses but also for the per- 
formance of certain digital opera- 
tions, such as counting. 

5-1. The Stable States of a Bi- 
nary.1 The circuit diagram of a 
binary is shown in Fig. 5-1. Note 
that each tube is an amplifier, the 
plate of which is d-c coupled to the 
grid of the other tube. The plate 
load resistor Rz is usually of the order 
of magnitude of the plate-circuit re- 
sistor to be found in a conventional 
amplifier, i.e., several times the plate 
resistance of the tube. Since the fraction of the plate signal which is 
coupled across to the grid depends only on the ratio of the resistors Ry 
and f», these resistors are usually made large enough to avoid loading 
the amplifier output excessively. In a typical case, for a type 5965 
vacuum tube, Fz, will lie in the range 10 to 50 K, while 2; and Re are 
of the same order of magnitude and lie in the range 100 to 500 K. 

Because of the symmetry of the circuit we might expect that the 
quiescent current in each of the tubes will be the same. Such would 
indeed be the case if both tubes were cut off or both were in clamp. 


* The bistable multivibrator is also known as the Eccles-Jordan circuit (after the 
inventors) and as the ‘“‘flip-flop” circuit. The authors suggest that, if colloquial 
expressions are to be used, the designation “‘flip-flip”’ is more appropriate for the 
bistable multivibrator and that the term ‘“‘flip-flop” be reserved for the monostable 
multivibrator (Chap. 6). In this text we shall, however, refer to the circuit as a 
‘‘binary’”’ since this latter term is short and suggests the essential character of the 
circuit. The word “binary” will be used as a noun and will be understood to mean 
“‘two-vacuum-tube bistable circuit.” 


Fig. 5-1. A binary circuit. 
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These cases are, however, of no interest to us. The important case is 
the one in which both tubes would be operating normally (with the grid 
voltage within the grid base) if the currents were identical. In such a 
circumstance, it is possible to find tube currents J; = I, which are con- 
sistent with the tube characteristics and with Kirchhoff’s laws and hence 
such a state of the binary is an equilibrium state. This state, how- 
ever, is one of unstable equilibrium, as may be seen from the following 
considerations. 

Suppose that there should be the most minute fluctuation in the cur- 
rent J, If J, increases, the voltage at the plate P, will decrease, the 
voltage change at P, will be amplified and inverted in polarity by tube 
T2, and the grid of 7, will become more positive. As a consequence the 
current J, increases still further and the cycle of events repeats itself. 
The current J, continues to increase, while the current J. continues to 
decrease, the circuit moving progressively further away from its initial 
condition. This action takes place because of the regenerative feedback 
incorporated in the circuit, and will occur only if the loop gain of the 
circuit is larger than unity. The speed with which the regenerative 
action takes place is limited by the shunt capacitances. These capaci- 
tances are neglected for the present since we are interested now only in 
the stable states. 

From the above discussion it is clear that a stable state of a binary is 
one in which the currents and voltages satisfy Kirchhoff’s laws and are 
consistent with the tube characteristics and in which, in addition, the 
condition is satisfied that the loop gain is less than unity. The condition 
with respect to the loop gain will certainly be satisfied if either of the two 
tubes is below cutoff or if either of the two tubes is tightly clamped as 
would be the case if the grid draws current which must flow through a 
resistance which is large in comparison with the grid-cathode resistance 
re. In principle, in order that the binary be in a stable state, it would be 
sufficient ezther that one of the tubes be below cutoff or that one of the 
tubes beinclamp. Actually, for certain practical reasons to be discussed 
shortly, the arrangement almost invariably employed is one in which one 
of the tubes is in clamp and the other is below cutoff. 

The procedure for calculating the circuit currents and voltages in a 
stable state is particularly simple if we take advantage of the fact that 
R, and Rez are large in comparison with FR, and large also in comparison 
with the grid-to-cathode resistance r... In such a case the tube which is 
in clamp will be tightly clamped and we shall not make a serious error if 
we consider that the grid-to-cathode voltage is zero. Furthermore, in 
such a case the tube currents may be considered to be identical to the 
currents through the load resistors Rz. <A typical calculation is given 
in the following illustrative example. 
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EXAMPLE. Compute the stable-state currents and voltages for the binary circuit 
of Fig. 5-2. The triodes are the two sections of a type 5965 vacuum tube (Fig. A-11). 

Solution. Assume that tube 7, is cut off and tube 7. is in clamp with a grid-to- 
cathode voltage equal to zero. The plate voltage of 7, is calculated from the equiv- 
alent circuit of Fig. 5-3a. We find that E,, = 250 X 220/(220 + 47) = 206 volts. 


Eyy= 250v 


5965 
tube 


—E,.=—-150v 
Fira. 5-2. A typical binary circuit. 
+250 v 


2 
At ground 
( a) potential 


—150v 


Fia. 5-3. Equivalent circuits for computing the stable states of the binary circuit with 
the parameters given in Fig. 5-2. 


To find the plate voltage at 7’, we neglect the loading of Ri and R, and draw a load 
line corresponding to 47 K on the plate characteristics of the tube. The plate current 
and voltage for E.. = 0 are found to be Eyz. = 33 volts and J, = 4.6 ma. 

We must now check to see whether or not 7; is indeed cut off and 7, is in clamp. 
The grid voltage of 7; is calculated from the equivalent circuit of Fig. 5-3b. The 
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voltage E.1 is calculated by superposition to be 


270 220 


920 +270 * ‘— 159) 559 4 a79 = ~49 volts 


Be — 33 


Since, at a plate-to-cathode voltage of 206 volts, cutoff occurs at —8 volts, 7, is 
well below cutoff. If the grid of 7’. were not drawing grid current, then, from the 
equivalent circuit drawn in Tig. 5-3c, the voltage E.2 would be 


220 + 47 


250 + 370 + 47 ~ 00 volts 


Eu» = 250 210 yt (-150) 


220 + 270 + 


This 50 volts is applied to the grid of 7’; from a source whose Thévenin equivalent 
impedance is essentially equal to the parallel combination of R; and R,. This 
equivalent impedance is 122 K. If we calculate the grid voltage by considering that 
the grid-to-cathode resistance is 7, = 250 ohms (see Sec. 4-2), we have 


0.250 
Eie2 = 50 22° = 0.10 volt 


This same result can be obtained by multiplying the short-circuit current by the 
impedance from G, to ground. Thus 


Eu. = (25% gq — 15% 79) (0.250) = 0.10 volt 


Hence T. is indeed in clamp and we have made only a very small error in assuming 
that the grid-to-cathode voltage is zero. Similarly if the loading of R; and Rz is 
taken into account the value of E,2 is found to be 32 volts instead of 33 volts. These 
errors may well be smaller than the error involved in applying the average tube char- 
acteristics to a particular tube. To summarize, in the stable state we have approxi- 
mately 

I, =0 Ex: = 206 volts E.. = —49 volts 

I, = 4.6 ma Exo = 33 volts E.2. = 0 volt 


Tube 7’; in being at cutoff keeps tube 7, in clamp, while 72 in being in clamp keeps 7; 
at cutoff. 


The binary has two stable states. In one state 7; is cut off and T2 is 
in clamp. In the second state 7.2 is cut off and 7; is in clamp. The 
principal importance of the binary results from the fact that it is possible, 
by a varicty of means, to transfer the binary from one stable state to the 
other. Suppose, for example, that initially 7, is conducting (on), while 
T, is not conducting (off). If tube 7; were removed from its tube socket, 
T'. would go on and the voltage at the tube socket grid pin of 71 would go 
negative. If the tube 7) is now replaced in its socket, it would remain 
cut off. A permanent transition between states will have been accom- 
plished. Or suppose that the grid of the off tube were momentarily 
shorted to ground. This off tube would go on and in so doing would turn 
off the tube that was initially on. This condition would again persist 
permanently even after the short circuit is removed. These means of 
transferring conduction are, however, only of academic interest. More 
practically useful methods will be considered later. 
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The useful plate signal, called the output or plate swing, from the binary 
is usually the voltage change at one or the other plate corresponding 
to a transition from one stable state to the other. This signal is custom- 
arily large and for large Ry may be comparable to the plate-supply 
voltage. The plate swing EH, in the illustrative example above is nom- 
inally 206 — 33 = 178 volts. 

It was pointed out above that a stable state is possible even if one 
of the tubes is permitted to operate as a normal amplifier, with its grid 
neither clamped nor below cutoff. An initial disadvantage of such an 
arrangement is that the plate swing is reduced. A more important 
difficulty has to do with the reliability of operation of the binary. Sup- 
pose that in Fig. 5-2 the negative supply voltage is set at —260 volts. 
Then one tube will be cut off, while the on tube, say Te, will have a grid 
voltage 

270 
Bea = 250 a7 990 ¢ a7 + (— 260) 
125.7 — 129.38 = —3.6 volts 


This resultant grid voltage is the small difference between two large 
numbers. The grid voltage and consequently the tube current will 
change by a large percentage if either of the coupling resistors changes 
even slightly. For example, if the resistors R. should change by only 
about 1 per cent from 270 to 267 K, the grid voltage will become —5.0 
volts instead of —3.6 volts. The corresponding plate swing would then 
change by 36 volts. A larger change in the coupling resistors might then 
easily cause the supposedly on tube to be below cutoff. In such a case 
there would be only one stable state for the binary and the circuit would 
be useless. 

In practice, we should like to be able to assemble these binary circuits 
using components which are held to a tolerance no better than, say, 
10 per cent. And we should like to feel confident that the binary will 
continue to operate as the tubes age or are changed and despite reason- 
able variations in supply voltages. For these reasons the binary is 
usually adjusted so that in a stable state one tube is well in clamp while 
the other is well below cutoff.? 

5-2. The Self-biased Binary. The need for a negative supply as in 
Fig. 5-2 may be eliminated by using a common cathode resistor R; to 
provide self-bias as in Fig. 5-4. The procedure for calculating the stable 
states is in principle the same as is employed for the fixed-bias binary. 


220 + 47 
270 + 220 + 47 


I] 


Examp.e. Find the currents and voltages corresponding to the stable states for 
the self-biased binary of Fig. 5-4. 

Solution. Assume 7; is cut off and 7’: is clamped with a grid-to-cathode voltage 
equal to zero. The clamped current of 7’, is determined by drawing on the plate 
characteristics a load line which passes through the supply voltage E,, = 175 volts 
and has a slope corresponding to a load resistor of 47 + 15 = 62K. The intersection 
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of this load line with the curve for zero grid voltage gives a tube current of 2.5 ma. 
The cathode-to-ground voltage is, therefore, Ein = 15 X 2.5 = 37.5 volts. The 
plate-to-ground voltage of 7’: is Ein: = 175 — 47 X 2.5 = 57 volts. The grid-to- 
ground voltage of 71 is Hon = 57 X (15% g09) = 17.8 volts. The grid-to-cathode 
voltage of 7) is Eu. = 17.8 — 37.5 = —19.7 volts. The cutoff voltage is about 


R,=330K 


R2=150 K 


Fig. 5-4. A self-biased binary circuit. 


—7 volts so that 7; is well below cutoff, as was assumed at the start. In the absence 
of grid current, the voltage at the grid of J’. would be 
150 
Fone = 175 x 47 + 330 + 150 = 49.7 volts 
Since 7, clamps when E.n2 = 37.5 volts, the assumption that T2 is clamped is seen to 
be justified. The plate-to-ground voltage of 7, is 


47 330 
330 bay + 1X ssp a 


Hence the plate swing is 158 — 57 = 101 volts. 

In the calculation above a number of approximations have been made. We have 
again neglected the loading effect of the coupling resistors and have assumed that at 
clamping the grid-to-cathode voltage is zero. Furthermore, in computing the drop 
across the cathode resistor, we have neglected the fact that the cathode resistor 
carries not only the plate current but also the grid current. But again, since we must 
work from average tube characteristics and since voltage levels in a binary never 
need to be known with precision, a more detailed calculation is hardly warranted. 


Ent = 87.5 X = 158 volts 


The drop across the cathode resistor is nominally the same for the two 
stable states. However, during the course of a transition, the current 
through F;, will vary and may even drop to zero. To keep the cathode 
voltage constant during the transition, R; is bypassed with a capacitor. 
Typically a transition is completed in a time of the order of a micro- 
second. Since R; is of the order of 10 K, a capacitor C;, = 0.01 uf will 
provide a cathode time constant of 100 usec, which is large enough in 
comparison with the transition time to maintain an essentially constant 


146 PULSE AND DIGITAL CIRCUITS 


cathode voltage. The stable states are, of course, not affected by the 
presence of the cathode capacitor, but the ease of inducing a transition 
between states and the rapidity with which the binary settles into its new 
state may be adversely affected if the capacitor is omitted. 

5-3. Commutating Capacitors. A binary will remain in one of its 
stable states until caused to make a transition by a “‘triggering”’ signal 
such as a pulse applied from some external source. Often these triggering 
signals are of short duration, and in order that the binary shall be able to 
respond to each of these triggering signals it is necessary that the binary 
make its transition abruptly. Otherwise it is possible that the triggering 
pulse will have passed before the binary is able to complete its response. 

Suppose, for example, that a transition is to be induced in a binary 
by applying in series with the grid of the conducting tube a short-duration 
negative pulse of sufficient amplitude to drive the tube beyond cutoff. 
Refer to Fig. 5-2. Ifthe tube 71 is driven to cutoff, the plate P; will rise 
toward Hy, at a rate determined by the plate load resistor and the shunt 
capacitance between plate and ground. This rising plate voltage must 
now be transmitted through the attenuator consisting of Ry, and Ry The 
rising voltage at G2 will be further delayed since the capacitance effec- 
tively shunting G, to ground must charge through a resistance which is 
essentially equal to the parallel combination of Ri and Ry. Because of 
the over-all delay in the rise of voltage at Ge it may well be that the 
applied pulse at G, will have passed before 7’ can be brought out of 
cutoff. As a result the binary will not respond to the applied pulse. 

To ensure a transition, it is not enough that the grid G2 shall just 
pass the cutoff point. It is necessary also that the plate Pe shall fall 
sufficiently to keep 7 cut off even after the input pulse passes. Hence 
the grid Ge must rise somewhat into the region where 7’, acts as an 
amplifier. In this region the input capacitance of the triode, because of 
the Miller effect, may easily attain values of the order of 50 wuf. Ina 
typical case, as in Fig. 5-2, the impedance through which this capacitance 
must charge may be of the order of 100 K, in.which case the charging time 
constant is about 5 usec. The charging time constant at the plate of 7, 
is smaller than this amount and hence the principal delay will occur in the 
grid coupling circuit. It is therefore required that the coupling attenu- 
ator be compensated (Sec. 3-10) by shunting the resistors Ry by small 
capacitances Cy, as in Fig. 5-5, such that RiC1 = ReC2, where C2 is the 
effective capacitance across Re. If capacitances Cy are large enough to 
provide compensation when the Miller effect is operative, the attenuator 
will be very much overcompensated when the tube is beyond cutoff. 
Such a situation is quite acceptable in the present case since we are not so 
much concerned with preserving a waveshape as we are with obtaining, 
at a grid, an abrupt response to a voltage change at a plate. The larger 
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C,, the faster will be the response at G, due to a change in Pi. However, 
we shall find in Sec. 5-5 that a large C; has other adverse effects upon the 
operation of the binary. The exact value of Ci is not critical, but it 
should be chosen so that the attenuator R; and Rf: is approximately 
compensated. For a triode, C, is ordinarily of the order of 50 pypf. 
Since these capacitors, Ci, are used to assist the binary to make an abrupt 
transition between states they are known variously as commutating, 
transpose, or speed-up capacitors. 


Ey, 


Ecc 


Fia. 5-5. A binary circuit including commutating capacitors. 


5-4. Regeneration in a Binary.2. The situation in which both tubes of 
the binary are operating as amplifiers and in which both tubes are carrying 
the same current is one of unstable equilibrium. If the circuit is displaced 
from this initial state, it will continue to move in the direction in which it 
was displaced until further excursion is limited by tube nonlinearities. 
We may get some rough idea of the rapidity of this regenerative action 
from the following considerations. 

“Let us assume, for simplicity, that the commutating capacitors in 
Fig. 5-5 have been selected to compensate exactly the coupling attenuator. 
In this case the impedance seen looking into the attenuator consists 
exactly of a parallel combination of a resistor and a capacitor. The 
resistance has a value equal to R,; + Re and the capacitance has a value 
equal to the series combination of C; and the grid input capacitance. An 
equivalent circuit for the binary which applies so long as the binary 
continues to operate linearly is given in Fig. 5-6. The gain A is the 
nominal gain of the amplifier, neglecting all capacitive loading, including, 
however, the attenuation and loading of the coupling network, A: and 
Ry. The resistance R is what the output impedance of a stage would be 
if the signal were taken from the plate including also the loading effect 
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of the coupling network. Finally, C is the parallel combination of the 
capacitance seen looking into the coupling attenuator and any other 
plate-to-ground capacitance. 


Fia. 5-6. Approximate equivalent circuit for a binary when both tubes are operating 
as amplifiers. 


If e, and é2 are, respectively, the voltages on the two capacitors with 
the polarities as in Fig. 5-6, Kirchhoff’s voltage law yields 


Re St + 1 — Aes = 0 ROS? + ¢ — Ae, = 0 (5-1) 


Substituting solutions of the form e, = Bye? and eg = Bee?', we find, using 
t = RC, that the two values of p are 


A-1 joa 


T T 


i= (5-2) 


In the first case (p = p;) we find that B, = B, = D, while in the second 
case (p = po), Bi = —B, =F. Hence, 


A-l, A+, é 

e: =De* +Fe + (5-3) 
A=, AH, 

eo, = Det — Fe % (5-4) 


In Eqs. (5-3) and (5-4) e; and ee are the departures of the grid voltages 
from those potentials which correspond to the state of unstable equi- 
librium. Forife: = eg = Oatt = 0, thene, = e2 = 0 permanently since 
in this case F = D=0. And the only state in which the circuit will 
remain ‘‘permanently”’ is this state of unstable equilibrium. 

The gain A in Eqs. (5-3) and (5-4) is a negative real number. The 
exponent in the first term of each of these equations is therefore always 
negative. However, if the magnitude of the gain ts larger than unity the 
exponent of the second term is positive. Here then is the reason for the 
regenerative departure of the binary from its unstable equilibrium state. 
Suppose, for example, that both grids should be displaced in the same 
direction from the equilibrium state by means of external voltage sources 
which are then abruptly removed. In this case F = 0 and the binary 
simply decays exponentially back to its equilibrium state. If, however, 
the grids are displaced by equal amounts E in opposite directions and 
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then released, the regenerative action will take place. In this case 
D=0,F = £, and 
\Al-1, |Al—1, 


é1 = Ke * é2 = —Ke 7 (5-5) 


If E is positive, e; increases and e2 decreases rapidly with time, and we 
have verified the statement previously made that if the circuit is displaced 
from its initial state it will continue to move in the direction in which it 
was displaced until further excursion is limited by nonlinearities which 
reduce the loop gain below unity. 

The rapidity of the regenerative action is measured by the quantity 
(|A| —1)/7 & |A|/r = |A|/RC. We may easily verify that |A|/R = agm 
in which a = R2/(R; + Rez), is the attenuation of the coupling resistors 
and g, is the tube transconductance. Hence |A|/RC = agn/C. Since 
the capacitance C, of the attenuator is usually about 50 uyf and a reason- 
able value foraisa = }4, the capacitance at the plate due to the attenu- 
ator is about 25 yuyf. Let us, then, take the total plate capacitance 
C = 35 ppf. For a tube such as the type 5965 for which the average 
gm is about 4 millimhos, agn/C & 6 X 107 sec}. 

We may now make an estimate of the speed with which regenerative 
action will carry a binary through the region where both tubes are operat- 
ing as amplifiers. Suppose that we consider a situation in which the 
grids of the binary are released from a point which is 0.1 volt different 
from the grid voltages corresponding to unstable equilibrium. Suppose 
that one or the other grid can swing an additional 10 volts before the 
regenerative action must stop because a tube goes into either cutoff or 
clamp. From Eq. (5-5) the time of regenerative action 7’ may be com- 
puted from 10 = 0.1 exp (6 X 10’T). We find that 


T =>8 X 10-® sec = 0.08 usec 


The value of the resistance R, does not enter explicitly into the calcu- 
lation of the regeneration time. Actually, when the tubes are triodes, 
the load Rz may have some bearing on the regeneration time. The 
reason for this circumstance is that the grid input capacitance increases 
with increasing gain and hence increases with increasing Rz. If the 
tubes employed were pentodes, however, the regeneration time would be 
quite independent of Ry. 

We shall look shortly into the matter of how long a time is required 
to complete a transition from one stable state to the other. We shall 
find that in very many cases the time required is so much longer than the 
regeneration time that the regeneration time may be entirely neglected. 
More than this, we shall find, frequently, that a binary will make a 
transition without at any time being in a region where regeneration is 
possible. 
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5-5. Resolving Time ina Binary. An exact and general analysis of the 
transition between states in a binary triggered in an arbitrary fashion 
would be extremely complicated. It will be worthwhile, however, to 
examine in some detail a particular example to get some idea of the time 
required for the transition to be completed. The shortest interval 
between triggering pulses for which the binary will operate reliably is 
called the resolving time. This time is made up of several components, 
each of which will now be considered separately. 

Let us consider the binary circuit of Fig. 5-7. The generator E is to 
be used to trigger the transition. The tubes are the two sections of a 
type 5963 (see the curves in Fig. A-7). The electrode voltages in one of 
the stable states are indicated in the figure. For simplicity, the voltages 


T, ON -150v T, OFF 


Fig. 5-7. Relating to the transition between states in a binary. 


are given only approximately. In order to allow for stray capacitances, 
we have assumed that a capacitance of 5 uwuf is shunted from plate to 
ground of each tube. Again allowing for stray capacitance, we may con- 
sider that, so long as a tube is cut off, the input capacitance at the 
grid, Ci, is approximately 10 uuf. When the tube is within its grid base, 
we shall consider that the Miller effect increases C; to about 50 upf so 
that the coupling attenuator is approximately compensated. The gain, 
grid to plate, is about 17, so that assuming the Miller capacitance to be 
40 ppf allows for a total grid-to-plate capacitance, both internal and 
external to the tube, of about 2.2 uyf. 

Now let us consider that the generator EF provides an abrupt positive 
step large enough to cut off tube 7;. The plate of 7; and the grid of 
T will rise and the plate of 7’. will fall so that eventually, when the posi- 
tive step passes, the tube 7, will remain cut off and a transition is accom- 
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plished. Note particularly that at no time are both tubes operating as 
amplifiers and hence there will be no regeneration. 

For simplicity, let us assume that, when 72 is cut off, the commutating 
capacitor C, is large enough in comparison with C; so that any voltage 
change at the plate 7, appears unattenuated at the grid of T2. To the 
same order of approximation we shall assume that the total capacitance 
shunting the plate of T,is5 + C; = 15 pyf. The cutoff voltage of 7. is 
about 15 volts; hence the plate of 7; will rise the first 40 volts with a time 
constantr,; = 47 X 108 X 15 X 10°” & 0.75 usec. During this time the 
voltage across the capacitor C, will not have changed appreciably. As 
the voltage at the grid of 7’. increases from — 15 volts to zero, the attenu- 
ator is compensated. The capacitance of the attenuator is now 25 ppf 
and the capacitance at the plate 7; is 30 uuf. Hence, the voltage at this 
plate rises the next 30 volts with a time constant 


t2 = 47 X 10? X 30 XK 10-” = 1.5 usec 


The voltage across C; will also have changed by 15 volts to make the 
capacitor voltage equal to 110 volts. Finally, as 7, goes into clamp, the 
plate of 7 rises from 110 volts to 200 volts. During this time the total 
capacitance at the plate is 55 yuf which will charge with a time constant 
approximately equal to 73 = 47 X 103 X 55 X 107}? = 2.5 usec. 

Next consider the coupling from the plate of T2 to the grid of 71. 
For simplicity, let us neglect the finite rise time of the grid of Ts. The 
plate of 7, will eventually drop to 40 volts. Since 72 is conducting, the 
impedance through which the plate capacitance charges is the parallel 
combination of R, and the plate resistance r,. The plate resistance is 
roughly 7 K so that the capacitors discharge essentially through this 7 K 
resistance. The plate P2 drops from 200 volts to 40 volts with a time 
constant r42 7 X 10° X 15 X 10°" |] 0.11 psec. Again, considering 
that C'{ is large enough so that the signal at Pe is transmitted unattenu- 
ated to Gi, the grid G, drops from zero to — 160 volts. The voltage across 
C, must discharge from 200 volts to 95 volts. Also Cj and C; must charge 
through a resistance which is essentially equal to the parallel combination 
of the two 220-K coupling resistors. ‘The time constant for this discharge 
is t; = 110 X 10° X 60 X 10-? = 6.6 usec. 

We may note also that the principal delays involved in establishing 
the binary in its new stable state are the delays due to the need for the 
capacitors C, and Cj to charge to a new voltage level. Capacitor C, 
charges on grid-current flow through the load resistor Rz, while C} 
charges through the parallel combination of the coupling resistors. 

Since so large a time relatively is involved in recharging the com- 
mutating capacitors, we might stop to reconsider in somewhat more detail 
the function of these capacitors to see whether or not they do more good 
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than harm. For this purpose let us divide the total cycle of events 
involved in a complete change from one state into the other state into two 
parts. The first of these we shall call the transition time, while the second 
is to be called the setiling or recovery time. The transition time is to be the 
time which must elapse before the grid G; just drops below cutoff so that 
even if the input step # should then return to zero (the input signal 
constituting, then, a pulse) the binary would continue the rest of the way 
unaided by any external signal. The settling time is the additional time 
which must pass before the binary has completely established itself in its 
new state. This recovery time is essentially the time required for the 
commutating capacitors to recharge. Removing the commutating capac- 
itors would certainly reduce the recovery time but would at the same time 
lengthen the transition time because of the long delays associated with 
the uncompensated attenuators. As a result the pulse applied to effect 
the transition would have to be appreciably longer in duration, while the 
sum of the transition time and recovery time would not have been mate- 
rially reduced. In many cases the signal available for inducing the transi- 
tion is not a flat-topped pulse but rather a spike-type voltage such as 
results from the differentiation of an abrupt voltage step. In such a case 
a small transition time is more important than a short recovery time. 

We will find an even more important reason for retaining the com- 
mutating capacitors in the following discussion. Let us consider that the 
commutating capacitors have been removed and that the input pulse EF is 
not large enough to drive 7; to cutoff but only large enough so that the 
plate of 7; rises to 100 volts. (We assume that Gi remains fixed, tem- 
porarily at least, at zero volts with respect to ground because of the shunt 
capacitance at this grid.) There will be an abrupt change of 60 volts at 
P,, the signal transmitted to Ge will be less than 30 volts in amplitude, 
and 7. will not come out of cutoff. When the triggering pulse passes, the 
binary will find itself in its original state. If, however, capacitor C, were 
present and were large in comparison with C;, the signal transmitted 
through the attenuator would be large enough initially to drive 72 into 
the conducting region. 

In the case where the signal # is not large enough to cut off 71, a part 
of the cycle involved in the transition will be regenerative. However, 
no appreciable extra time is required for the circuit to complete by 
regenerative action that part of the cycle which would already be com- 
pleted if H were large enough to cut off tube 7. 

5-6. Methods of Improving Resolution. A first step in the direction 
of decreasing the resolution time of a binary is clearly to reduce all stray 
capacitances to a minimum. Beyond this, it is necessary to reduce the 
sizes of all the resistors R,, Ry and Re. The reduction of Rx will improve 
the rise time of the waveforms at the tube plates and will reduce also the 
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recharging time of the commutating capacitor connected between the 
plate of the off tube and the clamped grid. The reduction of R; and R2 
will reduce the recharging time of the other commutating capacitor. 

The price that must be paid for these improvements in resolution time 
is, in the first place, increased dissipation of power in the circuit since, 
because of the smaller resistors, the current drain from the supply voltages 
will increase. Second, unless it is possible to increase the tube current 
in proportion, as the load resistor is reduced, the plate swing will become 
smaller. Hence, not only will the useful output signal be reduced but 
the total grid swing will be reduced and it may be difficult to maintain 
d-c stability in the binary. When the grid swing is reduced, it may 
become necessary to use 5 per cent or perhaps even 1 per cent components. 

Let us compare the binary circuits of Fig. 5-8a and b. The binary 
in Tig. 5-8a is used in the Berkeley model 705A counter. It has a resolu- 
tion time of approximately 5 usec and is used in an application where it 
must respond to evenly spaced pulses which occur at a rate of 100,000 per 
second. The binary in Fig. 5-8b is used in the Hewlett-Packard model 
524A counter in an application where it must respond to regularly spaced 
pulses which occur at a rate of 1 Mc. In both circuits approximate 
values of quiescent voltages are given. 

Note that in going from Fig. 5-8a to b there is a substantial reduction in 
Ry and in the value of the parallel combination R; and Rz The smaller 
load resistor also reduces the Miller capacitance at the grid and hence 
permits a reduction in the size of the commutating capacitors from 50 to 
25 puf. A further factor that speeds up the transition is that in Fig. 5-8a 
the change in the voltage across the commutating capacitor is 90 volts 
while in Fig. 5-8b the change is only 24 volts. On the other hand, the 
output swing in the binary of Fig. 5-8a@ is 110 volts against 40 volts in 
that of Fig. 5-8b. The total dissipation in the binary of Fig. 5-8a@ (exclu- 
sive of heater power) is about 0.8 watt against 1.9 watts in that of Fig. 
5-8b. 

At the expense of appreciably increased complexity the resolution time 
may be improved further. Figure 5-9 shows the circuit used in the 
Hewlett-Packard 524A counter which responds to a 10-Mc signal. The 
grid excursion is from grid clamp to —2 volts, being limited in the nega- 
tive direction by the 1N34 crystal diode in the grid circuit. Here is an 
example of a binary operating with one tube in clamp and the other pari 
on instead of below cutoff. The grid need never recover from a large 
negative voltage, and the d-c stability that would normally be provided 
by having one tube below cutoff is provided instead by the crystal diode 
clamp. The plate loads are large but the plate swing is again limited 
by plate-catching diodes (see Fig. 4-37) to a total excursion of 20 volts. 
The advantage of the plate clamping arrangement as against the use of 
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small plate resistors is made clear by Fig. 5-10. Suppose that, correspond- 
ing to the grid swing allowed, the plate-current change is AJ. For a small 
resistor, the exponential rise of plate voltage due to the shunting capaci- 
tance is shown by the solid curve in Fig. 5-10a. The resistor would be 
selected to be somewhat larger than necessary to provide the minimum 


7 (b) 
Fic. 5-8. (2) A 100-ke binary (10 per cent components); (6) a 1-Mc binary (5 per cent 
components). The voltage valves indicated are nominal. 


plate swing required as an output signal and to ensure that there is 
adequate voltage to swing the grids over the required range. Suppose 
now that as the tube ages its cathode emission falls. Then, as shown by 
the dotted curve in Fig. 5-10a, the plate swing may fall below the mini- 
mum acceptable value. In Fig. 5-10) the situation depicted is one in 
which the plate resistor is much larger than in a. Now, if AZ should 
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+70v +210v +70V 


~—195v 
Fig. 5-9. A 10-Me binary (1 per cent components). 


Plate 
voltage 


~<— Clamping limit 


~<— Clamping limit 


Required voltage 
swing 


(5) 


Fia. 5-10. Rise in plate voltage for a tube (a) with a small plate load resistor, (b) with 
a large plate load resistor. 


156 PULSE AND DIGITAL CIRCUITS 


decrease as indicated by the dotted curve in Fig. 5-10b, the plate 
swing will remain unaltered. Also, the time ¢/ need not be appreciably 
longer than t,. To make the rise and fall times at the plate equal, 
the clamped region is placed approximately midway between the limits 
of the unclamped excursion. 

An important point to note is that in the present circuit the com- 
mutating capacitors need not charge at the end of a transition through 
the plate resistor or coupling resistors. Instead, one of the capacitors will 
discharge through the grid-to-cathode resistance and through the crystal 
diode connected to the +90-volt source. The other capacitor will charge 
through the grid crystal diode and the diode connected to the +70-volt 
source. The recovery time will therefore be very small, since the diode 
resistances are only of the order of 200 ohms. 

Finally, we may note the use of high g,, pentodes. The high g, 
reduces the regeneration time and also results in a large (unclamped) 
plate swing for a small grid-voltage swing. The use of pentodes virtually 

eliminates the Miller effect and allows the use of smaller commutating 

capacitors. Also, since the plate swing gets progressively smaller as we 
go from the circuit of Fig. 5-8a to b to Fig. 5-9, we are not surprised to 
find that the first of these circuits uses 10 per cent components, the 
second 5 per cent components, and the last 1 per cent components. 

5-7. Triggering of the Binary. The triggering signal which is usually 
employed to induce a transition from one state to the other is either a 
pulse of short duration or the step voltage. This pulse or step may be 
introduced in such a manner that will produce either symmetrical or 
unsymmetrical triggering. In unsymmetrical triggering the triggering 
signal is effective in inducing a transition in only one direction. A second 
triggering signal from a separate source must be introduced in a different 
manner to achieve the reverse transition. In symmetrical triggering 
each successive triggering signal induces a transition independently of 
the state in which the binary happens to be. Unsymmetrical triggering, 
using two triggering sources, is found frequently where the binary is to 
be used as a generator of a gate whose width equals the interval between 
triggers. Symmetrical triggering is used in binary counting circuits 
(Sec. 11-1). Decade counting circuits (Sec. 11-3) employ a combination 
of symmetrical and unsymmetrical triggering. We shall consider in this 
present section only the method of triggering unsymmetrically. 

A positive step voltage, of sufficient amplitude, applied through a 
capacitor to the grid of the off tube of a binary will cause a transition. 
Similarly a negative step applied to the grid of the on tube will induce 
a transition. It is important to understand that ordinarily the sensitivity 
of the binary to the negative step will appreciably exceed the sensitivity 
to a positive step. For the sake of being specific, let us consider a binary 
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in which the grid base of a tube extends from 0 to —10 volts and in 
which, in the stable state, one grid is in clamp while the other grid is 
at —25 volts. Assume also that the nominal gain of a stage from grid to 
gridis10. <A negative step of amplitude 1.5 volts applied to the on grid 
will bring the off grid to the point of cutoff. A negative step of amplitude 
2.5 volts will bring the initially off grid to zero voltage. A step of some- 
what smaller amplitude than 2.5 volts will be sufficient to leave the binary 
in a situation in which the current in the initially off tube is larger than the 
current in the initially on tube, and we may expect the binary to complete 
the transition through regenerative action. If the coupling attenuator is 
overcompensated, the response at the initially off grid will be larger and 
the negative step required to induce a transition will be correspondingly 
smaller. Now consider a positive step applied to the off grid. Since the 
tube is 15 volts below cutoff, no response is to be anticipated until the step 
voltage exceeds 15 volts in amplitude. The binary will therefore respond 
to a smaller negative step voltage than to a positive step. 

Suppose that a positive pulse is applied to the grid of the off tube. The 
pulse is a combination of a positive step and a delayed negative step. 
The result to be anticipated is therefore a combination of the response of 
the binary to a positive step applied to the off grid followed by a negative 
step applied to the on grid. Because of the greater sensitivity to the 
negative step, a positive pulse applied to the grid of the off tube will flip 
the binary at the leading edge of the input pulse and flip it right back 
again at the trailing edge of the input pulse. 

Next consider a negative pulse applied to the on grid. Since the 
binary responds to a smaller negative step than positive step, we may 
adjust the pulse amplitude to prevent the binary from making a reverse 
transition on the trailing edge of the pulse. For the binary described 
above, the negative pulse amplitude may lie in the range roughly from 
somewhat less than 2.5 volts to somewhat less than 15 volts. The binary 
is more sensitive to a negative step applied to the on grid than to a positive 
step applied to the off grid. Therefore, to achieve a transition without a 
reversal, the negative step must precede the positive step. 

It is possible to arrange a permanent binary transition through the 
use of a positive pulse, provided that the positive pulse is applied to 
the grid of the on tube. The leading edge of the positive pulse, applied 
to the on grid through a capacitor, will raise the voltage of the grid and 
additional grid current will flow, charging the input capacitor. This 
capacitor will charge rapidly through the low grid-to-cathode resistance 
and the voltage at the grid side of the input capacitor will decay rapidly 
back to zero. So far, then, all that has happened is that the conducting 
tube has been driven temporarily to conduct more current than in the 
quiescent state. Now, however, at the occurrence of the negative-going 
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trailing edge of the input pulse the grid will be driven negative by an 
amount equal to the amplitude of the pulse. And since the binary is 
very sensitive to a negative step applied to the on grid, a transition may 
result. As a matter of fact if we consider as above that the grid-to-grid 
gain is 10 and that the grid of the nonconducting tube is 15 volts below 
cutoff, a positive pulse of somewhat more than 1.5 volt amplitude will 
suffice. It is to be noted particularly, however, that the transition, when 
it does occur, occurs at the trailing edge of the triggering pulse. 

Up to the present we have neglected, for simplicity, the finite imped- 
ance to be seen looking into the grid to which the triggering signal is applied, 
and we have assumed that the triggering pulses had arbitrarily steep 
leading and trailing edges. Let us consider qualitatively how these two 
factors affect the conclusions arrived at above with respect to triggering. 
In the first place, the capacitive input impedance may well be comparable 
to the capacitance of the trigger input capacitor whose value typically 
may be of the order of 50 wuf. In this case the two capacitors will form 
a voltage divider, and if a signal of particular amplitude is required at the 
grid to cause triggering, the input signal may have to be appreciably 
larger. Next consider the case in which a positive pulse is applied to 
the grid of the on tube. We saw that if the pulse has a sharp leading and 
trailing edge a transition will result. But suppose that instead the pulse 
has the form shown in Fig. 5-11. 
The sharp leading edge will charge 
the input capacitor by drawing grid 
current. If the pulse now falls 
slowly and the voltage drop across 
the input capacitor can decrease at 
about the same rate as the pulse 
falls, the grid-to-cathode voltage will never become negative and no transi- 
tion will take place. Similarly, if a pulse form as in Fig. 5-11 is applied 
to turn on the initially off tube in a binary, it may be that the slow falling 
portion of the pulse will not reverse the transition. Quite generally, as a 
matter of fact, since the input capacitor transmits preferentially fast wave- 
forms, a slow portion of a waveform may not affect the binary. 

The application of a triggering signal directly to a grid through a 
capacitor has two important disadvantages. First, the presence at the 
grid of the additional trigger input capacitor will slow down the transi- 
tion between states. Second, the circuit may respond at the termination 
of a positive pulse applied to the on grid. Both these disadvantages may 
be eliminated if the input trigger is applied not directly through a capaci- 
tor but instead through a series combination of a capacitor and a large 
resistor. Or, equivalently, the trigger source may be a source of high 
resistive output impedance. Typically, the series resistor may be of the 


Trigger 
input 
voltage 


Fig, 5-11. A binary triggering waveform. 
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order of several hundred kilohms while the capacitor may again be of the 
order of 50 puf. Of course, under these circumstances, because of the 
finite impedance seen looking into the grid, the trigger-source voltage will 
have to be appreciably larger than is required when the signal is applied 
directly through the capacitor. This larger signal is required not only 
because of the attenuation of the signal but also because the capacitance 
at the grid will cause the trigger signal at the grid to rise more slowly. 

The series resistor will have no material effect on the response of the 
binary to a positive pulse applied to the off grid or a negative pulse 
applied to the on grid. But suppose a positive pulse is applied to the on 
grid. The input capacitor will now charge with a time constant equal, 
say, to 50 upf X 200 K = 10 usec. If the input pulse has a duration of 
only several microseconds, the input capacitor may not have charged 
appreciably and it is probable that no transition will take place at the 
trailing edge of the pulse. 

The triggering signal may be applied at the plate of one of the tubes 
of the binary rather than at the grid, again preferably through a resistor 
and capacitor. Any signal so applied will immediately appear at the grid 
of the other tube, being transmitted directly through the commutating 
capacitor. The presence of the series resistor will serve to accentuate 
even further the sensitivity of the binary to a negative pulse. This extra 
sensitivity results because the positive step would have to be introduced 
at a point where the signal looks directly or through a coupling capacitor 
at the plate of a tube which is conducting. For example, in Fig. 5-7 
a positive step must be applied at P; in an attempt to bring G, out of 
cutoff. At the plate Pi, however, the impedance presented to the trigger- 
ing signal is low. A negative signal would be introduced, on the other 
hand, at the plate of a cutoff tube (Pz in Fig. 5-7). 

The discussion in this section may be summarized as follows: The most 
reliable method for triggering a binary unsymmetrically is to apply a negative 
pulse from a high-impedance source to the plate of the nonconducting tube. 
In the next section the advantages of introducing the triggering pulse ~ 
through an auxiliary diode (or triode) are discussed. 

5-8. Unsymmetrical Triggering Through a Triggering Tube. A very 
effective and reliable triggering method is shown in Fig. 5-12. The trig- 
gering tube 7’; has a sufficient negative bias so that the tube will be in the 
region beyond cutoff even when 7; is not conducting so that the plate 
voltage of 73 is high. Independently of which state the binary is in, a 
negative pulse or step applied to the grid of 73 will have no effect. If, 
however, the binary is in the state in which 7; is not conducting, a posi- 
tive input pulse will drop the plate voltage at P: and a transition will 
occur. The situation is essentially the same as obtains when a negative 
pulse is applied at P, except that the resistor 2, will serve also as a plate 
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resistor for 73. Hence 73 will provide gain, and the input trigger may be 
correspondingly reduced in amplitude. It will usually not be necessary 
to couple together the plates of 73; and 71. Depending on how large a 
current flows through 7'3, it may be possible to connect the plate of 73 
to a point on Rz closer to the supply voltage, as indicated by the dotted 
alternative connection. The extent to which the triggering tube inter- 
feres with the fast action of the binary, because of the additional capaci- 
tance at the plate, will become progressively smaller as the tap point 
moves closer to the supply voltage. 

If the binary is in the state in which 7) is conducting, a positive input 
trigger will only drop further the plate P; and drive the grid G2 further 
into cutoff. 


Ey, 


Ecc —Ece 
Fia. 5-12. The use of a triode to trigger a binary. 


Recalling the discussion of Sec. 5-7, we note that, when a triggering 
pulse is impressed directly, the possibility exists that the binary will 
respond to either negative or positive pulses and that, when positive pulses 
are applied, the binary may respond independently of the state in which 
_the binary is initially situated. In the present case we find that the 
‘binary will respond only to a positive pulse and only when the binary 
is in a particular state. This last feature is a result of the unilateral 
action of the triggering tube and, where the gain of the triggering tube is 
not required, may be achieved through the use of a diode (thermionic or 
crystal). Diode triggering is shown in Fig. 5-18a. When T1 is con- 
ducting, the plate of the diode is negative with respect to the cathode and 
the diode will not transmit a triggering signal. When 7’ is off, the diode 
drop is zero. The diode will still fail to transmit a positive-going trigger 
but will transmit a negative step or pulse to the grid of 7’. Observe 
that here, as in the case also of the triggering triode, the signal to which 
the binary responds is the signal which effectively applies a negative 
signal to the on grid, to which signal the binary is most sensitive. The 
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time constant RC of the input circuit is not critical, but should be small 
enough so that any charge which accumulates on C’ during the time 7’; 
conducts shall have time to decay during the interval between pulses. 
An alternative diode triggering arrangement is shown in Fig. 5-130. 
Here the negative signal is applied through 7’; directly to the grid of 
the on tube 7). The resistor F is returned to ground (corresponding to 
the grid voltage at clamp) rather than to the supply voltage. 


Trigger 
input 


(d) 
Fre. 5-13. (a) Trigger injected at plate through a diode. (b) Trigger injected at grid 
through diode. 


5-9. Symmetrical Triggering.? Symmetrical triggering may be accom- 
plished with any of the circuits of Fig. 5-14. For example, in Fig. 5-14a 
neither diode will conduct unless the input signal is negative. A nega- 
tive input signal will be transmitted only to the clamped grid. The 
diodes serve exactly the same function as described in Sec. 5-8 in connec- 
tion with Fig. 5-18a. The only difference is that, since there are two 
diodes, the binary will transfer at each successive negative input pulse. 
The circuit will also respond to either a negative pulse or step but will not 
respond to a positive pulse or step. We shall see in Chap. 11 the very 
important application which is made of the fact that it is possible to 
trigger a binary with a signal applied symmetrically and to have the 
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binary respond for only one polarity of triggering signal. It turns out 
to be possible to accomplish this same end without the aid of auxiliary 
unilateral devices, and we shall examine now the mechanism by which 
this result is accomplished. 

Consider the binary circuit of Fig. 5-15. This circuit differs from 
the binary circuits previously encountered only in that an additional 
resistor has been included directly in series with the supply voltage. Of 
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Fia. 5-14. (a2) Symmetrical triggering at binary plates through diodes (analogous to 
the unsymmetrical triggering method of Fig. 5-13a). (6) Symmetrical triggering at 
binary grids through diodes (analogous to Fig. 5-13b). (c) Symmetrical triggering 
using triode triggering tubes (analogous to Fig. 5-12). 


course, to allow for the drop in this resistor a higher supply voltage is 
required. Note, however, that the effective supply voltage (the drop 
between point A and ground) is nominally the same for the two states 
of the binary so that the presence of this extra resistor does not materially 
complicate the calculation of the stable states. 

The voltage levels of the plates and grids and the voltage across the 
commutating capacitor corresponding to a stable state are given in the 
figure. For simplicity, we have taken Ri = Ro = R. We have also 
assumed that the coupling resistors are large enough so that their loading 
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effect at the tube plates is negligible. 
importantly on the presence of the commutating capacitors. 
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The response of the circuit depends 
To see 


this effect without extensive complication, let us neglect all other canaci- 


tances which may be present. 


Now let us apply a negative input step of amplitude 90 volts and 


assume that the input step has 
dropped so rapidly that the com- 
mutating capacitors have not been 
able to discharge appreciably. If 
we now further assume that, as a 
consequence of the applied step, 
both binary tubes are cut off, the 
voltages at the various electrodes 
are easily computed. Since neither 


+250v 
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step 
input 


1s ma 


5963 
Tube 


tube is conducting, the plate volt- 
ages are equal and are equal also to 
the voltage at point A. This volt- 
age is 60 volts, being 150 volts 
minus the 90-volt input step. The 
voltage at G2 is equal to the voltage 
at P, minus the drop across the 
commutating capacitor connected 
between P; and Ge. Hence G2 is 
at —15 volts. Similarly, the volt- 
age at Gi is —90 volts. Since these 
grid voltages are well below the 
cutoff voltage of — 12 volts, we have 
verified the assumption that both 
tubes have been cut off by the input step. 

The negative step applied at A will now start to decay and the voltage 
“at A will start to rise exponentially toward the supply voltage. So 
long as the tubes remain cut off, the plates, both of which start at 60 volts, 
will rise together. If we assume also that the commutating capacitors 
continue to hold their charge, then both grids will also rise at the same 
rate. Since G2 starts at —15 volts while G; starts at —90 volts, it is 
clear that G2 will reach the cutoff level first. Hence when point A 
returns to its quiescent level, we shall find that 7’. is conducting while 
T is cut off; i.e., a transition has taken place. After the transition has 
been completed, the commutating capacitors will interchange voltages in 
the manner described in Sec. 5-5 in connection with the recovery time of 
the binary. 

Suppose that the commutating capacitors were absent. The pre- 
dominant capacitance present would then be the effective capacitance 


Fig. 5-15. A symmetrical triggering ar- 
rangement which does not employ aux- 
iliary triggering diodes or triodes. 
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present at the tube grids. When the plates drop to 60 volts in response 
to the applied step, the grids will decay toward their quiescent value, 
which in this case is —20 volts for both grids. The grid G2 therefore 
starts to rise from —25 to —20 volts, while G, starts to change expo- 
nentially from 0 to —20 volts. Since the cutoff voltage is —12 volts, 
tube 72 remains off. Tube 7; may go off for a short interval of time 
(if its grid falls below —12 volts), but as the input step decays and both 
the plates and grids start to rise, tube 7; will again conduct. The result 
is that no transition can take place if the commutating capacitors are removed 
from the circuit. 

An important point to note in connection with the circuit of Fig. 5-15 
is that it is appreciably more sensitive to a negative step than to a positive 
step. To see in a general way how this sensitivity arises, consider that 
the input negative step is only 1 volt in amplitude. The plate Pe will 
drop to 149 volts and the grid G; will drop to —1 volt. The principal 
change at P will be due to the grid-voltage change and the plate P; will 
jump (as determined from the tube characteristics) to about 62 volts. 
The grid G2 will then jump to —13 volts, which is just about the cutoff 
voltage of Ts. If, therefore, the step input were slightly larger, tube 7. 
would start to conduct, dropping P: and Gi even further and in turn 
raising P; and Gz. Of course, since we have neglected the other capaci- 
tances associated with the circuit, we may not conclude that a 1-volt 
signal is adequate to ensure a transition. This discussion is useful only 
for the purpose of comparing the effect of the step polarity. For next 
consider that the step is positive. The positive step transmitted to P. 
and from P: to G, will only serve to drive G, further into the positive 
grid region. The positive step which is transmitted to P,, and from P; 
to Go, is first of all attenuated owing to the fact that 7, is conducting. 
The plate resistance of the tube is about 7 K so that the step at point A 
- appears at P, and G2 attenuated by the factor 7/27 2 0.26. One may 
now estimate that, even if it is assumed that G, does not go appreciably ° 
positive a 50-volt step, roughly, will be required to bring 72 up to the 
cutoff voltage. 

Two additional triggering schemes similar in principle of operation are 
shown in Fig. 5-16a and b. It may be found that to ensure reliable 
triggering the commutating capacitors may have to be made larger than 
is consistent with a short recovery time. Hence the methods of Figs. 
5-15 and 5-16 are normally not employed where resolution times are 
required which are shorter than about 10 usec. Where shorter resolution 
times are important, the schemes of Fig. 5-14, using auxiliary unilateral 
devices, are more common. 

5-10. The Cathode-coupled Binary.* A cathode-coupled binary cir- 
cuit (also known as the Schmitt circuit after its inventor) is shown in 
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Vig. 5-17. This binary differs from the binary considered previously in 
that one plate-to-grid coupling attenuator has been replaced by a coupling 
connection through an unbypassed common cathode resistor R;,. We will 
be able to appreciate the usefulness of this circuit by considering its 
response as the voltage e is varied. 

Consider that in Fig. 5-17, e = 0. Then we shall be able shortly to 
verify that 7 will be cut off and, neglecting the loading effect of the 
coupling attenuator, P: will be at 
250 volts. Let the attenuator ratio 
a [= R2/(Ri + R2)] be selected so 
that the grid-to-cathode voltage of 
T2is —lvolt. It may then be veri- 
fied from the tube characteristics 


Negative | 


E,,(=250 v) 


trigger 
oie 
(a) 
Exp 
=] < 
Negative re 
trigger 
aie a 


(0) 2 
Fia. 5-16. Alternativesymmetricaltrigger- | Fic. 5-17. The cathode-coupled binary. 
ing arrangements which do not require the 
use of auxiliary diodes or triodes. 
that 72 = 6.2 ma so that the cathode voltage = 6.2 X 15 = 93 volts 
and 7’; is indeed cut off. The voltage at G: is 98 — 1 = 92 volts and 
a = 92459 = 0.37. Now as the voltage e is increased, the circuit will 
not respond until 7, comes out of cutoff. Note that the plate-to- 
cathode drop of 7; is 250 — 93 = 157 volts, for which voltage cutoff 
occurs at a bias of —6 volts. Hence, when e = —6 + 93 = 87 volts, 
T, starts to conduct. At this moment P, will drop and G, will drop. 
The signal at Ge is transferred to T, through the cathode circuit and 
reappears at P, with the same polarity as at G2. The signal at P; is now 
transferred again to Gz and if the loop gain exceeds unity a regenerative 
action will take place driving 72 to cutoff. 
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Assuming then that 72 is cut off and e = 87 volts, we find 7; = 5.9 ma 
(see Sec. 1-7). The voltage at Ge is (250 — 5.9 X 10) X 0.87 & 70.7 
volts, while the cathode voltage is 5.9 X 15 = 88.5. The grid-to-cathode 
voltage of JT: is 70.7 — 88.5 = —17.8 volts, which verifies that 7.2 is 
cut off. ) 

So long as R, is large enough so that the voltage drop across R, is 
large in comparison with the grid base of the tube, the results above may 
be stated approximately in the following manner. Initially G2 is at Hy,a 
and the cathode is approximately at the same voltage. A transition will 
take place when e¢ rises approximately to E,a (provided that 7. is not in 
clamp). When 7 conducts, its current 7; will be nominally the same as 
72, and the cathode voltage will change only slightly. 

The output signal is customarily taken from P: and consists of a 
negative step of amplitude 72, (= 62 volts in Fig. 5-17). Observe that 
the resistor Ry, in the plate circuit of 7. is not actually required for the 
operation of the circuit. This resistor may then be adjusted over a wide 
range to adjust the output signal amplitude. Furthermore, capacitive 
loading at Pe will not slow the regenerative action, although such capaci- 
tance will slow the waveform at P2. 

If an output pulse instead of a step is desired, the plate load resistor 
of the right-hand tube may be replaced by an inductor or by a trans- 
former (see Sec. 2-6). 

The grid G, is free to receive the triggering signal and the impedance 
of the triggering signal source will have no influence on the operation 
of the circuit. After the circuit has been triggered, further increase of e 
has no influence on the voltage at P». 

It will now be shown that this circuit exhibits hysteresis or backlash. 
In other words, the value of voltage at which triggering occurs depends 
upon whether e is increasing or decreasing. Let us call the value for 
increasing e (7 going from off to on) E* and the decreasing value (7, 
going from on to off) E-. The value of e (= 87 volts) calculated in the 
above illustration is H+. If e has increased above /* and then decreased 
again to slightly below E+, the circuit will noé flip back. The reason for 
this hysteresis is that, whereas the cathode voltage is approximately its 
previous value, the grid-to-ground voltage of 7. is much lower than its 
previous value, and 7’. stays cut off. In order to bring 7. into conduc- 
tion, e must be decreased further. This decreases 7; and the cathode 
voltage e, and increases the grid-to-ground voltage at G2. Finally, the 
grid-to-cathode voltage of 7’. exceeds the cutoff voltage FE... correspond- 
ing to plate voltage Hy, — ex. To find H-, we first find the current [7 
in 7; just at cutin of 7 from the equation (Ey, — [7R1r)a — IpRe = Enoe, 
from which we find 


Qj a Ria + R;, (5-6) 
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In Eq. (5-6) E.o2 is not known because it is the cutoff voltage corre- 
sponding to a plate voltage EZ, — I7;R, and Jy is unknown. However, 
as a first approximation E,.2 may be set equal to some value between 
zero and the cutoff voltage corresponding to Hy. Using this assumed 
value of L.o2, Eq. (5-6) gives the first approximation to Jy, say I7. 
Then £.2 corresponding to Ly, — Iz; is found from the plate character- 
istics. This value of //,.2 is then used to find the new value of Jy. This 
process converges very rapidly. Inowing Jy (corresponding to Z7—), it 
is a simple matter to find #-. A load line corresponding to ,, and a 
resistance ?;,.+ FR, is drawn and I; is located on this load line. The 
corresponding grid-to-cathode voltage Hz is read, and then 


E- = B5 + I;R: (5-7) 


If e falls below Z-, T2 starts to conduct and the circuit flips back 
to its original state with JT: on. If e continues to decrease, 7 remains 
cut off and the output remains constant. 

If the above calculations are carried out for the numerical values 
given in Fig. 5-17, the results are Jy = 5.27 ma, HR = —1.6 volts, and 
E- = 77 volts. The hysteresis voltage EH, is defined as the difference 
between H+ and E7-: 


E, = E+ — E- (5-8) 


For the circuit under consideration, #;, = 87 — 77 = 10 volts. 

In the illustrative circuit described above, the quiescent conditions 
were adjusted so that, when 7 is cut off, 72 is within its normal grid base 
rather than in clamp. If instead 72 had been in clamp, the regeneration 
would start not when G, passes cutoff but rather when G2 comes out of 
clamp sufficiently so that the loop gain equals unity. Because of the 
presence of the commutating capacitor C,, the regeneration point will 
then be a function of the speed of the input waveform since the response 
at Ge to a fast waveform will be greater than for a slow waveform. When 
it is required that the triggering level E+ be more independent of input 
waveshape, it is therefore necessary to adjust circuit parameters so that 
G', is initially within its grid base. Now, however, since the d-c stability 
of clamping is no longer available, it may be required that R, and Re 
be stable wire-wound resistors. 

A large cathode resistor introduces into the circuit a number of worth- 
while features of stability. To achieve this high effective cathode 
resistance without a correspondingly large cathode voltage, it is common 
to use in the cathode a constant-current device such as a pentode or the 
plate impedance of a triode with a moderately large resistor in the cathode 
of the triode (see Sec. 1-10). As we shall see (Sec. 15-13), the constant- 
current source minimizes the effect of heater-voltage variation on the 
effective cutoff voltages of the tubes. Second, it keeps constant the 
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drop 7,Rz, independently of variations of tube 7;. Both these features 
serve to stabilize the triggering voltages H+ and E-. 

From the above description of the action of the circuit, it is clear 
that one application is as a squaring circuit. This means that the output 
will be a square wave independently of the shape of the input voltage 
waveform. The duration of the positive portion of the square wave 
corresponds to the interval between the time when the input voltage 
exceeds H+ and the time when e decreases to H-. This application is 
illustrated in Fig. 5-18. Note that the output amplitude is independent 
of input amplitude and that the output waveform may have much 
faster leading and trailing edges than the input waveform. The circuit 
is also used as a regenerative amplitude comparison circuit (see Sec. 15-10). 


Input e 


Fra. 5-18. Response of the cathode-coupled binary to an arbitrary input signal. 


Thus the circuit responds only to signals whose amplitude exceeds a 
definite value E+. In another application the circuit is triggered between 
its two stable states by alternate positive and negative pulses. Thus, 
if the grid of 7 is biased to a voltage EH’ between E- and E+ and a posi- 
tive pulse (whose amplitude is larger than H+ — EH’) is RC coupled to 
G1, then 7, will conduct and T2 will be driven to cutoff. If now a nega- 
tive pulse is applied (whose amplitude is in excess of E’ — E-), the 
circuit will flip back to the state where 7; is off and 7. is conducting. 
This behavior is the same as that of a plate-coupled multi with alternate 
positive and negative pulses applied to one grid. However, for the 
cathode-coupled multi the possible triggering difficulties discussed earlier 
are not encountered because the pulses are applied to the first end 
which is not connected to any other point in the circuit. 

5-11. Hysteresis in the Cathode-coupled Binary. In order to study 
the hysteresis effect in more detail, let us examine the circuit from the 
point of view of a feedback amplifier. Figure 5-19 shows a Schmitt 
circuit in which the quantity a [= R2/(R:i + R2)] is adjustable. The 
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resistor R. is returned to an adjustable voltage source so that the initial 
voltage at G2. may be kept constant as the ratio a is varied. 

Let us consider that the attenuation a has been adjusted so that the 
loop gain is less than unity. In this case a plot of output voltage e, as a 
function of input voltage e would have the appearance of curve 1 in Fig. 
5-20a. The voltage e = FE, corresponds to cutoff in 7, of Fig. 5-19. 
For e < Ei, e@ = Ey — IpRzt, where I» is the current furnished by the 
constant-current source in the cathode. Fore > i, the output increases 


(to adjustable 
voltage) 


-E ce 


Fig. 5-19. A cathode-coupled binary with adjustable attenuator and a constant-cur- 
rent cathode load. 
with £ until tube 7. cuts off ate = He. At this point e = Hy. In the 
region between # and EF» both tubes operate as amplifiers and the output 
follows the input approximately linearly, the nonlinearity being most 
pronounced in the neighborhood of £; and E2, where either 7; or 72 is 
near cutoff. The slope of the curve between Hi and Fz is Ae./Ae = A, 
the forward gain of the amplifier. If we assume a constant-current 
source in the cathode and if we continue to neglect the loading effect 
of the coupling attenuator, we find (from an analysis similar to that 
given in Sec. 1-10) that 

ae Leo a phy 

~ Ae 2(Rr + rp) — auRz 

If now the quantity a is increased, the gain of the amplifier will increase 

and correspondingly the slope in Fig. 5-20a will increase and the voltage 


(5-9) 
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E, will move closer to the voltage H;. Finally, the denominator in 
Eq. (5-6) will become zero, the gain will become infinite, and the response 
of the amplifier will have the appearance of curve 2 in Fig. 5-20a. The 
gain becomes infinite when a = (2/y)[(Rir + 7,)/Rz]. This result is con- 
sistent with the fact that, as may 
be verified, the loop gain of the 
amplifier is 


| 
{ 
(1) Loop gain<1 iv Rra 
| 
I 
H 
| 
| 
! 


A (loop) = 2Rhi +r, (5-10) 


Hence the forward gain A = Ae,/Ae 
is infinite when the loop gain of the 
amplifier A (loop) = 1. 

If a is increased to the point 
where the loop gain exceeds unity, 
then Eq. (5-9) indicates a negative 
gain and slope. This fact, together 
with our previous discussion in con- 
nection with hysteresis, indicates 
that, if a plot should now be made 
showing for each value of e the 
corresponding value of e, which is 
consistent with the tube character- 

(b) istics and Kirchhoff’s law, the re- 
Fia. 5-20. Response of Schmitt circuit (4) sult would be as shown in Fig. 
for loop gain <1, (b) for loop gain >1. 5-20b. The voltages E+ and E- 
are indicated. For a value e = H’, where E- < EH’ < E*, there are 
three possible consistent (hence equilibrium) values of e,. Of these, 
two, x and z, are points of stable equilibrium, while one, y, is a point of 
unstable equilibrium. Hence, point y cannot be attained experimentally 
and the circuit will be in one or the other stable state, depending on the 
direction of approach. For example, if e is increased uniformly from 
zero, the output will remain at the lower value until e = Ht. For 
e > I+, the only consistent output is e. = Hy; hence at e = H* a transi- 
tion must take place. The path which the circuit takes in making the 
transition is determined largely by the capacitances present in the circuit 
and is not related to that part of the curve joining the two states in 
Fig. 5-20b. 

The response indicated in Fig. 5-20a, curve 2, is often particularly 
advantageous. It indicates an abrupt transition between states whenever 
é passes a fixed reference voltage independently of the direction of 
approach. It is achieved by adjusting the loop gain of the amplifier to 
unity. 


Ey,—Io R, 
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For the circuit of Fig. 5-17 there are several methods of eliminating 
hysteresis. For example, a resistor [2,2 may be inserted into the cathode 
of To, as shown in Fig. 5-21. The value of Jy required to bring T»2 just 
out of cutoff is unaffected by F,2 since there will be zero voltage drop 
across this resistor if Ts is nonconducting. Hence, 4- = 77 volts, the 
value calculated for Ry2 = 0. For zero hysteresis, E+ must equal this 
same value. Hence, Rx2z may be found by analyzing the circuit of Fig. 
5-21 subject to the condition that 
e = £* = 77 volts with 7; at cutoff. 
However, such a calculation is only 
approximate because we have made 
the assumption that regeneration 
takes place when either one or the 
other tube just comes out of cutoff. 
Actually the circuit is triggered when 
the off tube is brought into conduc- 
tion sufficiently so that the loop gain 
equals unity. Since Ry. introduces (e) 
degeneration into the circuit, then 
the larger the value of Ry2, the 
greater must be the current in the 
tube being brought out of cutoff a 
before the loop gain reaches unity. Fria. 5-21. Hysteresis may be reduced to 
As the current in one tube increases, 20 by adjusting [xz so that the loop 
the current in the second decreases ® 8 UMtY- 
and hence the g,, of the first tube is increasing while that of the other is 
decreasing. When R;»2 is large enough to reduce the hysteresis to zero, 
both tubes are conducting heavily and the gain is unity at the same input 
voltage whether this voltage is increasing or decreasing. 

From the above discussion we can conclude that the grid voltage of 
T2 must be increased over the cutoff value before hysteresis is eliminated. 
This condition requires an increase in the plate voltage of 7; and a corre- 
sponding decrease in the grid voltage of 7;. Hence, the input voltage Z 
for zero hysteresis will be somewhat smaller than E- = 77 volts. Experi- 
mentally a value of H = 75.5 volts was found. The calculation of Ry2 
suggested above leads to a value which is about 20 per cent smaller than 
the value found experimentally. 

A second method of eliminating hysteresis is to add a resistor Ry, in 
series with the cathode of 7:. By reasoning in a manner similar to 
that given above we can conclude that as a first approximation E* is 
unchanged and hence remains at the value of 87 volts found in Sec. 5-10. 
An approximate value for Ry can be found by analyzing the circuit 
subject to the requirement that H- also equal 87 volts. As already 
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emphasized, the correct value of FR; will occur when both tubes are 
conducting current and the loop gain is unity. The corresponding input 
voltage will be somewhat larger than 87 volts; experimentally a value of 
88.5 volts was found. 

If Ry or Ry. is made larger than the value required to give zero hys- 
teresis, then the loop gain will be less than unity and the circuit will not 
flip from one state to the other. Usually, Ry: or Rize is chosen so that a 
small amount of backlash remains in order to ensure that the loop gain 
will remain greater than unity even if the circuit drifts somewhat (due 
to supply voltage changes, tube aging, etc.). Also, Ri or Rye is usually 
bypassed with a small capacitor. During the transition interval this 
capacitor reduces the degeneration caused by these resistors and hence a 
faster output pulse or step is delivered. The size of this capacitor will 
affect somewhat the value of Rz: (or Rye) at which zero hysteresis is 
obtained. 

If a value of Ri (or Rye) is used which is larger than required for zero 
hysteresis but the resistor is bypassed so that the a-c loop gain exceeds 
unity, then it is possible to trigger the circuit from one state to the next. 
Under these circumstances H- > E+ and hence negative hysteresis 
(E, < 0) exists. This condition is unstable and the circuit will perform 
relaxation oscillations if the input voltage moves slowly between E+ and 
E-. Hence, here is another reason why the resistor Ry: (or Rx2) is 
so chosen as to make Ff, slightly posztive. 

5-12. Cathode Interface Resistance in the Binary. Cathode interface 
resistance (see Sec. 3-18) which develops to some extent in tubes when 
used as amplifiers may be very much more serious in a tube used in a 
binary. The reason for this situation is that the flow of cathode current 
inhibits the formation of interface resistance; but in a binary one tube is 
normally at cutoff. Under cutoff conditions the inhibiting effect of tube 
current is not present and the interface resistance may become very large. 
When a tube has been operated with a heated cathode, but at cutoff, for 
many hundreds of hours, the interface resistance may become large 
enough, when the tube is finally turned on, to reduce the quiescent current 
by as much as a factor of 2. Hence when a binary has remained in one 
state for a long interval of time, it may well be impossible to induce a 
permanent transition. The problem of interface resistance is particu- 
larly serious in large-scale digital computers in which a binary may well 
find itself in one state for a long period. 

There have been developed in recent years a series of dual triode 
vacuum tubes, the cathodes of which have been carefully treated to 
remove all impurities, such as silicon, which give rise to interface resist- 
ance. These tubes have been designed specifically for computer service. 
Notable among these are the types 5963, 5965, and 5844. The 5963 in 
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other respects is not unlike the 12AU7. The types 5965 and 5844 
incorporate other improvements such as better balance of cutoff in the 
two sections and a high zero-bias plate current to permit the use of small 
plate load resistors. 
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CHAPTER 6 


MONOSTABLE AND ASTABLE MULTIVIBRATORS 


The binary circuit, it will be recalled, has two stable states in either 
one of which it may remain permanently. The monostable multivi- 
brator (multi) has instead only one permanently stable state and one 
quasi-stable state. In the monostable multi, a triggering signal is 
required to induce a transition from the stable state to the quasi-stable 
state. The multi may remain in its quasi-stable state for a time which 
is very long in comparison with the time of transition between states. 
Eventually, however, the multi will return from the quasi-stable state 
to its stable state, no external signal being required to induce this reverse 
transition. * 

The astable multi has two states, both of which are quasi-stable. 
Without the aid of an external triggering signal the astable multi will 
make successive transitions from one quasi-stable state to the other. 

Both these multis find extensive application in pulse circuitry. The 
basic application of the monostable multi results from the fact that 
it may be used to establish a fixed time interval, the beginning and end 
of which are marked by an abrupt discontinuity in a voltage waveform. 
The astable multi is an oscillator and is used as a generator of ‘“‘square 
waves” and, since it requires no triggering signal, is itself often a basic 
source of fast waveforms. 

6-1. The Plate-coupled Monostable Multi—The Stable State. The 
circuit of a plate-coupled monostable multi is shown in Fig. 6-1. As in 
the binary circuit, so also here, the plate P2 is coupled to the grid G; 
through a resistance attenuator in which C, is a small commutating 
capacitor. The d-c coupling of the binary from P, to G2 is here replaced 
by a-c coupling. The capacitor C is the coupling capacitor, while FR is 
the grid-leak resistor. While the grid resistor R is shown to be returned 


* Since after an input trigger “flips” the circuit over, it ‘‘flops’” back by itself 
after a time J’, it is known as a one-shot, a single-cycle, a single-step multi or a uni- 
vibrator, Since it generates a rectangular waveform and hence can be used to gate 
other circuits, it is also called a gating multi. Furthermore, since the output can 
be differentiated to give a pulse at a predetermined time T after the input trigger, 
it is also called a delay multi. These names are very suggestive of the uses to which 


the circuit can be put. 
174. 
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to the plate-supply voltage, this feature of the circuit is not essential. 
The resistor 2 may be returned to any voltage in the range from zero 
(ground) to £. We shall, however, at another point, discuss the advan- 
tage of returning R& to the plate-supply voltage. 

If the negative supply voltage —/,, and the coupling resistors 2, and 
Re are adjusted so that T, is below cutoff, the multi will find itself in its 
(permanently) stable state with 71 cut off and 7’: in clamp. 


Eypy= (200 v) 


R,=(20K) R,=(20K) 


-E,.=(-210 v) 


Fria. 6-1. The plate-coupled monostable multivibrator. The values of the components 
given in parentheses refer to the illustrative problem of Sec. 6-3. 


We shall defer for discussion at a later point (Sec. 6-11) the situation 
which results when 7; is not cut off. In the stable state the current in 
T, is zero and that in 7. is I2, corresponding to a clamped grid. The 
plate P; is at E,, and the plate P. (neglecting the loading effect of the 
attenuator) is at Ey, — I2Rz = Ey. The grid G2 is at zero (approx- 
imately) while the grid-to-ground voltage of 7 is 


Ca = (Ee me tee — I:Rz)a —- Eee = Er (6-1) 


in which a = Reo/(Ri + R). 

6-2. The Quasi-stable State. The multi may be induced to make a 
transition out of its stable state by an application of a positive trigger at 
G or P2 or by the application of a negative trigger at Ge or Pi. As with 
the binary, diode or triode triggering may be used to advantage. It isto 


176 PULSE AND DIGITAL CIRCUITS 


be emphasized that the triggering is unsymmetrical, being applied to one 
tube only and not to both tubes simultaneously. 

Consider that a single negative trigger is applied to Gz. and that a 
cegenerative action takes place driving 72 completely below cutoff. The 
voltage at P2 is now Ey and e,; is given by 


ea = (Lisp + Ecc) @ — Eee = Ey (6-2) 


If Hy, as computed from Eq. (6-2), is greater than zero, then TJ, is in 
clamp and Ey is nominally zero. It is not necessary, however, that 7 


(b) 


Fig. 6-2. (a) Simplified circuit for computing the voltage at G. during the quasi-stable 
state; (b) equivalent circuit. The capacitor voltage and the voltage e-2 are given for 
the instant immediately after the transition. 


be in clamp. The tube may be either in clamp or within its grid base. 
In any event a current J; now flows in 7’; and the voltage at P; drops 
abruptly by an amount J,;R,. The voltage at G. drops abruptly by this 
same amount because the voltage across C' cannot change instantaneously. 
The multi is now in its quasi-stable state. The tube voltages are as fol- 
lows: G2 = Ey, @1 = Ew — I1R1, €:1 = En is zero, or as given by Eq. 
(6-2), and e.g = —J,R1. 

The multi will remain in this quasi-stable state for only a finite time, 
since the only d-c connection to G2 is through R to Ly. Eventually, 
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therefore, G2 will rise in voltage, and when G2 passes the cutoff voltage of 
Ts, a regenerative action will take place turning 7; off and eventually 
returning the multi to its initial stable state. We look now into the 
matter of determining the time duration of the quasi-stable state. 

During the quasi-stable state 7’. is off and the voltage changes at G2 
may then be computed from the circuit of Fig. 6-2a in which again e,1 
is zero or as given by Eq. (6-2). A circuit equivalent to that in Fig. 6-2a 
is given in Fig. 6-2b in which the tube 7, has been replaced by a Théve- 
nin equivalent. The voltage J, is the quiescent plate voltage 


Ei = Ew — IR, 


and R, is the output impedance, being given by the parallel combination 
of R, and the dynamic plate resistance of the tube r,. The voltage 
variation at G. during the quasi- 
stable state is shown in Fig. 6-3. 
The transition from stable to quasi- 
stable state occurs at ¢= 0. For 
t <0, @2 = 0, while at ¢= 0+, 
ég = —1,R,. The voltage will 
rise exponentially toward Ey, with 
a time constant r = (R+ B,)C. 
This exponential rise will actually 
continue, however, only until ee 
rises to the cutoff voltage E.., at 
which time a reverse transition will 
occur. Since ordinarily R> R,, 
we shall make little error if we con- 
sider that T= KC. Fic. 6-3. Voltage variation of G2 during 
It will be recalled (Sec. 2-4) that the quasi-stable state. 

when the voltage e at a point ina 

circuit changes as the result of the charging of a capacitor through a 
resistor, then the voltage may be expressed as a function of the time by 


€ = E; = (LE; = Eye" (6-3) 


Here i; is the value of e at ¢ = 0, while E; is the final voltage value, that 
is, the value being asymptotically approached by e. Applying Eq. (6-3) 
in the present case gives 


€c2 = Ey — (Ep + Ti Rr) e~/2° (6-4) 


The quasi-stable state will terminate when e,2 = EZ. or after a time 7 
given by 
Ee + LR 


T = RC In ia i 


(6-5) 
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The time 7 may be varied either through the time constant RC or by 
varying J; The current J, is controlled by e.1, which may be varied by 
means of Lg. 

The duration 7 of a monostable multi is ordinarily not particularly 
stable, depending as it does on the tube characteristics through J; and 
Eo. The stability is somewhat better if R is returned to a high voltage 
such as Ey, rather than to ground. The reason for this feature is to be 
seen in Fig. 6-4. Curve 1 corresponds to returning R to Ey, while curve 2 
corresponds to & returned to ground. The RC time constants have been 


gi Ey, 


Fie, 6-4. Illustrating the advantage with respect to timing stability of returning the 
grid resistor to Eup. 

adjusted in the two cases to give the same initial time duration 7’. 
Suppose that H,. now changes by AE,, due to, say, a change in heater 
voltage. Then the change in timing, 7, — 71, is smaller than T, — 72. 
This matter is discussed in more detail in Sec. 12-5. 

6-3. Waveforms of Plate-coupled Multi. We shall now investigate 
the appearance of the waveforms at both plates and both grids from the 
time before a trigger is applied to the time the multi has restored itself 
to its initial stable state. The waveforms are shown in Fig. 6-5. The 
triggering signal occurs at ¢ = 0 and the reverse transition occurs at 
t= fT. 

At t = 0, Ts goes off and 7; goes on. The voltages e1 and e.2 drop 
abruptly by the same amount, J;R,. The voltage e.2 rises abruptly 
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by I2iz and ¢.1 rises abruptly by the amount al2it,. The voltage at G2 
now starts to rise exponentially with time constant RC toward Ly. 
Until e.2 reaches the cutoff voltage E., all voltages at the other electrodes 
remain unaltered. 

Refer now to Fig. 6-5a and b. At time ¢ = 0, tube 7’; was driven on, 
as a consequence of which e; and e,.2 dropped by liz. At ¢ = T, tube 


1,R,(=70v) 


iy -1,] R,a=[12.5 v| 
(d) 
Fia. 6-5. Waveforms of the plate-coupled multi. The exponential portions of the 


waveforms beginning at ¢ = 7’ all have a time constant (2, + 7.)C. The numerical 
values in parentheses refer to the illustrative example on page 181. 


T, will be driven back to cutoff and, if were not constrained from so 
doing, the plate P; (Fig. 6-1) would rise abruptly by 7,2, and thus carry 
the grid G. upward by the same amount. Att = 7’, however, the grid Ge 
is much closer to zero voltage than at = 0+. If, therefore, the grid Gz 
were driven positive by amount J,R, from an initial level £.., the grid 
G. would go positive by the amount /,R, + E., and appreciable grid 
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current would flow. Since 7, is cut off and R is much larger than R, (in 
the plate of 71), this grid current must flow predominantly through the 
plate load of 7;. The voltage e, is therefore constrained from jumping 
upward abruptly by J, Fz, and as a matter of fact e, will not attain Ey, 
until grid current has ceased. Consequently, while the abrupt upward 
jump at Ge is smaller than /,f,z, the grid G2 does not return gracefully to 


Fic. 6-6. Circuit for calculating the overshoot in the plate-coupled multi. (a) Situa- 
tion immediately before reverse transition. (6) Situation immediately after reverse 
transition. 
zero voltage, but instead initially overshoots its mark and then finally 
decays to zero. It will be recognized that the overshoot here described 
is identical in origin to the overshoot shown in Fig. 4-40. We shall now 
make a quantitative estimate of the magnitude of this overshoot. 

The situation immediately before the reverse transition is shown in 
Fig. 6-6a. The voltage drop across the capacitor is 


Ea = Ey — NR, — Eo (6-6) 


Immediately after the reverse transition the situation is as shown in 
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Fig. 6-6b. Since the transition is abrupt, we may consider that [4 is the 
same in Tig. 6-6a and b. We assume that the flow of grid current may be 
accounted for adequately by including the resistor r., which is the static 
grid-to-cathode resistance of J’2. And since R > Rz, we may neglect the 
grid current through & in comparison with the current through R,. The 
path of the grid current J, is as shown in Fig. 6-6b. Equating to zero 
the sum of the voltage drops encountered yields 


— Ew + Ruri. + Ea + elo = 0 (6-7) 
Combining Eqs. (6-6) and (6-7) gives for the size of the grid overshoot 


= (11Rz, + Eo) Te 
Rr + Te 


The total amplitude of the abrupt jump at the grid Ge is r.f, — Evo. 
The abrupt jump at the plate P; is equal to the grid jump, since Gz and 
P, are coupled by a capacitor. The overshoot decays to zero with a 
time constant (#z + 7.)C, and as the grid overshoot decays exponentially, 
the plate P, rises exponentially to H,,. Corresponding to the overshoot 
at Ge there is an undershoot at P2 The current Jj in 72 at the time 
of the overshoot may be determined by drawing a load line for Rz on 
the positive grid characteristics of the tube and noting the current cor- 
responding to a grid voltage 7.[,.. The undershoot at P» similarly is 
reflected in an undershoot at G:. Of course, all the sharp corners indi- 
cated in Fig. 6-5 are actually slightly rounded by tube and stray shunt- 
ing capacitances. Ordinarily, however, this rounding is of a different 
order of magnitude from the rounding apparent on the trailing edge of 
the waveform at Pi. 

The following illustrative example will indicate more specifically how 
one may determine the waveforms to be anticipated in a plate-coupled 
multi. 


Tole (6-8) 


ExampLe. Compute the voltage levels for the waveforms of Fig. 6-5 for a plate- 
coupled multi whose components and supply voltages are as given in Fig. 6-1. The 
tubes employed are the two halves of a type 12AU7. 

Solution. Drawing a load line for Ri, = 20 Kand £,, = 200 volts on the negative- 
grid plate characteristics for the type 12AU7 (Fig. A-7), we find J2Rz, = 140 volts 
and #,, — I2Rr = 60 volts. From Eq. (6-1), we find Ey = —75 volts. From Eq. 
(6-2), we have Ey = —5 volts, corresponding to which 


I,R, = 70 volts and Ky — 11k, = 130 volts 


Beginning immediately after ¢ = 0, the grid waveform rises from —70 volts expo- 
nentially toward 200 volts with a time constant which is essentially r = RC. The 
quasi-stable state persists until e.2 reaches the cutoff voltage E.. = —15 volts, 
during which time all other voltage levels remain constant. 

We must now compute the amplitude of the grid overshoot, for which we may use 
Eq. (6-8), provided that we are able to decide op a reasonable value of r,. Examine 
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now the positive-grid tube characteristics for the 12AU7 given in Fig. A-8. Observe 
that over quite a range of plate voltage, the grid current is 10 ma for a grid voltage of 
10 volts. We therefore tentatively accept for r. the valuer, = 1,000o0hms. The grid 
overshoot is therefore 


= FOE AB) A002 PS 
rele = “30,000 + 1,000. ~ 21 55 = 2.6 volts (6-9) 


The abrupt portion of the rise of the plate voltage e; has a magnitude 
Teale — Eo = 2.6 + 15 = 17.6 volts 


The remainder of the approach to the supply voltage occurs with a time constant 
(Rr + 7-)C, which is also the time constant with which the overshoot decays. 

To find IjR1, we draw the load line for 20 K and E,, = 200 volts on the positive 
grid characteristics, finding approximately that corresponding to ec. = +2.6 volts 
I}R, = 165 volts. At the overshoot, then, the voltage e,2 drops to 35 volts. The 
amplitude of the undershoot in e1 is ([jRr — I2Rz1)a = (165 — 140) X 16 = 12.5 
volts. 


The least certain feature of the above calculation has to do with the 
overshoot amplitude. This difficulty results from the fact that the 
static grid resistance 7, is not constant but is rather a function of the 
plate voltage, decreasing with decreasing plate voltage. We may, how- 
ever, note that 7, does remain fairly constant, provided the plate voltage 
remains large in comparison with the grid voltage. This result is borne 
out by the curves of Fig. A-8, where it appears that for high plate 
voltage in comparison to grid voltage r, = 1,000 ohms. In our present 
case we require to know the value of r, under the circumstance that 
€-2 = 2.6 volts and é2 = 35 volts; hence we may reasonably corsider 
r, = 1,000 ohms. 

The matter is usually further complicated by the fact that normally 
tube characteristics do not furnish very precise data in the neighborhood 
of small positive grid voltages. The curves of Fig. A-8 are typical. 
If more detailed plate and grid-current curves should happen to be avail- 
able, the calculation of the overshoot may be improved by the following 
procedure. We select first some reasonable value for r, and compute, 
as above, the grid and plate voltage corresponding to the overshoot. 
Corresponding to this first approximation for grid and plate voltages 
we note from the tube characteristics a better value for r.. We may 
now recalculate the overshoots, leading to a still better value of r., etc. 
Normally, however, the first approximation gives sufficiently good results 
and successive calculations are not warranted. 

In the general discussion above of the monostable multi waveforms as 
well as in the illustrative example, we have, in the interest of simplicity, 
made two approximations which may not always be well justified in 
practice. The first of these approximations has to do with the fact 
that we have neglected the loading effect of the attenuator consisting of 
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R, and J. on the voltage which appears at the plate of T's. The effect of 
this loading is clearly to reduce somewhat the voltage at P2 and is more 
pronounced when 7% is off, during the quasi-stable state, than during the 
stable state when 7’: is on. 

The second approximation may be seen by referring again to Fig. 6-2, 
which indicates the charging path for the capacitor C during the quasi- 
stable state. The current which charges the capacitor flows also through 
the output impedance &, toward the voltage source 23. As a result 
of this current the voltage at P, is slightly larger than Ey, — I,R1 by the 
amount of the voltage drop across R,. Furthermore, during the time 
of the quasi-stable state, the capacitor-charging current decreases and 
as a result the voltage at P; decreases. Altogether, then, the waveform 
of é1 in Fig. 6-50 is slightly incorrectly drawn. At time ¢ = 0+, the 
waveform voltage should be slightly higher than /,, — J,Rz, and the 
nominally flat portion of the waveform between ¢ = 0 and t = T should 
as a matter of fact exhibit a slight downward tilt. 

6-4. The Influence of Tube Current J,;0n Waveforms. The tube cur- 
rent J, determines the initial drop [,R, at Pi; and G2. This initial 
drop is conveniently adjustable through the negative supply voltage E... 
The current J; has an effect not only on the duration of the quasi-stable 
state 7’, as is apparent from Eq. (6-5), but also on the general appear- 
ance of the waveforms. 

Tirst, let us note that there is a minimum allowable value of 1, 
I, = I,(min), which is required in order that there shall be a quasi-stable 
state. This current J;(min) is clearly determined by the condition that 
the drop J,(min) fz shall be sufficient to drive G2 below cutoff. Hence 
Iy(min)R, = |£.o| or I:Qmin) = |£,.|/Rr. This result is consistent with 
Eq. (6-5) since this condition makes 7 = 0. Corresponding to J,(min) 
there is a maximum value F,.(max) of the bias supply. Similarly, there 
is a minimum value F.,(min) dictated by the consideration that in the 
stable state tube 7; must be at cutoff. If H,. is adjusted so that 7; may 
not be at cutoff, then the multi has no permanently stable state. In this 
case, aS will be described in Sec. 6-11, the multi becomes astable and 
will switch back and forth between two quasi-stable states. 

In Tig. 6-7 are to be seen the waveforms at Gz and P, for two cases. 
In one case I, = Lj, which is only slightly larger than J;(min). In the 
second case, I; = Ij’, which is very much larger than J,(min). The time 
T” corresponding to J’ is of course larger than J” corresponding to I}. 
This difference in timing is, however, not the essential feature to be 
noted here, since, by adjusting appropriately the time constant RC in the 
two cases, the times may be made the same. Rather, it is to be noted 
that in the case J; = I{ the waveforms are much more nearly rectangular 
than for J, = I;'. The overshoot is smaller, as is to be expected, since 
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from Eq. (6-8) the overshoot depends on the quantity Ji:R, + Eo, which 
is the amount by which the voltage e.. drops below the cutoff level. 
Similarly, the exponential rise in e.2 is much less pronounced for J{ than 
for I’. Again in the waveforms for ¢ the abrupt portion of the rise is a 
much larger fraction of the total jump for J; than for I{/. The waveforms 
at G, and P2 will also be more rectangular for J} since the overshoot will 
be smaller than for J//. 


t=0 ¢t=T' t=T" 
C2 | 
(0) SS. = __ - 
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Fic. 6-7. Comparison of waveforms for J; small and /, large. 


It will be clear from an examination of the grid waveforms of Fig. 6-7 
that an adjustment of J; for a nearly rectangular waveform carries with 
it the disadvantage of poor stability of multi time duration. The dura- 
tion is determined by the interval during which the grid of 7. remains 
below cutoff. Initially, at ¢ = 0, the grid is below cutoff by the amount 
TI;Ri+ Eo. Tf 1:Rt + Eo is small in comparison with £,., a small per- 
centage change in J, will make a large percentage change in 1; Rh, + Koo, 
with a correspondingly large percentage change in timing. 

6-5. Recovery Time in a Monostable Multi. After the formation of 
the gate of duration 7, the multi will not have completely returned to its 
stable state until all overshoots have decayed to zero. The decay time 
of these overshoots is called the recovery time. The recovery time depends 
on the time constant (Rx, + r.)C, while T depends on RC. Where ashort 
recovery time is of importance, a fixed required time constant RC is 
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attained by making F as large as possible and C' correspondingly small. 
A practical upper limit for R is of the order of 10 Meg and is set by the 
same considerations which limit grid-leak-resistor sizes generally (see 
Sec. 3-5). Additionally, if R is large and C small, the effective imped- 
ance between G2 and ground will be large during the interval when G» is 
not in clamp and the circuit may become excessively sensitive to stray 


Triggers 
Ha 2 3 4 5 


7 > | p> 


t 
Fic. 6-8. Waveforms of multi when interval between triggers does not allow complete 
recovery. 

fields. The advantage of a short recovery time may be seen from the 
following discussion. 

Consider what might happen if regularly spaced triggers are to gen- 
erate gates which are as wide as possible (7 to be nearly equal to the 
interval between pulses). At the end of the time 7 the capacitance C 
must recharge through Fz before the next trigger comes along. Suppose 
that Cis not completely recharged and hence that P; has not reached Ly 
before the next trigger is injected. This next impulse will trip the cir- 
cuit and P, will drop to its clamped-on value. The change in voltage S} 
at P, is less than the full swing S; = J,Rz, because the plate did not reach 
Ey. This new smaller increment S; appears at G2, as shown in Fig. 6-8. 
Furthermore, the voltage at Ge will not have decayed to zero when the 
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second trigger arrives. The result is that, after this second trigger, Ge 
starts at a more positive voltage than after the first trigger. Therefore 
the length of the quasi-stable state 7” after the second trigger is lessthan 
T after the first trigger. Hence, there is a longer time available for C’ to 
charge before the third trigger appears. Thus the drop in G2 at this third 


Foi ——— — 
Without diode 


[Bes1-Z 1 Ri} 


(6) t 
Fia. 6-9. (a) Monostable multi using plate-catching diode to shorten recovery time. 
(b) Comparison of plate waveforms with and without diode. 


impulse may again be the original Si. If so, then at the fourth trigger it 
will be Sj. This will lead to the peculiar situation pictured in Fig. 6-8 
in which not all cycles are alike, but rather alternate cycles have the 
same character. 

There are a number of steps which may be taken if it should become 
important to reduce the recovery time. The most straightforward 
method is to reduce the size of the plate load resistance of tube 7). It may 
then become necessary, however, to replace the tube 7; by a larger tube 
since the tube dissipation will increase. Thus, for a given swing at P,, 
the current J, must increase as PR, is decreased. 

A second method is illustrated in Fig. 6-9, which displays the use 
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of a plate-catching diode to eliminate the slow portion of the rise at the 
plate of 7;. Note that in this case the plate resistor of 71 must be 
returned to a higher supply voltage than the plate resistor of 7's. 

After these first two methods have been employed, some further 
improvement may result if an additional diode is shunted from grid to 
cathode of 7’. in order to reduce r,. Finally, we may use a cathode 
follower to couple the plate P; to the grid Gz. Since the plate P is 


Eyy(=250 v) 


o— 


Positive 
trigger 


Fig. 6-10. A cathode-coupled monostable multi. Components and supply voltage 
specified refer to the illustrative example of Sec. 6-7. 

coupled directly to the grid of the cathode follower, it is required that 
the cathode-follower supply voltage be higher than the multi supply 
voltage. The timing capacitor is connected between the cathode of the 
cathode follower and the grid G:. The timing capacitor will now be able 
to recharge through the low output impedance of the cathode follower. 
The use of a cathode follower or of a small plate load resistance for 
tube 7’, will reduce the recovery time as already noted, but the amplitude 
of the overshoots will be greater than before [see Eq. (6-8)]. 

6-6. The Cathode-coupled Monostable Multi Waveforms. An alter- 
native form of the monostable multi, the cathode-coupled multi, is shown 
in Fig. 6-10. This circuit bears the same relation to the plate-coupled 
monostable multi as the Schmitt circuit bears to the plate-coupled 
binary. Observe that the coupling from P:2 to G; is lacking and that in its 
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place has been substituted a common cathode resistor Ry. No negative 
supply is required. The signal at P: is not directly involved in the regen- 
erative loop. Hence, the plate P, makes an ideal point from which to 
obtain an output voltage. The grid Gi is an ideal point at which to 


I,1, +(Ip +All, +I,)R, 
) 


I,R,(=41v) ne eS IY 


1, R,+ E,02= 
[24-15=9.0 v} 


(c) 


Fie. 6-11. Waveforms of the cathode-coupled monostable multi. Numerical values 
in parentheses correspond to the illustrative example of Sec. 6-7. 

inject the triggering signal, since this grid is coupled to no other point in 
the circuit. Hence, the trigger source cannot load the circuit. It also 
turns out that the width of the multi gate is an accurately linear function 
of the d-c bias voltage # on Gi, and hence this circuit makes an excellent 
gate generator whose width is easily and linearly controllable. | 
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The waveforms of the cathode-coupled multi are shown in Fig. 6-11. 
The waveform at G; is now of no interest since it consists only of the 
triggering pulse. In its place, however, we have a waveform at the 
cathode. Initially, tube 7. in Fig. 6-10 carries a current J, correspond- 
ing toa clamped grid. The grid of 72 and the common cathode are at a 
voltage J.R,. It is, of course required here as in the case of the plate- 
coupled multi, that 7, be cut off when 7. is conducting. Hence, the bias 
voltage I on the grid of 7; must be less than J2R; by at least the cutoff 
voltage E.o, of the tube T;. We may therefore note that the maximum 
allowable value for E is 


HS sins = I.R;, => Eco1 (6-10) 


When a triggering signal causes a transition from the stable to the 
quasi-stable state, the current in 7’, becomes zero and a current J, flows 
in 7;. This.current may be determined by the value at which HZ has been 
set. Hence in Fig. 6-11, immediately after t = 0, Ps rises abruptly by 
I:Rzt, while P; and G, drop abruptly by JiRz. The cathode voltage 
changes from JR; to I,R,. 

In order that there shall be a quasi-stable state, the current J; must 
be large enough to drive 72 below cutoff. This minimum required 
current I, is easily calculated as follows. Att = 0+, the grid G2, which 
was at a voltage 2; with respect to ground, drops by [,R, volts. Hence, 
at t = 0+, the grid-to-ground voltage of tube 72 is 


Ccn2 = IoRy al T,Rz, 
At this time also the cathode-to-ground voltage is 
ey = I, R: 


It is required that ecn2 be less than e, by at least the cutoff voltage E.o2 
of tube T,. Hence Jo is given by the condition that at ¢ = 0+ 


Cent — Ce = Eicon 


or T2Ry, — IoRkt — oR: oa Ecos 
— Lelie — Leos : 
so that ag ete (6-11) 


*In Eq. (6-11) as in (6-10), the cutoff voltages E.o2 and E.o1 correspond to the 
actual plate-to-cathode voltages E>, of the tubes, which voltages are smaller than 
Ev, because of the drop across the cathode resistor. In Eq. (6-10), Hp, = Ey, — Iekx, 
and I; is known. Hence E.o1 may be determined directly from the tube charac- 
teristics. In Eq. (6-11), H.o2 corresponds to Ep, = Ey, — Ioltz, in which Jo is not 
known. We may, however, find E..2 by successive approximations. We assume 
initially that E.o2 corresponds to /,, and use this value in Eq. (6-11) to find a first 
approximation to Jo. Using this value for Ip, we may determine F,o2 more precisely. 
Ordinarily, however, the error involved is small and the more detailed calculation is 
not warranted. 
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The voltage FE on G, must not be less than a value Ein corresponding 
to the current J). And the waveforms of Fig. 6-11 apply only, of course, 
for the case Emax > E> Enin. 

After the initial abrupt jump in all the waveforms, the voltage at Ge 
starts to rise exponentially toward E,,. All other voltages remain con- 
stant until écnz rises to the cutoff voltage of T'2, which occurs, as indicated 
in Fig. 6-11, when éene = 118i + Eeoo. At this point the quasi-stable 
state is terminated, and as in the plate-coupled multi, there is an overshoot 
in the waveform at G2 before the waveform finally settles to the quiescent 
level [2R,. Associated with this overshoot there are overshoots in the 
waveforms at P2 and at the cathode and a delay in the attainment of the 
final level E,, by the waveform at P. 

The computation of the overshoot in the cathode-coupled multi is 
somewhat more involved than the calculation of the overshoot in the case 
of the plate-coupled multi. This complication results in the former case 
from the presence of the cathode resistor. In Sec. 6-7 we inquire into 
the overshoot, and we shall then be able to complete the discussion of 
the waveforms of Fig. 6-11. 

6-7. Overshoots in Cathode-coupled Multi. The amplitude of the 
overshoot may be calculated from the circuit shown in Fig. 6-12a, since at 
the instant of the overshoot 7 is off and T2is on. Neglecting the small 
current through &, we may replace a by b. In b, Eq is the difference 
between the supply voltage Hy, and the voltage H4 across the capacitor. 
The voltage LH’, is the capacitor voltage immediately before the overshoot 
and may be determined from c, which depicts the situation just at the time 
when 7’. reaches cutoff. We have 


= (Ly — Rr) — (11Ri + Eo) 
and Ha = Ew — Ea = [i(Ri + Re) + Boor (6-12) 


If, in Fig. 6-12b, Ha were equal to J2R;, then there would be no overshoot. 
For the purpose then of computing the amount by which the grid voltage 
exceeds the quiescent level J2/%,, we may use the circuit shown in Fig. 
6-12d, in which 


Ey = Ha — IR, = T1(Rr + Re) + Hoe — I2Re 
= (11 — [o)(Ri + Rx) (6-13) 


where use has been made of Eq. (6-11). Since here we are interested 
in a case in which the grid goes positive with respect to the cathode, the 
resistor r, has been included to account for the flow of grid current. 
Since the overshoot is ordinarily small, we may use the linear equiv- 
alent circuit of the vacuum tube as in Fig. 6-12e, to find the departure of 
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Fie, 6-12. Development of an equivalent circuit from which to calculate the overshoot 
in a cathode-coupled monostable multi. 


voltages and currents from the quiescent condition. The quiescent con- 
dition is the one in which e, = Gene = Jol? and the grid current is zero. 
The change in plate current is AJ, and the change in grid current is 
AI, =1I,—0=TI1,. The mesh equations of Fig. 6-12e are 


R,(AL» + I.) + (Ry + ty)Ale = plo. = urel, 
(Ry, + 7)I, + R(T + Al) = Ej 


I 
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It may now easily be verified that, in terms of the symbol y defined by 


bre — Re 
Ry + Ri +r, 


and Al, = yI, (6-15) 


(6-14) 


: 
Rirt+tre+ 1 + vy) Ri 


Equation (6-15) also indicates that the coupling capacitor C charges 
from an effective voltage Ej through a resistance Ry + r. + (1 + y) Ru. 
The time constant of the decay of the overshoot will accordingly be 
(Ri + ret (1 + vy) RIC. 

In terms of the grid current J, and the increment in plate current 
AI, the waveforms of the cathode-coupled multi may now be completed 
with the results indicated in Fig. 6-11. An illustrative example follows. 


that — 


ExampLE. Compute the voltages Hmax and Emin for the cathode-coupled multi 
whose components and supply voltage are as given in Fig. 6-10. For a value of # 
approximately midway between Emax and Emin, calculate the voltage levels of the 
waveforms of Fig. 6-11. The tubes employed are the two half sections of a type 
12AU7 tube. 

Solution. Drawing a load line corresponding to Ry, + Ry = 10 K and Fy, = 250 
volts on the negative grid-plate characteristics for the type 12AU7 (Fig. A-7), we 
find I, = 18.7 ma. Hence [2R, = 7 X 13.7 = 96 volts and J2k, = 3 X 13.7 = 41 
volts. The voltage Emax is given by Eq. (6-10) in which £,.; is the cutoff voltage 
corresponding to a plate-to-cathode voltage of 250 — 41 = 209. We find #... = —15 
volts so that Emax = 41 — 15 = 26 volts. 

To find Zmin, we must first find J) from Eq. (6-11). Assuming tentatively that 
Ecoz is also equal approximately to —15 volts, we find 


41 +15 


743 = 5.6 ma 


In = 


It appears, then, that F.o2 is actually the cutoff voltage corresponding to a plate-to- 
cathode voltage of 250 — 3 X 5.6 = 233, so that E.o2 is more nearly equal to 
—17 volts. However, the precision with which tube characteristics apply to an 
individual tube hardly warrant applying this correction. We find now from the 
tube characteristics that a current J) = 5.6 ma flows when the grid-to-cathode voltage 
is —8 volts. Hence 


Emin = Ee + Toh = —8 + 5.6 x 3 = 8.8 volts 


Now let us compute the voltage levels in Fig. 6-11 for # = 18 volts. Using the 
method of Sec. 1-7, we find that corresponding to EF = 18 volts J; = 8.0 ma, giving 
I,R, = 56 volts and J,R, = 24 volts. Also, as noted above, J2Rz, = 96 volts 
and J,R;, = 41 volts. These voltage levels are indicated in parentheses in Fig. 6-11. 

At the current corresponding to grid clamping (J: = 13.7 ma) and at a plate 
voltage of 250 — 96 — 41 = 1138 volts, we have (see Fig. A-9) » = 18, rp = 6K. If 
we assume as before that r- = 1,000 ohms, we find, from Eq. (6-14), that 


18 — 3 


eee eo aia 
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Combining Eqs. (6-13) and (6-15), we have 


_ U1 — 1o)(Rr + Rx) _ (8.0 — 5.6)(7 + 3) 
"Rrpt+tre+ l+yhRe 7T+14+194 X83 
and Al, = ylI, = 0.94 X 1.7 = 1.6 ma 


= 1.7 ma 


Hence at the overshoot the cathode voltage rises to 
(Ie + Ale + I.)R, = (13.7 + 1.6 + 1.7)3 = 51 volts 


and the voltage at G2 rises to 51 + /.r, = 51 + 1.7 = 53 volts. It is now easily 
verified that the remaining voltages indicated in Fig. 6-11 are given correctly. 


6-8. Linearity of Delay of Cathode-coupled Multi. A useful feature 
of the cathode-coupled monostable multi is the fact that the delay is 
quite accurately linearly related to the voltage EF (Tig. 6-10) on grid Gi. 
If, therefore, a delay or a gate duration is required which is proportional 
to an electrical control signal, this signal need only be applied to G4. 
Similarly, if manual control of the delay is intended, then the voltage E 
may be derived from a linear potentiometer. 

The linearity results from the facts that the tube current J, is linearly 
related to the voltage H and that the duration of the delay is linearly 
proportional, in turn, to I; The linearity of J, with EF is to be expected 
from the discussion of Sec. 1-6, where it is pointed out that the presence 
of the cathode resistor introduces negative feedback which serves to 
make the current J; vary more linearly with EZ, To see that the delay T 
is fairly linear with J, we proceed as follows. 

Let us apply Eq. (6-3) to the exponentially rising portion of Gz (see 
Fig. 6-lilc). Then Hy = Ey, FE; = I2R, — I1R1, and when t = T, 
e= 1,R;, + Lue. Substituting these values into Eq. (6-3) and solving 
for T/r = T/RC, we find 

Ye -_ In Ew + IR, Ue I2Ry 
RC Eos — Eeor — LR: 
It is convenient to introduce the variable 19 = J; — Io, I10 being the 


departure of the tube current from the current corresponding to Emin. 
Also let 


(6-16) 


= Ey + IoRr = I2Ry (6-17) 
Using Eq. (6-11) for Jo, we also find 
E’ = Ky — Loo — Io: (6-18) 


In arriving at Eq. (6-18), we have neglected the fact that Eo. in Eq. (6-16) 
actually depends somewhat on J;, while F..2 in Eq. (6-11) corresponds 
to a value J; = Jo. Using Eq. (6-17) in the numerator of Eq. (6-16) 
and Eq. (6-18) in the denominator, we have 


T B! + IRs _ ) 1+ ToRz/E’ 


RO eke TT (6-19) 
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From the expansion In (1 + 2) = x — 27/2 + 73/3 — +--+, we find 
approximately, for Jiofz and I1.f; both small in comparison with EL’, that 


Tw Lil Rt + Re) ( — Lio( kr — fe) 
a OR 


We may therefore expect linearity so long as Jip(Rzt — Rr) KQH’. For 
the circuit of Fig. 6-10, it is easily computed that E’ = 248 volts and that 
the maximum value of Ji0(Rz — R;,) = 18 volts. Hence the correction 
term in the parentheses in the above equation is never larger than 


18 
2X 248 


If we select Rr, = R,, then Eq. (6-20) gives a zero correction and we 
should then carry out the expansion to a higher order (see Prob. 6-15). 


(6-20) 


= 0.03 


i i 
RC | 


[Mec] max 


Emin Emax E 


Fig. 6-13. Pertaining to the definition of linearity of delay. 


The linearity of delay T with input voltage EH depends on the linearity 
with which J, follows H (see Prob. 6-16). Experimentally it has been 
determined that it is possible to adjust the cathode-coupled multi to 
provide a linearity error of 1 per cent. The definition of linearity error e 
employed here is given in connection with Fig. 6-13 as 
_ A 
SCEPC es 


in which A is the maximum discrepancy between an experimental plot 
of 7/(RC) vs. E and a straight line joining the beginning and end points 
of the plot (see Prob. 6-14). From Prob. 6-14, we have 


_ Tio( Ri — Ri) 
. Sh’ 


The delay T is a sensitive function of supply-voltage variations. For 
example, if the Ey supply changes by 10 per cent, we may expect 
about a 5 per cent change in delay. Another type of delay circuit which 
is much less dependent upon supply-voltage variations than this multi is 
described in Sec. 7-7, 


(6-21) 
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6-9. The Influence of H on Waveforms. The gate width 7 of the 
cathode-coupled multi is determined by / and the product RC, assuming 
that all other parameters are held constant. As His varied from Enix to 
Emax, the logarithmic term in Eq. (6-16) varies from zero to a maximum, 
M. The maximum delay 7'max is given by Tmax = RCM. A given delay 
can be obtained by using either a small FE and a large RC or a large EF and 
asmall RC. If His near Hnin (so that 2, is near I), then the overshoots 
in waveform will be small, whereas if # is near E,... (large I), the over- 
shoots will be emphasized. This situation corresponds to the analogous 
state of affairs for the plate-coupled multi discussed in Sec. 6-4. 

If RC is held fixed and F is slowly increased from zero, then the 
following events will take place. For voltages below Emin, the circuit 
cannot be triggered. For HZ > Enin, the waveforms will change from a 
narrow gate with little overshoot (analogous to those indicated to the left 
in Fig. 6-7) to wider and wider gates with progressively higher and higher 
overshoots (analogous to those indicated to the right in Fig. 6-7). When 
E reaches Emax, the circuit becomes an astable instead of a monostable 
multi and it continues to operate even when the triggers are removed 
(as discussed in Sec. 6-11). 

The above assumes that the triggers are widely spaced compared with 
the maximum multi width. If this is not true, then the above sequence 
of events takes place until the multi width approaches the time between 
triggers. Then the situation pictured in Fig. 6-8 takes place, where 

‘alternate cycles have different waveforms. As a matter of fact this 
anomalous situation may be obtained even at narrow widths if the 
recovery time constant is comparable to the time between pulses. This 
emphasizes the importance of keeping C’ as small as possible, just as 
with the plate-coupled monostable multi. 

6-10. Triggering of the Monostable Multi. The monostable multi 
may be triggered by applying a positive pulse to the normally off grid G1. 
The pulse must be at least large enough to bring G; out of cutoff. For 
example, in the cathode-coupled multi, the trigger amplitude when added 
to H.. = H — IR, must exceed the value E,o:. Hence for any value 
of EF the trigger Ey required must have an amplitude of at least 


Er = eR; — E + Loeo1 
Using Eq. (6-10), we find 
Er = fe — E (6-22) 


The largest trigger amplitude Hy = Hp (max) = Fuax — Luin will be 
required when 
E = Enin 
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If triggers of amplitude less than Hr (max) are employed, then the 
multi will trigger when F is set for large delays but not when FE is set 
for short delays. Thus, if # is initially near H,,,, and then progressively 
decreased, the multi will operate properly with progressively shorter 
delays until finally a critical value of E will be attained where the multi 
will fail to respond. At this point if the trigger size is increased the 
multi will once again function properly. 

In the plate-coupled multi, if the trigger is introduced at G1 through 
a capacitor, the capacitance must be small, since a signal appears at G; 
due to the regeneration in the multi. The remarks made earlier (Sec. 
5-7) in connection with the triggering of a binary with a positive pulse 
through a small capacitor apply equally well in the present case. If 
the input time constant is small in comparison to the triggering pulse 
duration and if the pulse is rectangular in form, the multi may well make 
a reverse transition at the trailing edge of the trigger. Furthermore, if 
the trigger source impedance is low, the input capacitor may charge due 
to grid current and again a reverse transition may occur at the trailing 
edge of the trigger. This grid current may result if the pulse amplitude 
is large enough temporarily to drive the grid positive or if the quasi- 
stable state is one in which the grid G: is normally in clamp. In the 
cathode-coupled multi the input capacitor may be quite large and it is 
easier to avoid the reverse transition. 

However, even in the case of the cathode-coupled multi there is a 
difficulty that arises when the triggered grid is permitted to draw grid 
current. As a result of the grid current the input capacitor charges 
and decreases the average value of the grid voltage, and the time of the 
quasi-stable state is correspondingly reduced. This shortening of the 
delay becomes more pronounced as the width of the triggering pulse 
increases. 

A negative pulse applied to the on grid G2 (or equivalently at the plate 
P,) has, as in the binary, the advantage that the multi responds more 
sensitively. Also, as in the binary, there is less likelihood of a reverse 
transition occurring at the trailing edge of the trigger since, after the 
initial transition, G2 is well below cutoff. 

The triggering arrangement shown in Fig. 6-14 has a twofold advan- 
tage. First, it takes advantage of the improved sensitivity of the multi 
to a negative signal applied to Gz. Second, at the instant of the transi- 
tion the plate of 7, drops, the diode no longer conducts, and the multi 
is ‘unresponsive to the triggering signal until the quasi-stable state is com- 
pleted. This second feature is particularly important in a case where the 
input signal is not a short trigger but is rather a continuous waveform, say 
asine wave. An application of this triggering scheme will be seen in Sec. 
7-3 in connection with the synchronization of a vacuum-tube sweep circuit. 


MONOSTABLE AND ASTABLE MULTIVIBRATORS 197 


6-11. The Monostable Circuit Adjusted for Free-running Operation. 
The monostable multi circuit has a permanently stable state only if 
the tube 7; is able to remain permanently cut off. We inquire now 
into the matter of what happens when the bias on TJ’; is adjusted so 
that 7, is not able to remain cut off. For this purpose consider the 
circuit of Fig. 6-15. The form of the circuit is the same as for the 
cathode-coupled monostable multi. However, since the return for both 
grids is the same ground point, it is clear that it is not possible for the 
tube current J. to keep tube 7’; permanently cut off. This circuit has no 
stable state but instead has two quasi-stable states between which the 
multi makes transitions periodically without the aid of external triggers. 


Negative 
signal 


LL 


Fig. 6-14. Triggering of a monostable multi with a negative-going signal through a 
diode. 


We shall look now qualitatively into the waveform which will appear 
at the grid G2. In a particular case the waveform voltage levels may be 
determined quantitatively by the methods given above, as may also the 
waveforms and voltage levels at other points in the circuit. The discus- 
sion below will be directed at the circuit of Fig. 6-15, but the results will 
apply in a general way to any monostable circuit similarly adjusted. 
For example, the cathode-coupled multi with E > E,,.. will behave in an 
astable manner similar to that discussed below. 

Referring to Fig. 6-15a and b, we consider the grid Gz waveform begin- 
ning at a time t= 0. Assume that at this time, because of the past 
history of the circuit, the tube 71 is carrying a current J, while 7. is 
below cutoff. The voltage at G2 is rising exponentially toward ground 
voltage. This exponential rise continues until én2, the grid-to-ground 
voltage of Ge, passes the cutin point of JT, which occurs at 


€en2 = L1R, + Ecoe 


At this point a regenerative transition occurs since now both tubes may 
operate as amplifiers. The voltage at G2 jumps to a high value because 
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the change in voltage at Pi, as T'1 goes off, is transferred through C to G2. 
So long aS écn2 remains appreciably higher than ground voltage, the 
increased current through 7’, will be large enough to keep 7’; cut off because 
of the common cathode resistor. The capacitor C charges initially 
through the flow of grid current, and then at ¢ = ¢, the grid current falls 


Ex, 


C charging through 


grid current 
C charging through R 


(d) 
Fra. 6-15. (a) A monostable type circuit which has no stable state. (b) The waveform 
at the grid G2. 


to zero and C continues to charge through R. The initial decay of eens is 
therefore rapid, the remainder relatively slow. Sometime before e.n2 drops 
to zero the current J2 is no longer adequate to keep 7, cut off. This is 
the premise with which we started. When this condition is attained, 
the reverse transition occurs, driving 7. to cutoff. We have now returned 
to our starting point. Ordinarily the partial period JT’ is appreciably 
smaller than 7’’. Usually a more symmetrical waveform is of advantage, 
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and when a free-running multi is required the symmetrical circuit form 
discussed in Sec. 6-12 is more commonly employed. 

If 2, or R, or both are selected to be quite small, it may happen that 
neither tube is able even temporarily to keep the other tube cut off. 
In such a case the circuit will behave approximately as a sinusoidal 
oscillator. The frequency of oscillation will be determined by the stray 
capacitances associated with the circuit. These circumstances would 
correspond to the case in which the loop gain of the circuit is not much 
in excess of unity. 

6-12. The Astable Plate-coupled Multi.2 The circuit diagram of an 
astable plate-coupled multi is shown in Fig. 6-16. Since the coupling, in 
this case, is entirely capacitive, it is clear that neither tube can remain 
permanently cut off. This multi has, therefore, no stable state but has 
instead two quasi-stable states be- 
tween which the circuit will make 
periodic transitions. 

We discuss now the waveforms at 
the plates and grids of the astable 
multi of Fig. 6-16. These wave- 
forms are shown in Fig. 6-17a to d. 
We consider that at the time im- 
mediately before t = 0, tube 72 is at 
grid clamp and carrying correspond- 
ingly a current J, while tube 7, is 
below cutoff. The capacitor C, 
charges through resistor Ri, and at 
¢ = 0 the grid G1 reaches the tube 
cutoff voltage Z.. Tube 7; goes on, 
driving 72 to cutoff and causing the = - 
plate of 7, to start to rise to Ey. erage The plate-coupled astable 
The voltage rise at plate P, is trans- ; 
ferred to Gi, causing the customary grid overshoot at G;. The amplitude 
of this overshoot is calculated in precisely the same manner as the grid 
overshoot which occurs in the plate-coupled monostable multi of Fig. 6-1. 
The amplitude of the overshoot is given by Eq. (6-8) as 


— (Rt + Hin) Pe 
rele = Rr “ Te 


in which we have replaced J; by I since the clamped current for both tubes 
of Fig. 6-16 is the same. 

If the tube current at the moment of the overshoot is I’, then the 
corresponding undershoot at the plate P,; will carry the plate from 
Ew (at t = O—) to Ly — I’Rz (at t = 0+), while G2 will change from zero 
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(clamp) to —I'R,. The abrupt portion of the rise at P2 is the same in 
amplitude as at the grid G, and therefore is of magnitude r.I, — Evo. 
The overshoot at G, and the undershoots at Gz and Pi decay with a time 
constant (Rz + 7.)Cs2, which is the time constant also with which ¢é: 
eventually attains the level Ey. After the overshoot has decayed, the 


Time 


0 t=T, t=7T,+T,=T 
i} 
| 


’ toe as ap IR, (b) 


' 
tele Eco IR, 
cm 


c 


Fia. 6-17. Waveforms of the plate-coupled multi of Fig. 6-16. 


grid G2 is left at the voltage —JRz, from which point it rises toward Ey, 
with the time constant RoC. When G2 reaches the cutoff level, the 
reverse transition occurs. The second part of the cycle produces the 
same waveshapes as does the first part described above except for the 
fact that if the grid time constants are different the duration of the 
individual portions of a complete cycle are different. 
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The time durations of the overshoots are ordinarily very small in 
comparison with the times required for C; to charge through 2; and C2 to 
charge through Re. Using Eq. (6-5), we find that the time required for a 
complete cycle is, neglecting the overshoot times, 


Ew + IR, 


T= T, + T's = (RiCi -+ R2C2) In Eu a LE. 


(6-23) 
We may neglect £. in comparison with E,,. Then for values of plate 
swing Ji, which vary all the way from 14 to 34 of Lys, the logarithm 
in Eq. (6-23) varies only between 0.25 and 0.55. Hence as a rough but 
useful general approximation 


RiCi + RC2 _, 
a = Re | (6-24) 


T= 
in the symmetrical case when iC; = RoC. = RC. 

Since the plate characteristic for #, = 0 can be approximated by a 
straight line through the origin, Jz is roughly proportional to Ey. To 
a first approximation, —Z,, = Eys/pn. Under these circumstances the 
factor E,, can be canceled in the numerator and the denominator of 
Eq. (6-23). Thus, the frequency of the multi will vary only of the order 
of several per cent for a supply-voltage variation of the order of 100 volts. 
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CHAPTER 7 


VOLTAGE TIME-BASE GENERATORS 


A linear time-base circuit is one that provides an output waveform, 
a portion of which exhibits a linear variation of voltage with time. An 
application of first importance of such a waveform is in connection with 
a cathode-ray oscilloscope. The display on the screen of a scope* of the 
variation with respect to time of an arbitrary waveform requires that 
there be applied to one set of deflecting plates a voltage which varies 
linearly with time. Since this waveform is used to sweep the electron 
beam horizontally across the screen, it is called a sweep voltage. There 
are in addition many other important applications for time-base circuits 
such as in radar and television indicators, in precise time measurements, 
and in time modulation. 


/—-Ts—><—_T, —] t 

Fig. 7-1. A general sweep voltage. The Fic. 7-2. A saw-tooth voltage. 
sweep time is 7, and the return time 

is T,. 


7-1. General Features of a Time-base Signal. The typical form of a 
time-base voltage is as shown in Fig. 7-1. Here it appears that the volt- 
age, starting from some initial value, increases linearly with time to a 
maximum value, after which it returns again to its initial value. The 
time required for the return to the initial value is called the restoration 
time, the return time, or the flyback time. Very frequently the shape 
of the waveform during the restoration time and the restoration time 
itself are matters of no special consequence. In some cases, however, a 
restoration time is desired which is very short in comparison with the 
time occupied by the linear portion of the waveform. If it should happen 


* It is customary to refer to a cathode-ray oscilloscope simply as a scope, 
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that the restoration time is extremely short and that a new linear voltage 
is initiated at the instant the previous one is terminated, then the wave- 
form will appear as in Fig. 7-2. This figure suggests the designation 
saw-tooth generator or ramp gencrator. It is customary to refer to wave- 
forms of the type indicated in Figs. 7-1 and 7-2 as sweep waveforms even 
in applications not involving the deflection of an electron beam. 

We shall see that generators of time-base signals do not ordinarily 
provide sweep voltages which are precisely linear. Additionally a 
nominally linear sweep may be distorted in the course of transmission 
through a coupling network (see Secs. 2-1 and 2-4). The three most 
useful ways of expressing the deviation from linearity, and the correlation 
between them, are given in the following. 

The Slope or Sweep Speed Error e;. In the case of a general-purpose 
cathode-ray oscillograph an important requirement of the sweep is that 
the sweep speed (1.e., the rate of change of sweep voltage with time) be 
constant. A reasonable definition of the deviation from linearity is 


difference in slope at beginning and end of sweep 
initial value of slope 


é = 


The Displacement Error eg. In connection with other timing appli- 
cations a more important criterion of linearity is the maximum difference 


Es 


O 
Fia. 7-3. Relating to the definition Fia. 7-4. Relating to the definition 
of displacement error. of transmission error. 


between the actual sweep voltage and linear sweep which passes through 
the beginning and end points of the actual sweep as in Fig. 7-3. Here 
we may define 
__ (€2 — €,)msx 
sae oa 
The Transmission Error ¢. If a ramp voltage is transmitted through 
a high-pass RC network, the output falls away from the input, as indi- 
cated in Fig. 2-10a and in Fig. 7-4. The transmission error is defined 
as the difference between the input and output divided by the input. 
Thus, with reference to Tig. 7-4, we have (at time ¢ = 7’) 


i, — #, 
aa as 


3 
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If the deviation from linearity is small so that the sweep voltage may 
be approximated by the sum of a linear and a quadratic term in ¢, then 
it can be shown from the above definitions that 


€a = ree. = 146 (7-1) 


7-2. The Thyratron Sweep Circuits. We consider first the sweep 
circuit using a thyratron tube, the schematic of which is shown in Fig. 
7-5. The circuit lacks much of the versatility of sweep circuits employ- 
ing vacuum tubes and is limited in its ability to provide sweeps of high 
speed. However, because of its simplicity it is employed commonly in 
many general-purpose laboratory oscilloscopes. 

In order that the arc of a thyratron! be ignited, the plate-to-cathode 
voltage must first attain the breakdown voltage Hz. The breakdown 


Fig. 7-5. A thyratron sweep circuit. 


voltage is a function of the grid bias and for the type 884 thyratron the 
variation of Hz with grid bias voltage e, is given approximately by the 
relationship Hyg = —8e,. 

Once the arc has formed in a thyratron, the grid loses its ability to 
control the tube current. Variations in grid voltage accomplish nothing 
but a variation of the thickness of the positive ion sheath surrounding the 
grid. The arc will persist just as long as the current through the tube is 
large enough to maintain an adequate supply of positive ions to replace 
those ions which are lost through the process of recombination. If the 
current is large enough to maintain the ion supply and is less than the 
saturation current of the tube, the tube drop will remain essentially con- 
stant at the maintaining voltage /,, independently of the current. Over 
this range of currents, the tube current is determined by the circuit 
external to the tube. The arc may be extinguished only by reducing the 
tube current below the minimum required to maintain ionization. When 
the arc has been extinguished, the grid once again regains control 
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and determines the plate voltage which must be applied to the tube to 
cause breakdown. 

The output waveform of the circuit of Fig. 7-5 is the voltage which 
appears across the capacitor C. This waveform is plotted in Fig. 7-6. 
A negative bias /,, is maintained on the grid, and the tube consequently 
does not conduct until the plate voltage rises to the breakdown voltage 
Ea which corresponds to L,,.. The capacitor C charges through R, 
approaching asymptotically the supply voltage Hy, as shown. When the 
capacitor attains the voltage Ha, the thyratron ignites. At this point the 
thyratron may be considered to be replaced by a battery whose terminal 
voltage is equal to the maintaining voltage of the tube. The capacitor 
C will discharge through the tube and series resistor r until the capacitor 
voltage drops to the maintaining voltage. The arc will extinguish itself 


t=0 
Fie. 7-6. Waveform obtained from a thyratron sweep. 


at the instant the tube current is less than the minimum required to 
maintain the arc and the charging of the capacitor through F& from the 
supply voltage will begin again. The resistor r is made small enough 
to permit a rapid discharge of the capacitor but not so small that it 
permits a larger discharge current through the tube than the tube can 
safely handle. The maintaining voltage of the 884 thyratron is about 
16 volts, the minimum current required to maintain the arc is of the 
order of magnitude of 1.0 ma, while the maximum peak current which 
should be permitted to flow at the discharge of the capacitor is about 
0.5amp. To limit the positive ion grid current to a safe value, a resistor 
R, (& 10 K) is inserted in the grid circuit. 
The sweep voltage e, = e, — Lm is given by 


eg = E(L — e-/FC) (7-2) 
in which # = Hy — L,. If the definition of sweep-speed error is ap- 
plied to the above waveform, we find that e, is given exactly by 

E, 


i (7-3) 


ee = 
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where E, = Ha — E,, is the sweep amplitude. From Eq. (7-1), the dis- 
placement error is given approximately by eg = 1¢E,/E. 

If t/RC <1, it is convenient to expand the exponential in Eq. (7-2), 
so that 


t t i 
«= Ege (t- spot ope - +: ae) 
Since e, = EH, when ¢ = T,, we have to a first approximation that 
E,_ T, 
BE RC (69) 


Hence, if the sweep is to be reasonably linear, the time constant RC 
must be large compared with the sweep time 7’. 

In the sweep circuit presently being considered the waveform is repet- 
itive; one sweep is initiated immediately at the termination of the 
previous sweep and the circuit does not wait for some external signal to 
initiate the sweep. The sweep is termed recurrent and it is customary 
to calibrate the control dials of the scope in frequency rather than sweep 
time. The frequency is a function of Hy, E.. (since Eg is a function of 
E.c), R, and C. In practice, Hy, and E,,. are kept constant and the fre- 
quency is varied through R and C. In this way the amplitude and 
linearity of the sweep are kept constant. Continuous variation of fre- 
quency is accomplished through varying R, while the ranges are changed 
by switching the value of C. The resistance R must always be large 
enough to prevent the supply voltage from furnishing to the tube a 
current large enough to maintain the arc, since in such a case the circuit 
will stop oscillating. 

If a periodic signal of frequency f, is applied to the vertical axis of a 
scope while a sweep of frequency f, is applied to the horizontal axis, a 
stationary pattern of n cycles will appear if f, = nf, A small portion 
of the last cycle occurs during the return time and is ordinarily not visible 
because of the speed with which the beam moves during the return. It 
is customary to apply to the grid of the cathode-ray tube a voltage derived 
by differentiating the sweep. This differentiated voltage consists essen- 
tially of sharp negative pulses which serve to turn off the cathode-ray 
tube-beam during the retrace. This process of turning off the beam 
is referred to as blanking. 

To maintain the condition f, = nf, exactly for long periods of time, it is 
necessary to synchronize the sweep generator to the signal. If f, is only 
very slightly different from nf,, the waveform will drift slowly across 
the screen. Synchronization is accomplished by applying to the grid of 
the thyratron the vertical deflecting signal, increased or reduced in ampli- 
tude as may be required. The process of synchronization is explained 
in detail in Chap. 12. 
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It sometimes happens that a waveform is not periodic but occurs 
rather at irregular intervals. In such a case it is desirable that the sweep 
circuit, instead of running continuously, should remain quiescent and wait 
to be initiated by the waveform itself. Even if it should happen that the 
waveform does recur regularly, it may happen that the interesting part of 
the waveform is short in time duration in comparison with the period of 
the waveform. For example, the waveform might consist of 1-msec 
pulses with a time interval of 100 msec between pulses. In this case 
the fastest recurrent sweep which will provide a synchronized pattern will 
have a period of 100 msec. If, typically, the time base is spread out 
over 4 in. (on a 5-in. CRT*), the pulse will occupy 0.04 in. and none 
of the detail of form of the pulse will be apparent. If, on the other hand, 


R2 


Sync 
signal 


Fig. 7-7. A thyratron driven sweep. 


a sweep of period 1 msec or somewhat larger could be used, the pulse 
would be spread across the entire screen. Therefore, what is required 
here is a sweep set for, say, a 1.5-msec interval which remains quiescent 
until it is initiated by the pulse. Such a sweep is known as a driven 
Sweep or a triggered sweep. 

The circuit for a thyratron driven sweep is shown in Fig. 7-7. The 
bias H, on the cathode of the diode 7’: is adjusted by resistors Ri and 
R.. The grid bias on the thyratron is adjusted so that the firing voltage 
is slightly higher than the diode cathode voltage. Accordingly, as the 
capacitor voltage increases, a point is reached. before the thyratron firing 
voltage is attained, where the diode begins to conduct and prevents the 
further rise of the capacitor voltage. Tube 72 acts as a plate-catching 
diode clamp (see Sec. 4-5). Now let a signal be applied to the grid which 
even instantaneously raises the grid voltage to the point where the firing 
voltage is equal to or less than the voltage H,. Then the capacitor will 
discharge abruptly and will charge again to the diode cathode voltage. 


* It is customary to abbreviate cathode-ray tube by CRT. 
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Here the circuit will remain until another sweep is initiated by a sync* 
signal applied to the thyratron grid. 

Figure 7-8 shows the operation of a triggered sweep for a case in which 
the waveform to be observed on the scope consists of a train of pulses. 
This signal e, is applied to the vertical-deflection amplifier of the scope 
and is used also to trigger the sweep circuit. Observe that at the occur- 
rence of the leading edge of a pulse the circuit capacitor first discharges, 
after which a linear sweep occurs. Note also that the sweep speed has 


7 been adjusted so that the pulse will 
be spread out over a large portion 
Po of the sweep trace. 

A typical thyratron sweep circuit 
for a general-purpose scope (Du 
Mont type 304) is shown in Fig. 
7-9. 7, is used for adjustment of 
the polarity and amplitude of the 
sync signal. T:is async signal am- 
plifier. 73 is the thyratron sweep 

(b) ¢ tube. TJ, is the diode clamp used 
Fic. 7-8. (a) A pulse waveform. (b) The When the circuit is set for driven 
driven sweep triggered by the waveform sweep. T's is a buffer stage which 
in (a). is used as a cathode follower not 
only to provide a low output impedance but also because it can 
handle the relatively large amplitude of the sweep signal. Observe 
that 7; has no grid-leak resistor. The 22-uuf capacitor and 15-K 
resistor in the cathode circuit of 7’; generate the blanking pulse. 1’, is 
an amplifier for the blanking pulse. The pulse is applied to the 
CRT cathode so that the CRT grid may be available at a front-panel 
terminal for external intensity modulation (called Z axis modulation). 
The 5-Meg potentiometer is used for fine frequency control, and, to 
change frequency ranges, the capacitor C is changed by switching (not 
shown). The bias for the 6Q5G thyratron is applied to the cathode and 
is derived from a bleeder. For recurrent operation, switch S is closed 
and the diode 7’, never conducts. For driven sweep operation, S is open 
and F# is adjusted so that the cathode voltage of 7, is just slightly less 
than the peak sweep voltage. The circuit will operate reliably up to 
sweep repetition rates of about 30 ke. Operation at high frequencies is 
inconvenient because of the time required between sweeps for the thy- 
ratron to deionize. 

7-3. Vacuum-tube Sweep Circuit. The basic circuit of a vacuum-tube 
sweep generator is shown in Fig. 7-10a. The grid is clamped to the 
cathode and the capacitor voltage is held at a low value, say, En. If the 


* It is customary to refer to a synchronizing signal as the sync signal. 


602 


CRT 


cathode 
0.05 ef 
0.05 of 15K 
Sync 
signal 15K 
CRT cathode 
2.2 Meg voltage 


Sync polarity Sync Thyratron sweep Clamp Cathode Blanking 
selector and amplifier follower circuit 
gain control 

T; T, T; Ty Ts Te 


Fia. 7-9. The thyratron sweep circuit for the type 304 general-purpose scope. (Courtesy of A. B. Du Mont Laboratories, Inc.) 
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“ating”? waveform e; of Fig. 7-10b is applied to the grid so as to cut the 
tube off for a time 7, then C charges through R. The initial charging 
current is (Ey, — En)/R = E/R. Hence, the sweep amplitude is given 
approximately by 


(7-6) 


For the thyratron sweep, the amplitude is equal to the difference between 

the breakdown and maintaining voltage of the thyratron. For the 
vacuum sweep, the amplitude is 
almost independent of the tube 
(there is a slight dependence be- 
cause E,, is determined by the tube, 
but #,, can be made much smaller 
than Ey). The displacement 
error is determined, as before, by 
ca = VE,/E = YT ./RC. 

At the end of the sweep time 7’, 
the tube is in clamp again and the 
capacitor discharges through the 
tube to its quiescent value En, as 
indicated in Fig. 7-10c. If the time 

constant R,C, is not very large com- 
e; pared with T., there will be an over- 
shoot at the grid at the end of the 
gate which will drive the grid positive 
Ts (see Sec. 4-7) and aid in discharging 

C all the more rapidly. 

A practical vacuum-tube sweep cir- 
cuit such as is used in the Tektronix 
type 511 and 514 scopes is shown in 
Fig. 7-12. Switching arrangements 
and certain other details have been 
omitted to avoid excessive com- 


Ey, 


(c) 
Fig. 7-10. (a) A vacuum-tube sweep cir- 
cuit. (b) The input gating waveform. 
(c) The output sweep voltage. 


plexity. The circuit is more com- 
plicated, but is also more versatile 
than a gas-tube sweep and is capa- 


ble of the much higher sweep speeds 
which are required in a high-frequency oscilloscope. The sweep circuit is 
intended to be used as a triggered or driven sweep at all times. High gn 
pentodes are used in almost every case for good high-frequency response. 
The type 514 scope vertical amplifier response extends from 0 to 10 Me 
(rise time equals 0.04 ysec) and the sweep speed is continuously adjust- 
able from 0.01 sec/cm to 0.1 yusec/em. 
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The sync or triggering signal is applied to the grid of tube 7, (Trig. 
7-12). Switch S is used to select proper polarity whenever the sync 
signal is very unsymmetrical, as in case of a pulse. Tube 72 amplifies 
the sync voltage and applies it to the triggering diode 73. Tubes 7, and 
Ts constitute a plate-to-grid coupled monostable multivibrator which is 
used as a gate generator. 7's is the ‘‘time-base former”; capacitor C2 
charges through J: to provide the sweep voltage when 7’, is cut off. In 
the quiescent condition the plate of 7, is at Hy and the grid of 7’, is 
clamped at zero. The swing at the plate of 7, when the multi is triggered 
is large enough to drive 7’, well into cutoff. The sweep speed is deter- 
mined by 2C2, while the gate width is determined by RiC;. If the sweep 
amplitude is to remain nominally constant, the gate width controls R, 
and C’, must be adjusted whenever the sweep speed controls Rz and C2 are 
varied. Capacitors C; and C2 are switched simultaneously to change the 
range of sweep speed, and resistor Re, which is used for continuous varia- 
tion of sweep speed, is ganged to R;. No attempt is made to maintain 
constant amplitude with any precision. The sweep amplitude is deliber- 
ately made so large that the end of the sweep occurs at a point well off 
the CRT screen, so that variations of amplitude are not observed. 

The magnitude of the syne signal which is applied to the grid of 7's 
through diode 7'3 and capacitor C; is controlled by the bias on 72. The 
negative bias on 7’: is adjusted by the potentiometer labeled “trigger 
amplitude.” A syne signal large enough to bring T2 out of cutoff causes 
the plate of 72 to fall. This drop in voltage is transmitted through the 
diode. As soon as the multi is triggered, the plate of 7, falls abruptly, 
and unless the sync signal is extremely large in amplitude, the multi is 
disconnected from the syne voltage during the formation of the gate. 
The distortion of the syne signal produced by the limiting amplifier 72 is 
of no consequence since the sync voltage serves only to initiate the gate. 
Varying the amplitude of the sync signal by adjusting cutoff makes a 
compensated sync signal attenuator unnecessary. The ‘sweep-stabil- 
ity”’ control permits an adjustment of the bias of 7, so that the tube is 
only slightly below cutoff and consequently only a small sync signal is 
required to trigger the multi. Since the ratio of sweep time to time 
between sweep is variable, a d-c restorer (7'7) and a d-c amplifier are 
used to ensure that each sweep starts at the same place on the CRT 
screen. 

In a case in which the sweep time is short in comparison to the time 
between sweeps the CRT beam will remain in one place most of the time. 
If the intensity is reduced to prevent screen burns, the fast trace will be 
very faint. To intensify the trace during the sweep, a positive gate, at 
the cathode of 7's, which is derived from the plate of 7’; is applied to the 
CRT grid. As a matter of fact in the presence of this ‘“unblanking 
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signal’’ the beam intensity may be adjusted so that the spot is initially 
invisible and the trace will become visible as soon as the sweep starts. 

In operation the “‘trigger-amplitude” control is initially set at maxi- 
mum negative bias so that no sync signal reaches the multi. The arm 
on the “‘sweep-stability’’ control is initially set at ground so that the 
multi is astable and a trace appears on the CRT screen. The bias on 7, 
is now increased just beyond the point where the trace disappears. The 
multi is now monostable; that is, 74 is cut off. At this point the bias on 
T. is reduced to just beyond the point where the sweep reappears and the 
sweep speed controls are adjusted until a stationary pattern is observed. 
It is possible to use the circuit under circumstances where the gate 
generator operates as a synchronized 
free-running multi but under these 
conditions the operation is not so 
clean-cut as in the triggered case. 

The sweep voltage is applied to a 
paraphase-inverter amplifier of the 
type described in Sec. 1-10. The 
push-pull output sweep voltages 
from this amplifier are d-c coupled 
to the CRT horizontal deflection 
plates. In order to improve the 
linearity, some degeneration is intro- 
duced into each amplifier cathode 
and then a small cathode bypass 
capacitor is used in order to improve 
the rise time so as to be able to pass 
the fastest sweep without apprecia- 
ble distortion. 

7-4. Circuits to Improve Sweep 
Linearity. In general-purpose scope 
sweeps F,/E is usually of the order 

(0) : of 140, giving a slope error of 10 per 
Fig. 7-11. In (a) the current varies ex- ; 
ponentially with time, whereas in (b) it cent and a displacement error of 
remains constant, provided that e is about 1.25 per cent. In many tim- 
equal to the instantaneous voltage ing applications a much higher pre- 
Berens Ce cision sweep is required. 

The basic sweep circuit is shown in Fig. 7-1la in which S opens to 
form the sweep. If, as in Fig. 7-11b, an auxiliary variable generator e is 
introduced and if e is always kept equal to the voltage drop across C, 
the charging current will be kept constant at 7 = H/R and perfect line- 
arity will have been achieved. Methods of simulating the fictitious 
generator e with an amplifier will now be given. 


+225v 


( trigger 
amplitude ) 


—-140v 
Sync or trigger Sync or | Triggering Monostable Sweep D-c restorer Cathode -follower 
polarity trigger diode multi generator intensifier 
selector amplifier 
T, T2 T3 T, and Ts Ts T; Tg 


Fig. 7-12. The vacuum-tube sweep circuit similar to those of the types 511 or 514 scopes. (Courtesy of Tektronix, Inc.) 
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It is common practice to build electronic circuits on a metallic chassis 
and to have one point in the circuit electrically connected to the chassis. 
The chassis is then referred to as ground, and customarily the voltage 
at any point in the circuit is given with respect to ground. Differences 
in the point selected to be grounded yield different descriptions of the 
mechanism whereby the linearity is improved. Suppose that the point Z 
of Fig. 7-11b is grounded as in Fig. 7-13a. A linear sweep will appear 
between Y and ground and will increase in the negative direction. Let 


Amplifier 


Az-0o 


Fig. 7-13. (a) Figure 7-11b with point Z grounded. (6) The same circuit simulated 
with an operational (Miller) integrator with A = — . 


us now replace the fictitious generator by an amplifier with output 
terminals YZ and input terminals XZ as in Fig. 7-13b. Since we have 
assumed that the magnitude of the generator voltage e equals the voltage 
€- across the capacitor at every instant of time, then the input e; to the 
amplifier is zero. In other words, point X behaves as a virtual ground, 
and in order to obtain a finite output, the amplifier gain A should ideally 
be infinite. Figure 7-13) should be recognized as the operational inte- 
grating amplifier of Sec. 1-13 and is customarily referred to as a Miller 
integrator. 

Suppose that point Y of Fig. 7-11b is grounded as in Fig. 7-14a. A 
linear sweep will appear between Z and ground and will increase in the 
positive direction. Let us now replace the fictitious generator by an 
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amplifier with output terminals ZY and input terminals XY as in Vig. 
7-14b. Since we have assumed that e = e. (eo = ¢;), then the amplifier 


R Xx 


Amplifier 
A2+l1 


(b) 
Fia. 7-14. (a) Figure 7-116 with point Y grounded. (b) The same circuit simulated 
with a noninverting unity-gain amplifier (a bootstrap integrator). 
gain A must equal unity. The circuit of Fig. 7-14b is referred to as 
a bootstrap sweep, since the voltage I is lifted, as it were, by its own 
bootstraps. . 

Since the mechanism of linearity improvement is, y 
in both cases, the same, it may seem strange that 
two such radically different amplifiers are required, 
one with a gain — © and the other with a gain +1. 

It may be shown that actually these amplifiers are 
identical, i.e., that given one and the same amplifier, 2Z 
the gain may be changed from unity to — © bysim- Fic. 7-15. An ampli- 
ply redefining the input and output terminals. The ‘er has three in- 
‘ : : dependent terminals 
amplifiers of Iigs. 7-18b and 7-14b have three inde- x y, and Z. 
pendent terminals X, Y, and Z, as in Fig. 7-15. 
Suppose that Z is taken as the terminal common to input and output, 
then take e,, to be the input, e,, to be the output, and let the gain 
be A = e,-/ézz, aS in Fig. 7-13b. Next, as in Fig. 7-146, take Y to be 
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the common terminal, and let ez, be the input, e., be the output, and let 
the gain A’ = é,,/€z,. Then 


A’ a Czy = eve — ie. Cy: => pn 1 Cyz/ Caz — ec : 
Cay Cxz + Czy Cxz — Cyz 1 = Cye/ Cxz 1 ax A 
If A = —o, A’ = +1, as anticipated. 


The effect of a finite value of A on the linearity of a Miller sweep is 
now to be investigated. In accordance with the principle of the virtual 


Fia. 7-16. The equivalent circuit of the Miller integrator for finite gain A. 


ground explained in Sec. 1-12 the equivalent circuit is as drawn in Fig. 
7-16. The output or sweep voltage is given by 


e, = AE(1 _ e—/RC(1—A)) 


Pe oe , _ 
=F Ia RG E — SRO = A) 


Et t 
- go(1~aroat+**) vee 
since A is large and negative. Comparison of Eq. (7-7) with Eq. (7-4) 
shows that, for a fixed sweep amplitude £, relative to the supply voltage 
E [see Eq. (7-5)], the deviation from linearity of the Miller sweep is 
1/|A| times that of the uncompensated time base. 

The effect of a deviation of A from 1 for the bootstrap sweep is now 
to be investigated. Referring to Fig. 7-14b, we have 


IIe 


H=1R+e-—-e=iR + e(1 — A) (7-8) 
because e, = Ae, Dividing by 1 — A, gives 
Se aaa a (7-9) 


Remembering that e; is the voltage across capacitor C, Eq. (7-9) leads 
to the equivalent circuit of Fig. 7-17. The output or sweep voltage is 
given by 


~~ t e ee - 
want, |1- Gof + (7-10) 
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Since A is close to unity, we see, by comparing Eq. (7-10) with Eq. (7-4), 
that the deviation from linearity of the bootstrap circuit is (1 — A) 


times that of the uncompensated time base. 


It follows from this dis- 


Fig. 7-17. The equivalent circuit of the bootstrap sweep. 


cussion that a Miller amplifier (of gain Ax) will give the same ampli- 
tude, sweep speed, and deviation from linearity as a bootstrap amplifier 


(of gain Ag), provided that |Amu| = 1/(1 — Az). 


strap circuit with a gain of 0.95 is 
equivalent to a Miller circuit with 
a gain of 20. The decision between 
these two circuits is often difficult 
tomake. Some practical consider- 
ations are given in the following 
sections. Other fine points are 
brought out in Chap. 16 in connec- 
tion with the use of these sweep cir- 
cuits for precision time modulation. 

7-5. The Miller Sweep.? Asim- 
ple Miller sweep is shown in Fig. 
7-18a. The negative bias should 
not be so large that the tube is cut 
off. Observe that H,, is used both 
to charge C and to supply tube 
current. When S opens, a nega- 
tive-going sweep will appear at the 
plate. However, as indicated in 
Fig. 7-18b, the sweep will be pre- 
ceded by a positive jump. The 
jump results from the finite output 
impedance of the amplifier which 


has heretofore been neglected (see Prob. 7-13). 


For example, a boot- 


0 
(5) 
Fig. 7-18. A Miller sweep with the gate 


applied to the grid. 
put waveform. 


(a) Circuit; (b) out- 


This jump can be elim- 


inated by the addition of a resistor r = 1/9, in series with the capacitor 


C (see Prob. 7-14). 


A Miller sweep with symmetrical outputs is indicated in Fig. 7-19. The 
triode 7, with its grid clamped to ground acts as the closed switch S 
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of Fig. 7-18. A negative gate applied to the grid cuts 7, off and allows C 
to charge from FE, through FR and the Miller tube T,. The output eo: 
from the plate of 72 is a negative-going sweep. This voltage is applied 
to the grid of T; through the resistor R2 and an equal resistor Fez is used 
for feedback from plate to grid of 73. Hence, 7’; acts as an operational 
phase inverter (see Sec. 1-13) and the output e2 is a positive-going sweep. 
The symmetrical voltages e,1 and é2 drive the CRT horizontal plates. 
It should be noted that the negative bias of Fig. 7-18 has been replaced 
by the voltage across the cathode resistor R,. This resistor does not 
introduce degeneration because the current through it remains constant. 
Thus, as the current in 7’. increases, the symmetrical current in 73 


Fig. 7-19. A symmetrical Miller sweep. The switch tube is 7), the Miller integrator 
is Tz, and the operational inverter is 73. 


decreases by the same amount, leaving the current in R, unchanged. 
The grid leak for 73 is R; and the blocking capacitor C2 keeps the high 
plate voltage of 72 from reaching the grid of 73. The time constant 
R3C2 must be large enough to introduce negligible transmission error 
(see Sec. 7-1). 

A total sweep voltage equal to the supply voltage can be obtained 
by choosing e1 = —FH,,/2 and hence e2 = +H,/2. From the theory 
developed in Sec. 7-4 the displacement error under this condition is 

~ 1 £,100 100 ; ; 1 btai IA 
a= 8 ii, JA] = I6/A] per cent. It is not difficult to obtain a gain |A| 
of 15 with a triode (say, a 12AU7 tube), and then eg & 0.4 per cent for a 
total swing of EL, volts. The sweep speed is Ly,/RC volts/sec. 

At the end of the sweep time the capacitor C must discharge and 
return to its quiescent voltage. The discharge path is through the ampli- 
fier output impedance and through a switching tube such as 7; in Fig. 
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7-19. If fast retrace time is important, then C should be kept as small 
as possible and & chosen sufficiently large to give the desired sweep 
speed. Tor practical reasons it is advisable not to permit R to exceed 
several megohms. A high-current switching tube and, additionally, the 
use of a cathode follower interposed between the capacitor C and the 
amplifier output will reduce the recovery time still further. The recov- 
ery may also be hastened by selecting the time constant R1C, (Fig. 7-19) 
to be comparable to the width of the gating signal, since under these 
circumstances there will be a pronounced overshoot at the grid at the 
termination of the gate. A Miller sweep using a cathode follower to 
speed recovery and using a pentode amplifier for higher gain is shown 
in Fig. 7-20. Note that the low output impedance of the cathode follower 
makes the resistor r in series with C (Fig. 7-19) unnecessary. 


~Ece ~ 3 
Fia. 7-20. A Miller sweep using a cath- Fig. 7-21. A suppressor-gated Miller 
ode follower in order to reduce the re- time-base generator. 


trace time. Note that a negative- 
going sweep is obtained at the low 
impedance output of the cathode 
follower. 


7-6. Pentode Miller Sweep with Suppressor Gating. If a pentode is 
used as the amplifier tube of a Miller sweep, then the gating voltage may 
be applied to the suppressor grid instead of to the control grid. A 
suppressor-gated Miller integrator is indicated in Fig. 7-21. A tube with 
a sharp cutoff suppressor characteristic is used, such as the types 6AS6, 
7AK7, 5915 (RCA), 6CS6 (Raytheon), and 6BH6 (Tungsol). The 6SA7 
converter tube*® has also been used in this application. Initially the 
suppressor grid is biased to plate current cutoff, while the control grid 
is clamped to the cathode. All the cathode current flows to the screen 
and hence the screen voltage is low. The waveforms at all the electrodes 
are given in Fig. 7-22. A positive gate applied to the suppressor drives 
this electrode either slightly positive or to clamp. Clamping may occur 
either because the impedance of the driving source is large in comparison 
with the suppressor-cathode resistance or because a diode is added to the 


220 PULSE AND DIGITAL CIRCUITS 


circuit from suppressor to ground. This increased suppressor voltage 
permits plate current to flow and the plate voltage drops. Since the 
voltage across the Miller capacitor C cannot change instantaneously, the 
grid voltage must drop by the same amount Ff; that the plate falls. 
The grid voltage is now — £4, the tube finds itself operating above cutoff, 
and a negative-going sweep forms at the plate. The load resistor Rz 
is large so that bottoming will take place (see Sec. 4-3). The load line 
is drawn on the plate characteristics in Fig. 7-23. Since —H, is very 
close to the cutoff bias, we have considered that the tube characteristic 
corresponding to the grid voltage —E is coincident with the abscissa. 


Suppressor 


| 
| 
Grid 
i E, ! 
1 


Screen 


a 
t=0 |] 2 t 
Fig. 7-22. The waveforms for a suppressor-gated Miller sweep generator. 
For a type 6AS6 tube, the order of magnitude of £; is 5 volts and bottom- 
ing begins when the grid has increased by only one or two volts. For 
example, if Hy, = 300 and the amplifier gain is 150, then the grid will 
increase by 29%s9 = 2 volts for complete “run-down.” 

When the grid voltage drops from zero to —, the cathode current 
falls, the screen current drops, and hence the screen voltage rises as 
indicated in Fig. 7-22. During the formation of the sweep the grid rises 
slightly, as noted above, and the increased screen current results in a slight 
decrease in screen voltage. When the plate voltage bottoms, the grid 
voltage increases to zero with a time constant RC, the space current and 
hence screen current increases, and the screen voltage drops, as indicated 
in Fig. 7-22, The screen voltage does not quite fall to its value for t < 0 


0 
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because some of the cathode current is now being collected by the plate, 
whereas for é < 0 all the space current goes to the screen. 

At the end of the gate the suppressor again cuts off the plate current. 
The capacitor C whose voltage has fallen almost to zero recharges 
toward Hy, through R, and the grid-cathode resistance r, with a time 
constant 7 = (Pz, +7.)C = RC. The ead voltage will be driven posi- 
tive by approximately r.My/Rz 
volts. This positive grid voltage 
will increase the cathode current 
above its value for ¢ < 0, and hence 
there will be a dip in screen voltage 
below its value for ¢<0. The 
overshoot in grid voltage and under- 
shoot in screen voltage are indi- Fic. 7-23. Illustrating bottoming in a 
cated in Fig. 7-22. pentode and the fact that the grid volt- 

At t = 0+, the voltage across R 28° changes by only a few volts during 
is Hy + H,, and since the current Ee GiEHte BWiseR VOMREE: 
through F passes through C, the initial sweep speed is (Hy, + £1)/RC 
volts/sec. As long as the amplifier gain remains high, the sweep speed 
remains essentially constant. Hence, a linear ramp results for almost 
the entire plate voltage rundown except near the very bottom. 

If the gate width 7, is less than the time 7’, for the capacitor to dis- 
charge completely, then there will be no bottoming and the flat portions 
of Fig. 7-22 between 7’, and 7, are missing. The screen voltage is itself 
a gating voltage, and, if the sweep is being used in connection with 
a scope display, can be used as an intensifier to brighten the CRT trace 
during the sweep time and to cut off the CRT beam during the retrace 
time. The recovery time may be made quite small by driving the 
capacitor C from a cathode follower as in Fig. 7-20. Under these circum- 
stances the recovery time constant ist = (C)(2. + 7.), where fF, is the 
output impedance of the cathode follower and r, is the grid-cathode 
resistance. 

The step in the plate voltage at £ = 0+ cannot be eliminated by adding 
a resistor r in series with C in Fig. 7-21, as was done for the grid-gated 
Miller integrator. The use of the resistor r is effective because the 
amplifier of the grid-gated circuit is initially biased within its grid base. 
The suppressor-gated circuit, however, is held beyond cutoff in the 
quiescent condition. When the gate is applied, the tube must draw ~ 
some plate current, and hence the plate voltage must drop somewhat. 

7-7. Phantastron Circuits. The screen waveform of Fig. 7-22 is a 
positive step for the interval of the linear rundown. Hence, it is possible 
to start the sweep by means of a narrow pulse or trigger and to couple the 
output from the screen to the suppressor so that the positive gate needed 
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at the latter grid is supplied internally. A circuit in which a Miller time 
base is initiated with a trigger and the circuit then supplies its own gate 
is called a phantastron.* 

The screen-coupled phantastron is drawn in Fig. 7-24. This circuit 
differs from the suppressor-gated Miller sweep (Fig. 7-21) only in that the 
screen and suppressor voltages are obtained from a bleeder arrangement 
Ri-R.-R;. These resistors are so chosen that in the quiescent state the 
suppressor grid is sufficiently negative (say, — £2) so that no plate current 
flows, all the space current going to the screen. Assume now that a 
positive trigger is applied at ¢ = 0 to the suppressor so as to allow the 
plate to draw current. The plate voltage drops, the grid voltage drops 
the same amount (say, £), the cathode current falls, and the screen 


Fia. 7-24. The screen-gated phantastron. 


voltage rises. This causes the suppressor voltage to rise because it is 
obtained from the same bleeder as the screen potential. The capacitor C2 
is a speed-up capacitor (see Sec. 5-3). The action described above is 
regenerative and the tube is rapidly driven from cutoff to its normally on 
condition and the Miller sweep is initiated. 

The waveforms at all the electrodes are given in Fig. 7-25 and are 
identical with those in Fig. 7-22 except that the flat portions at the end 
of the run-down are missing. As soon as the tube bottoms and the plate 
can fall no further, the plate side of C in Fig. 7-24 remains at a fixed 
potential. Hence, the grid side of C must rise with respect to ground 
(with a time constant RC) because current continues to flow from Ey, 
through /? through C into the tube plate. As the grid rises, the cathode 
current increases, the screen current increases, and the screen voltage 
drops. Because of the action of the bleeder arrangement the suppressor 
voltage also falls and the plate current decreases. A reduction of plate 
current means an increase in plate voltage which in turn causes the grid 


* The British considered the operation of this circuit as fantastic and dignified it 
with the name phantastron. 
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to rise still further. This action is regenerative and the suppressor 
voltage is rapidly driven negative. The waveshapes for > T, in Fig. 
7-25 are explained in exactly the same manner as the waveshapes for 
i > T, in Fig. 7-22. There is one difference between these two figures 
in the region under consideration. Since the suppressor voltage comes 
from the same bleeder as the screen voltage, there will be an undershoot 
at the suppressor, as indicated in Fig. 7-25. 

Triggering may also be done with negative pulses applied to the plate 
and hence fed to the grid through the capacitor C. A negative trigger so 
applied reduces the cathode current and consequently raises the screen 


Suppresor 


Ey 
0 =—— t 
Screen oe es 
? t=0 T, t 


Fia. 7-25. Waveforms in the screen-coupled phantastron. 


voltage. The rise of screen voltage is transmitted to the suppressor to 
bring the suppressor above the point of plate current cutoff. The trigger 
size should be large enough to start the regenerative action but not so 
large as to cut off the tube current. If the tube should be driven below 
cutoff, the grid voltage will rise initially with a time constant RC into 
the conducting region and there will be a delay between the Sppucauion 
of the trigger and the start of the sweep. 

The phantastron circuit has a recovery time constant 7 = R,C. Ifa 
shorter retrace time is desired, then a cathode follower can be interposed 
between the plate of the amplifier and the capacitor C, as was done for the 
externally control-grid-gated Miller sweep of Fig. 7-20. Since the sweep 
voltage at the plate of the pentode starts near Hy, and since this voltage 
is applied directly to the grid of the cathode follower, a separate supply 
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Ej, must be used for the cathode follower with Ej, > Ey. The magni- 
tude of the overshoots and undershoots is greatly increased (perhaps 
by a factor of 10) if a cathode follower is used. The reason for this 
feature is that the plate of the amplifier is no longer loaded down by the 
low grid-cathode resistance r, which allowed the grid to overshoot to 
only r.fi/Rz, volts. With a cathode follower in the circuit, when the 
plate rises at the end of the sweep it carries the grid of the cathode 
follower way up with it and hence the grid of the pentode can be driven 
several volts positive. 

The sweep speed is, as with the simple Miller integrator, (Ei, + #1)/RC 
volts/sec and can be adjusted by changing F,,, R, or C. If the rundown 
proceeds to within E3 volts of ground (see Fig. 7-25), then the amplitude 
of the sweep is E,, — HE, — E3. The sweep time 7’, is the amplitude 
divided by the speed, so that 


T, _ Ey — Ei — Es 
RO Ew + Ei 


If Ey > £, + #3, then 7, 2 RC, a result which is independent of 
variations in Ey. The next approximation is obtained by dividing the 
numerator in Eq. (7-11) by the denominator with the result 


(7-11) 


T; _ 26 2hy + bs E3 2Ei + 2H; + Es 
= — = -12 
Ro) keep ee ee 
Taking the derivative, we find 
dx ow 2K, + FE; diy (7-18) 


cs Ew Ew 


For example, if H; = EH; = 5 volts and EF, = 150 volts, then a 10 per 
cent change in supply voltage (dEy,/Ey. = 0.1) gives 

dx 15 

oe TBO X 0.1 = 0.01 
or a 1.0 per cent change in sweep time. 

A diode (T2 in. Fig. 7-26) may be used to clamp the suppressor to 
‘ground during the time when the time base is being formed. Hence the 
negative supply —, plays no part in determining conditions during the 
interval T;. The voltage —H, is needed only to ensure plate-current 
cutoff before the circuit is triggered. Variations in the negative supply 
have negligible effect on the sweep time T,. 

Variations in filament voltage should affect HZ, and F3 to some extent. 
Experimentally it is found that a 10 per cent change in filament voltage 
results in only a few tenths of a per cent change in 7’, and in a direction - 
opposite to the change due to a plate supply variation. If tubes are 
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changed, then 7, may change by a few per cent because 2/; + E3 varies 
from tube to tube. 
Comparing Eq. (7-7) with Eq. (7-4), it follows that 


1% 1 Ji 
"SRC (A) 8. [Al 


If the amplifier gain is 100, then eg 0.13 per cent. (Incidentally, if 
linearities under 1 per cent are to be realized, then the capacitance C 
must be independent of voltage to this precision. A mica capacitor is 
usually satisfactory, whereas a paper capacitor may not be.) Here, 
then, is a circuit possessing many fine characteristics: excellent linearity 
of sweep and a time-base duration whose value is not very sensitive 
to positive, negative, or filament supply voltages and whose sweep speed 


(7-14) 
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Fic. 7-26. The screen-coupled phantastron as a delay unit. 


is readily adjusted. With a trigger input a square-wave output is 
obtained at the screen, in addition to the linear output at the plate, and 
hence the circuit is analogous to the plate-coupled monostable multi dis- 
cussed in Chap. 6. One of the principal applications of the phantastron 
is asa delay unit. If the output at the screen is differentiated (peaked), 
then a negative output pulse is obtained, delayed 7’, sec from the trigger- 
ing pip. The delay is adjusted by controlling the voltage H from which 
the run-down begins. A plate-catching diode 7’; is ideal for this purpose 
and the complete circuit is shown in Fig. 7-26. The waveforms are given 
in Fig. 7-25 except that the plate voltage starts at H rather than Ey. 
The overshoot at the grid is approximately E,,r./Rzt, where r, is the static 
grid-cathode resistance and is independent of E and therefore 7,. This 
characteristic is different from the corresponding one for the plate-coupled 
multivibrator where the overshoot increases with delay. The delay T, 
is a linear function of H except for small delays where curvature due to 
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bottoming becomes important. Incidentally, 73 also serves the useful 
purpose of reducing the recovery time because it catches the plate which 
is rising toward E,, when it reaches E (see Fig. 7-28). 

Analogous to the cathode-coupled monostable multi a cathode-coupled 
monostable phantastron can be constructed as indicated in Fig. 7-27. 
In the quiescent state the suppressor potential (the voltage He across R1) 
is much lower than the cathode voltage so that the plate current in 7’; is 
zero. The grid is clamped to the cathode and the plate is clamped to the 
control voltage #. A positive trigger of large enough magnitude is 
applied to the suppressor so that plate current commences to flow. This 
current causes the plate to fall, and because of the capacitive coupling 
the grid falls an equal amount. This drop in grid voltage decreases the 


Positive 
trigger 
input 


Fig. 7-27. The cathode-coupled phantastron as a delay circuit. 


cathode current and the cathode potential falls. Hence, the suppressor 
voltage increases relative to the cathode and more plate current is drawn, 
etc. This explanation shows that the circuit is regenerative, and at 
t = 0+ normal plate current flows and the Miller run-down commences. 

The waveforms are indicated in Fig. 7-28. Because of cathode-follower 
action the grid and cathode waveforms are almost identical. Since the 
grid follows the cathode drop at ¢ = 0+, the plate, which is tied to the 
grid through C, must drop the same amount. Hence, the initial fall in 
plate potential /, may be larger by a factor of about 10 than the corre- 
sponding drop in the screen-coupled phantastron. The overshoots at 
the grid and cathode and the undershoot at the screen can be minimized 
by using a grid-catching diode connected with its plate at the grid of 7; 
and its cathode at a tap on R:. such that the voltage at this point is 1 
or 2 volts less than the quiescent cathode potential. The exponential 
voltage at the plate during the retrace time ends abruptly at EH because 
of the plate-catching diode. This abrupt termination of the plate wave- 
form is reflected in the other waveforms in Fig. 7-28, as indicated. The 
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vertical sides in Fig. 7-28 are actually of the order of 1 usec in duration. 
These waveforms should be compared with the analogous ones in Fig. 
6-11 for the cathode-coupled monostable multi. 

The cathode-coupled phantastron has the following advantages over 
the screen-coupled circuit. No negative supply is needed. The screen 
is a free (unloaded) electrode from which a positive gate is obtained. A 
negative gate is available at the cathode. The principal disadvantages 
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Fic. 7-28. Waveforms in the cathode-coupled phantastron. 


are that there is a larger initial step in plate voltage and the gain of the 
amplifier is smaller because of the cathode degeneration introduced by 
R,. This decreased gain means that the linearity is somewhat poorer. 

The phantastron has the advantage over the cathode-coupled multi 
in that the former is much less sensitive to tube characteristics and to 
supply-voltage variations than the latter. For example, if the 2,» supply 
changes by 10 per cent in a multi circuit, we may expect the delay to 
change by perhaps 5 per cent, which is five or ten times what can be 
expected in the phantastron circuit. Also, the phantastron delay can 
be made more linear than that of the multi if sufficient gain is used. 
An astable phantastron circuit is suggested in Prob. 7-16. 
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The phantastron circuit is limited to the generation of linear sweeps 
of duration of the order of 10 ysec or longer because of the effect of the 
stray capacitance to ground at the various tube electrodes. Williams 
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(d) 
Fig. 7-29. Illustrating that a Miller integrator and a bootstrap sweep are different 
forms of the same circuit. 


and Moody? describe circuits of the Miller type, called sanatron or sana- 
phant, which are capable of giving precise delays as short as 1 usec. 
These circuits are essentially phantastrons in which a separate tube is 
used to generate the necessary gate from the input trigger. 

7-8. The Bootstrap Sweep. In Fig. 7-29a the Miller sweep of Fig. 7-18 
has been redrawn. The switch S has been omitted, no ground connection 
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is indicated, and the tube supply voltage has been separated from the 
capacitor-charging voltage. Figure 7-29b is equivalent to Fig. 7-29a. 
In Fig. 7-29¢ one terminal of C has been moved from one side of Hs, to 
the other. This change will have no effect on signal voltages. In 
Fig. 7-29d one point has been grounded, output terminals have been 
selected, and /?, has been relabeled R,;. The switch S which clamps the 
circuit at some initial level until opened is located in different positions 
in this last circuit and in Fig. 7-18. Because of this new switch location 


(0) 

Fra. 7-30. (a) A practical form of the bootstrap sweep; (b) the equivalent circuit. 
there will be no jump in the output voltage when S is opened. The cir- 
cuit of Fig. 7-29d has the form given in Fig. 7-14b for the bootstrap sweep. 
The above discussion illustrates once more that the Miller integrator and 
the bootstrap sweep are two forms of the same circuit. The sweep 
voltage may be calculated from Eq. (7-10). 

The practical disadvantage in Fig. 7-29 is that neither side of the 
supply His grounded. ‘This disadvantage may be remedied essentially by _ 
replacing by a charged capacitor Cp, as shown in Fig. 7-30. It is 
necessary that Cp be large enough so that the voltage across Cp does not 
change appreciably during the sweep time. If the voltage across Cp 
were truly constant and if the cathode follower had exactly unity gain, 
then point Pz in Fig. 7-30 would exactly follow point P;. Hence, the 
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voltage difference between P: and P, would remain constant and 
the current through R would remain constant. Under these con- 
ditions the current through capacitor C (which equals that through R) is 
constant and the sweep is truly linear. 

In the equivalent circuit of Fig. 7-30), if we neglect the small initial drop 
across the cathode resistor, H = RE,/(R + Rp). If the output imped- 
ance of the amplifier (cathode follower) is small in comparison to Rp, the 
branch consisting of Rp and Hy may be neglected in Fig. 7-306 and the 
resultant circuit is identical to that of Fig. 7-14b. The nominal sweep 
speed is E/RC = EyR/(R + Rv) RC = En/(R + Rv)C so that the 
sweep speed is the same as if C charged through FR + Rp directly from Fj. 
The amplifier gain in the presence of the load is A’ = ARp/(R. + Rp), 
in which R, is the amplifier output impedance. From the discussion in 
Sec. 7-4 it follows that the displacement error is 


1H, R+ Rp ARp 
8 Ey R (1 7 Ro + =) ey) 


where /, is the sweep amplitude. 

This equation shows that for best linearity Rp should be chosen small 
compared with & and very large compared with R,. For example, if 
Rp = 0.1R, the error is multiplied by 1.1. However, if Rp = 10R, and 
A = 0.95, then 1 — A = 0.05 and 


ARp _, _ 10 _ 
= Ro + Rp = 1 0.95 x a 0.135 


so that the error is multiplied by 0.135/0.05 = 2.7! This numerical 
example illustrates the fact that 
Rp/R., must indeed be very large 
if the displacement error is to be 
kept small. 

At the termination of the sweep, 
Cp must recharge through a resist- 
ance which is equal to the parallel 
combination of R and Rp. Ina 
repetitive sweep, if the restoration 
time is not long enough to permit 
the capacitor Cp to recharge fully, 
the sweep speed will be a function 
* of the restoration time and hence of 
Fig. 7-31. A diode is used to replace Rp the repetition rate. Much of the 
eee ia an Order ne Gecremer unGZIe difficulty associated with Rp is 

eliminated in the circuit of Fig. 
7-31, in which the resistor is replaced with a diode. 


1B, ; 
a=gq(l— A’) = 


1 
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Initially the voltage at the cathode of the diode is only slightly nega- 
tive with respect to the plate since the diode need supply only the small 
current y/PR. At the instant S opens the cathode voltage rises and the 
diode is cut off. The current to recharge Cp flows through the low- 
resistance diode and the low output impedance of the cathode follower. 
Since the cathode voltage of the diode must rise a few tenths of a volt 
before its resistance becomes very large compared with the output imped- 
ance Jt, of the cathode follower, then the beginning (& 0.2 volt) of the 
sweep will be nonlinear. 

We now estimate how large Cp must be in order that it have negligible 
influence on linearity. From Fig. 7-31 we find (see Prob. 7-21) that 


= ge C (1 — VRC) & Fut (1 _ — op e> 8 ) (7-16) 


t, gd 3 ee ee re 
in which = ge +25 The term she = spo (! 4+£) 


and the factor by which the linearity is multiplied is (1 —A+ £) 
D 


rather than 1 — A. Therefore it is required that Cp >C/(1 — A). 
Too large a value of Cp will mean a very long restoration time and the 
circuit will be sensitive to changes in the repetition rate. Hence C should 
be chosen small (so that C'p will not be too large) and the sweep speed is 
adjusted to the desired value by the proper choice of R. The maximum 
value of # is limited to a few megohms by practical considerations. For 
sweep lengths of, say, 0.01 sec and longer, C' will be of the order of mag- 
nitude of 0.2 wf and Cp should be much larger than this value. Even if 
Ep is a diode, the restoration time may be several thousand microseconds, 

A method! of avoiding the use of large capacitors and of making the 
sweep eae independent of the repetition rate is to replace Cp in Fig. 
7-30a by a 145-watt neon lamp. This lamp has a voltage drop Hz of 
about 65 volts which remains constant over the current range from 30 to 
300 ya. The sweep speed is now almost independent of the supply volt- 
age, since it is given by (H, + H,)/RC, where E;, is the quiescent cathode 
voltage. Very slow sweeps (of the order of 40 sec) have been obtained 
with retrace times as short as 10 usec! The restoration time is now 
determined by how fast C can be discharged through the resistance of the 
switch. 

Instead of a cathode follower we could use a noninverting amplifier 
and adjust the gain to be exactly unity. The linearity would then be 
perfect. However, as the gain varied in the neighborhood of unity due 
to tube aging, temperature effects, line-supply variations, etc., the output 
would vary as shown in lig. 7-32. To minimize the drift in gain, we might 
use a two-stage negative-feedback amplifier. This circuit would have to 
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be stabilized so that it would not oscillate. 


es 
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Fia. 7-32. If the amplifier gain in a 
bootstrap circuit is different from 
unity, the sweep voltage curves 
away from the ideal linear sweep. 
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Also the amplifier bandwidth 
would have to be large enough so as to 
pass the sweep undistorted. As we 
have mentioned before, this latter re- 
quirement is not an easy one to fulfill. 
Several modifications of the simple 
bootstrap circuit are discussed in the 
problems. 

7-9. Additional Methods of Line- 
arity Improvement. In addition to the 
feedback methods discussed above, 
there are a number of other circuits 
which improve the linearity over that 


which is obtained by the simple exponential charging of a capacitor. 

A Compensating Network. If a distorted sweep voltage of the form 
es = Ait — Aeof? + Azl? — - + + is put into an integrating network, the 
output is of the form e, = Boat? — B3t? + -- > If the integrator out- 
put is added to the original voltage and if the network parameters are 
chosen so that Az = Be, then the result is 


és +e = Ait + (Az — Bz)t®? + ees 


This voltage is much more linear than the original sweep because the 
quadratic term is missing. This type of 
compensation is easily applied to improve 
the bootstrap linearity.® 

Use of an Inductor. If an inductor L 
is added in series with the resistor Rz, in 
the plate circuit of a Miller-type sweep 
amplifier, then an improvement in line- 
arity results because the gain of the am- 
plifier is thereby increased. 

An inductor LZ may also be used to im- ~ 
prove the linearity of a simple RC sweep, 
as indicated in Fig. 7-33. The inductor 
also allows a sweep to be obtained whose 
amplitude is larger than the supply volt- 
age because of the oscillatory nature of 
the circuit. Assuming that the switch S opens at ¢ = 0, the solution 


Fig. 7-33. A large inductance L 
will improve the sweep linearity 
because an inductor tries to 
keep constant current flowing 
through it. 


for e, is 
3 =1+ "L(A sin wt — cos wt) (7-17) 
_1/1 oR ae R\ 
where A= . (* — #) and O= VFG 7 (2) (7-18) 
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The voltage may be expanded in a power series in ¢ with the result 


E 1 t ? 1 t a 
«= 9o'[1- 3 (ig) tyre) ame | 
If enough inductance has been added to make the circuit oscillatory, then 
1/\/LC is larger than R/2L and t/+/LC is larger than t/(2L/R). If, 


therefore, t/\/LC «1, then the third term in Eq. (7-19) is less than 
149(t/~/LC). We may then write as a good approximation 


E 2 
— mel — aia) (7-20) 


The improvement in linearitv results from the fact that there is no quad- 
ratic term in Ka. (7-20). 
The value of LZ for critics] damping is L, = R?C/4. For L = nL, 


rie DO fas 


; pena Wes, Sel we _ _«£ t 
Equation (7-21) appnes if n>=1. If n=0, ge = mili sha): 
From Prob. 6-15, the displacement error under the conditions that Eq. 
(7-21) is valid is given by 


ca = 0.385 EB (Fs) | (7-22) 


Even if is only equal to 1, a considerable improvement in linearity 
results. Jor example, if 7./RC = 0.1, then eg for the circuit without 
the inductor is 7,/8RC = 1.25 per cent, and for n = 1, 


eq = 0.885 X 0.667 = 0.26 per cent 


If n is larger than 1, ez varies inversely with n. 

It is possible to trade linearity for amplitude. For example, let us 
keep the displacement error at the uncompensated valuc, discussed 
above, of 1.25 per cent. If we use n = 100, then, from Eq. (7-22), 
T./RC = [0.0125 X 300/(0.885 X 2)] = 2.2, so that the sweep ampli- 
tude is 2.2 times the supply voltage. A value of m = 100 may mean an 
inductance equal to several hundred henrys, but it is feasible to obtain 
such inductors today because the inductor current is small and because 
of the presently available high-permeability magnetic cores. In other 
types of sweep circuits 1t is possible to trade linearity for sweep amplitude 
only so iong as the amplitude remains reasonably small in comparison 
with the supply voltage. In the feedback sweep circuits, when the sweep 
amplitude becomes comparable to the supply voltage, the vacuum tubes 
in the circuit begin to operate nonlinearly. 
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The inductor current is smaller at the end of the sweep period than 
at the beginning. The initial inductor current depends on the restora- 
tion period allowed between sweeps and therefore the sweep speed will 
be a function of the repetition rate of the sweep. The time constant 
associated with the restoration period is L/R, but, on the other hand, 
the percentage difference in the inductor current between beginning and 


Sync 


(0) 
Fig. 7-34. (a) A sweep circuit using the constant-current characteristics of a pentode 
for linearization. (b) The output waveform, £,, and Eq are, respectively, the main- 
taining and breakdown voltages of the thyratron. 


end of the sweep is small. Therefore the restoration period need not be 
large in comparison with L/R to make the initial inductor current approx- 
imately independent of repetition rate. 

The Use of a Pentode. The plate current in a pentode, for fixed screen- 
to-cathode voltage, is largely independent of plate voltage except for 
quite low voltages. Therefore a capacitor charging from a supply 
voltage through a pentode will charge at approximately constant current. 
For example, in a 6AU6, if the supply voltage is 300 volts, the grid bias 
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—2 volts, and the screen voltage 150 volts, the initial charging current 
is 5.8 ma (Fig. A-1). When the capacitor voltage is 200 volts, the tube 
voltage is 100 volts, and the charging current is 5.7 ma. The percentage 
slope error is therefore 100(5.8 — 5.7)/5.8 = 2 per cent. Without the 
pentode the slope error would be 100 X 29%o9 = 67 per cent. 

A thyratron sweep circuit using a pentode for linearization is shown 
in Fig. 7-34a. A thyratron is used for the switch tube. The capacitor 
C charges rapidly through the thyratron until the difference between the 
supply voltage and the capacitor voltage drops to less than the thyratron 
maintaining voltage L,,. The sweep voltage is formed as the capacitor 
discharges through the pentode. The cathode resistor stabilizes the 
quiescent tube current, and the rheostat adjusts the nominal tube current 
and hence the sweep rate. Coarse frequency changes are accomplished 
by changing the capacitor C. The sweep at the output terminals is 
negative-going as indicated in Fig. 7-34b. The amplitude of the sweep 
may be adjusted as in a conventional thyratron sweep circuit by adjust- 
ing the thyratron bias. 
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CHAPTER 8 


CURRENT TIME-BASE GENERATORS 


For some applications it is necessary to provide for deflection of the 
beam of a cathode-ray tube by the use of a magnetic coil rather thar 
through the use of electrostatic plates. A set of coils is arranged with 
an axis perpendicular to the desired direction of deflection. The beam 
deflection angle is proportional to the coil current! and for a linear sweep. 
it is, of course, required that the coil current increase linearly with time. 

8-1. The Generator Waveform. Consider that a current generator is 
ased to drive the deflection coil. In Fig. 8-1, LZ is the deflection coil 
inductance, Rz is the coil resist- 
ance, and C is the effective distrib- 
uted capacitance of the coil. The 
resistor R is a damping resistor 
which has been included for a pur- 
pose that will appear shortly. 

We shall now find the waveform 
Fic. 81. A current generator i feeds a Of the current 7 which the generator 
magnetic deflection coil. must supply in order that the induc- 

tor current 7, shall increase linearly 
with time. We assume that the inductor current is 7, = kt, in which k 
is a constant. The drop across Z and Ry in series equals the voltage 
across R and C in parallel. This voltage is 


= LOE Rei, = kL + bRi (8-1) 
Hence, the current taken by the damping resistor is 
ne Ae kL + kRxt 
eS R 


The sweep is to begin at i = 0. The capacitor is uncharged at ¢ = 0— 
and, as indicated by Eq. (8-1), the capacitor voltage must jump to kL 
att = 0+. Hence, a current 7c must be furnished by the generator which 
will charge the capacitor to the voltage kL in zero time. This current 
must be infinite in magnitude but must last for only an infinitesimal time 
duration and must have the property that (1/C)Jtc¢ dt = kL or 
fic dt = kLC 
236 
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Also, an additional capacitor current must flow which is equal to kR,C 
so that the voltage across the capacitor will continue to rise at the same 
rate at which the voltage ¢ is rising. 

It is convenient to introduce the unit impulse or delta function 6(4) 
defined by 6(é) = © when t = 0, 6(¢) = 0 when t ¥ 0, and 


ee Oat S41 


We may now write that 
Peas 2 dr aR) A 4+ kRLC + kLC a(t) 


or i = kLC 6(t) + “ (1 + Rise) + kt (1 ae ey (8-2) 


Altogether the current generator must furnish a current which consists 
of an impulse, a step, and a linear rise as indicated in Fig. 8-2. 
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Fia. 8-2. In order to obtain a linear sweep, a current generator must supply three 
components of current: an impulse, a step, and a linear rise. 

At the termination of the sweep the energy stored in the inductor 
must be dissipated. It is usually desired that the decay of inductor 
current shall not be accompanied by an oscillation in the circuit. The 
resistor serves to provide damping for the circuit and is usually adjusted 
so that the circuit is either critically damped or overdamped. If we 
neglect the effect on the damping of the small resistance Pz (see Prob. 8-1), 
the value of R for critical damping is R = 14 +~/L/C = R,. The param- 
eters for some typical deflection coils are given in Table 8-1. 


TABLE 8-1. DEFLECTION-COIL PARAMETERS? 


1, /L 
L, mh, Ru, Cc R, ==A/- R.R1iC X 103 
Core at 1,000 cps | ohms put 2 VC’ | VLC, usec = a 
ohms 
Iron.... 280 340 200 19,000 7 5 
Tron.... 70 73 250 8,000 4 2 
Air..... 97 408 25 31,000 1.5 3 
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8-2. Effect of the Omission of the Impulsive Component of Current. 
It is physically impossible to generate exactly the impulse term in Eq. 
(8-2). Let us investigate the effect of omitting it completely. If 7 is 
given by Eq. (8-2) except that the term kLC 6(£) is missing, the differ- 
ential equation for 7, for the circuit of Fig. 8-1 is found to be 


Ric T+. (RRC +L) St + (B+ Bris 


kL + RRLCk+ (R + ay (8-3) 


I 


Rt 


I 


The solution of the inhomogeneous equation is 7, = kt, as is to be antici- 
pated. The transient part of the solution is to be found by setting 
the right-hand member of Eq. (8-3) equal to zero. Consider first that R 


Fig. 8-3. The coil current resulting from the omission of the impulsive current term 
in iq. (8-2). In (a) & equals the critically damped value F., and in (b) R « R.. 
has been selected for critical damping, R = R,. Then RR,C <L and 
also Rr, < R (see Table 8-1) so that 

git UL 
dt? 


The single root of Eq. (8-4) for critical damping is p = —1/+/LC and the 
form of the complete solution is 
in = (A + Bije-*/VLC + ket (8-5) 
At t = 0, the coil current 7; is zero and the capacitor voltage e is zero. 
Sincee = L diz/dt + Rri, = 0, then the initial conditions are iz, = 0 and 
diz/dt = 0. Subject to these conditions we find that 
i, = kt(1 — e-*/V2C) (8-6) 


which is plotted as a solid line in Fig. 8-3a. The maximum deviation 
between the actual sweep and the ideal sweep is 0.37k ~/LC and occurs 
at a time t= ~/LC. The sweep is temporarily delayed for an interval 
which is several times ~/LC. Values of ~/LC are tabulated in Table 8-1. 

Consider the extreme case of very heavy damping. Since now A is 


oe 


RLC SY 4.9 + Ri, =0 (8-4) 
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even smaller than 2,, then certainly RR,C «< L, but it may not be that 
Rr<«< fh. Replacing the term Ri, in Eq. (8-4) by (2 + Rz)iz, we find 


for the roots 
ey J _ 4(R + Rr) RC 
P= ~ ORG + 2RC | : a (8-7) 


If R is smaller than one-tenth F,, then, for the typical coil parameters 
in Table 8-1, the second term under the square root sign is less than 
0.01. Neglecting this term compared with unity, we have for the two 
roots 


1 
Pi= — wa and p2 = 0 


The form of the complete solution is 
inp = A+ Be VRC + kt 


Subject to the initial condition 7, = diz/dt = 0 at t = 0, we find for the 
complete solution 
tin = kt + RCk(e-”Fe — 1) (8-8) 


The current zz is plotted (solid line) in Fig. 8-3b, where it is seen that 
the sweep is permanently delayed by a time RC. The time delay will be 
smaller than the delay in the case of critical damping. For example, say, 
R is reduced to R./10 = 1,900 ohms for the first entry in Table 8-1. 
Then the delay is of the order of 0.38 usec rather than several times 7 usec. 
This result is to be expected since C 
may now charge from a lower im- 
pedance source. 

The effective capacitance across 
a deflection coil should, of course, 
always be kept as low as possible by 
using a type of winding which gives 
the minimum distributed capaci- 
tance and by keeping stray circuit 
capacitances at a minimum. One 
very effective procedure is to reduce 
the number of turns on the coil, 
but in this case the deflection produced per unit coil current is corre- 
spondingly low. In applications where fast sweeps are required, it is 
not uncommon to use small transmitting tubes to provide the necessary 
current. 

Alternatively, we may use the circuit of Fig. 8-4 in which the current 
generator of Fig. 8-1 is replaced by a voltage generator e;. The series 
combination of the voltage generator e; and the series resistor P is com- 


Fic. 8-4. A voltage generator used to 
drive a deflection coil. 
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pletely equivalent to the combination of a current generator 7 shunted 
by a resistor R, provided that e; and 7 are related by es = «R. Therefore 
it is required that e; = 7R, where 1 
is given by Eq. (8-2). Thus, 


e; = kRLC a(t) + k(L + RRC) 
+(R-+ Rz)kt (8-9) 


8-3. Current Drivers. The de- 
flection coil is usually placed in 
series with a tube which is used to 
supply the current and is called the 
current driver. The coil may be 
placed either in the plate or cathode 
circuit. A signal voltage which has 
the form shown for the current in 
Fig. 8-2 (but without the impulse) 
is applied to the grid of the current 
driver. The circuits of either Fig. 
8-1 or Fig. 8-4 may then be used to 
analyze the result, depending on 
whether the tube approximates 


more nearly a current source or a 

a3 — voltage source. 
E " = The trapezoidal voltage wave- 
(d) form required is generated by a 


Via. 8-5. (a) A circuit for generating a voltage sweep circuit, modified, as 
ee wavelorm:.- (0) pompre gens in Fig. 8-5a, by the inclusion of a 

resistor R, in series with the sweep 
capacitor Cy. If the switch S opens at ¢ = 0, the output e, is given by 


gi es pe eM (Rit Re) C1 (8-10) 


This equation is consistent with the facts that at = ©, e, = H, and at 
i= 0,e = ER,/(R; + Re). Expanding the exponential, we find 


je RiE 
°" Rit Re 
RE t t Aare ‘ | 
+ Bet Rs (Ry + Rn E 5(Ri + Raya + | ot) 
Since usually Re >> Ri, then 
~ bik Ht _ it — ‘ 
€& = Ro + Rit; (1 IRC, -- ) (8 12) 


As long as t/R2C; <1, then e, is trapezoidal as required. 
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A more general form of a trapezoidal waveform generator is shown 
in Fig. 8-5b. Here a switch resistance r has been included and the switch 
and capacitor C; have been returned to arbitrary voltages H’ and E”, 
respectively. Equations (8-10) to (8-12) continue to apply, however, 
provided that E is taken to be the quiescent voltage across PR. and e, is 
interpreted as the departure of the output voltage from its quiescent 
value. 


EXAMPLE. In Fig. 8-6 a cathode follower is used as a current driver for the deflec- 
tion coil. Assume that the coil is the one described in the first entry in Table 8-1. 
Let the gating tube 7’; be a 6J5, while 7, is a 6F6, triode connected. Take E,, = 300 
volts. Let it be required that the sweep duration be 107 sec during which time the 


— 
a 


Fia. 8-6. An illustrative problem. The 6J5 is equivalent to one section of a 6SN7 (see 
Fig. A-2). 


coil current is to change by 50 ma so that k = 50 amp/sec. Choose reasonable 
values for 2, E.., Ri, and C;. Also find the waveform at G2 and the waveform of the 
coil current. 

Solution. Initially the grid of 7; is clamped to the cathode and the sweep starts 
when 7’, is driven beyond cutoff by the application to the grid of a negative gate, as 
shown. Wearbitrarily select , to be 1 Meg so that with 7’; in clamp the plate voltage 
of 7, is close to the cathode voltage. From the 6F6 triode tube characteristics of 
Fig. 8-7a we find that 7.2 will be cut off when the grid voltage is about —50 volts. 
We bias 72 at’ —25 volts with respect to ground. We then find that, in the presence 
of the 340-ohm cathode resistance, the tube current is about 20 ma. In this way 
the tube nonlinearity at low current is avoided. The drop through R- must then be 
325 volts so that the current in 7; is about 0.3 ma. At zero grid-to-cathode voltage 
T, will conduct 0.3 ma when the plate-to-cathode voltage is about 5 volts. Accord- 
ingly 'we set —E.. = —30 volts. The quiescent voltage across C; is 5 volts. 

The equivalent circuit for the cathode follower 7: is given in Fig. 8-76 in which e, is 
the voltage applied to the grid of T.2. The plate resistance of the 6F6 is rp = 2,600 
ohms and pz = 6.8. R = rp/(u +1) = 330 ohms, while u/(u + 1) = 0.87. Hence 
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from Eq. (8-9), with the impulse voltage missing, 


ei = a 7 = RL + RR1C) + (R + Rsk (8-13) 


Substituting & = 50 amp/sec, L = 0.28 henry, R = 330 ohms, 2, = 340 ohms, 
C = 200 upf, and p/(u +1) = 0.87, we find 


€o = 16.1 + 38.5 X 10% (8-14) 


This equation must be compared with Eq. (8-12). Hence, 


Tia = | 3 
R.@ = 16.1 and BC. 38.5 X 10 


Since the quiescent voltage across Pz is 325 volts, then H = 325 volts. For this value 
of # and R, = 1 Meg, we find 2; = 50 K and C; = 0.0084 zf. 
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Fic. 8-7. (a) The 6F6 triode plate characteristics. (6b) Equivalent circuit (for 
changes from the quiescent value) of the 6F6 cathode follower in Fig. 8-6. 


Because we have omitted the impulsive component of current there is a delay in 
the start of the sweep. In Sec. 8-2 we showed that, for a heavily damped coil, this 
time is RC = 330(200 X 10712) sec = 0.06 usec. This delay is so small that it is 
evident that this circuit would also be suitable for use at very much faster sweep 
speeds. 

The grid-to-ground voltage of tube 72, écnz equals —25 + e., because the quiescent 
voltage is —25 volts and e, represents the increase from the quiescent value. Assum- 
ing that the trapezoidal voltage given in Eq. (8-14) is a sufficiently good approxi- 
mation to the true exponential of Eq. (8-10), then em: rises linearly from 
—25 + 16.1 = —8.9 volts at ¢ = 0+ to —25 + 16.1 + 38.5 = 29.6 volts at ¢ = 1 
msec. This voltage is plotted in Fig. 8-8a. The coil current is 20 ma in the quiescent 
condition and increases linearly at the rate of 50 amp/sec to 70 ma at ¢ = 1 msec, as 
indicated in Fig. 8-8b. 

We shall now investigate the grid voltage of 72 at the end of the sweep. At 
t = 1 msec, the capacitor will be charged to 38.5 + 5 = 438.5 volts. The equivalent 
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circuit of 7’, at this instant is indicated in Fig. 8-9, where we assume that the current 
in the 1-Meg load remains approximately 0.3 ma. From Kirchhoff’s law we find 


—43.5 + 50(% — 0.3) te = 0 or éo + 50%, = 58.5 (8-15) 


If this load line is plotted on the plate characteristics of the 6J5, the intersection with 
the e, = 0 characteristic is found to be at e, = 12 volts. Hence, from Fig. 8-9, 
€cng = —380 +e, = —30 + 12 = —18 volts at = 1+ msec. This value is plotted 
in Fig. 8-8a. The grid decreases to the quiescent value of —25 volts with a time 
constant (Jt: + 7,)C: 0.5 msec. Actually there will probably be an overshoot to 
the grid waveform of 7 so that the abrupt drop in Fig. 8-8a will be even larger. 


Ccaz volts 
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Fia. 8-8. (a) The grid-to-ground voltage Fic. 8-9. Equivalent circuit for caleulat- 
of 7's, and (b) the coil current in the illus- . ing the voltage at Gz at the end of the 
trative problem of Fig. 8-6. sweep. 


We shall assume, for simplicity, that the grid of 7: drops to its quiescent (—25 volt) 
level immediately at the termination of the gate, as indicated by the broken line 
portion of the waveform of Fig. 8-8a. The equivalent circuit to describe the decay 
of current in the inductor is now as shown in Fig. 8-7 except with the generator shorted. 
If ¢’ is the time measured from the end of the sweep, then the instantaneous coil 
current is given by 

7 (Et) , 
in = 50e L + 20 ma (8-16) 


The current decays with a time constant L/(R + Rr) = 0.28/670 = 0.42 msec, as 
indicated in Fig. 8-8b. 


If the circuit had been critically damped, R, = 19 K, then the recovery 
time constant would have been 0.28/19 X 10% = 15 usec. In this case 
the start of the sweep would have been delayed by several times ~/LC = 7 
usec. Altogether then we conclude that critical damping gives a rela- 
tively large delay and small recovery time, whereas heavy damping 
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gives a short delay and large recovery time. The waveform across the 
deflection coil (the voltage at the cathode of T2) will have a backswing 
at the end of the sweep as the voltage across the coil changes sign. This 
waveform is given in Prob. 8-8. 

The deflection coil may be placed in the plate circuit of Fig. 8-6 
instead of in the cathode circuit. A pentode or beam power tube is used 
for T, and an external damping resistor F? is added across the coil. The 
calculation of voltage and current waveforms and of the required com- 
ponent values may be carried out in a straightforward manner, as in the 
illustrative problem above. 

8-4. Methods of Linearity Improvement.’ The simple sweep circuits 
discussed in Sec. 8-3 will not provide precisely linear sweeps for the follow- 
ing four essential reasons. 

1. The impulse term required by Eq. 8-2 is lacking. 

- 2. The driver tubes which provide the inductor currents do not oper- 
ate with sufficiently linearity, especially over the large current ranges 
required. 

3. The nominally linear portion of the trapezoidal waveform provided - 
by the circuit of Fig. 8-5 is actually exponential in form. 

4, The inductance of an iron-core coil 
varies with current. This nonlinearity of 
the iron is avoided by using an air-core 
coil. The first three nonlinearities men- 
tioned above will now be discussed. 

Circuits for Generating an Impulse. In 
Fig. 8-10 is shown a pentode driver for the 
deflection coil which is in the plate circuit. 
A resistor R; bypassed with a small ca- 
pacitor C, is placed in the cathode circuit. 
The input voltage is a trapezoidal voltage 
e;, as Shown. The degenerative effect of 
the cathode resistor R, will not make 
itself felt until C;, has charged. The out- 
put current 7 of the pentode will appear as 
Fra. 8-10. A cathode BC, com- 1 Fig. 8-11. During the relatively slow 
bination is used to approxi- rise of the linear part of the trapezoidal 
mate an impulsive component of yoltage the presence of C; will have little 
eee influence on the output current and the 
effect. of C;, may be neglected. The time constant #,C; is taken of the 
order of magnitude of the sweep delay resulting from the omission of the 
impulse. Since the spike in Fig. 8-11 is only a crude approximation to an 
impulse, the final value of C; is obtained experimentally for optimum 
linearity. 
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Alternatively, instead of adjusting the current driver so that it pro- 
vides a current spike, we may instead produce a spike in the voltage 
applied to the driver tube. For exam- 
ple, we may invert the gating square 
wave in Tig. 8-6, differentiate it with a 
small RC circuit (see Sec. 2-2), and apply 
the resultant positive pip at the begin- 
ning of the sweep across Ry. The volt- 
age at G2 will then have the waveshape 
depicted in Fig. 8-11. Another circuit 


which produces the same result is given t 
in Prob. 8-14. Fia. 8-11. The plate current in Fig. 


F ‘ 8-10 contains a spike because of the 
Improvement of Linearity of Current  snatt RC; time constant. 


Driver for Deflection Coil. The obvious 

remedy for the nonlinearity of the current driver for the deflec- 
tion coil is the use of negative feedback. A method of incorporating 
inverse feedback is illustrated in Fig. 8-12a. The coil (L, Rx, C) together 
with its damping resistance /? is arranged to be the load on the amplifier 
with current feedback. The amplifier has a gain A, output impedance 


i 


(5) 


Fria. 8-12. (a) An amplifier with current feedback; (b) the equivalent circuit. 


R., and the feedback impedance is the resistor R,. The effect of current 
feedback is to leave unchanged the gain of the amplifier but to increase 
the output impedance of the amplifier by the term (1 — A), (see Sec. 
1-3). Hence, we may replace Vig. 8-12a by the equivalent circuit in | 
Vig. 8-12b. Now, if (1 — A)R,>>|R, + Z1| and if |A| > 1 then 


im _ Abe ~ ee (8-17) 
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and the resultant current is independent of the amplifier characteristics. 
The negative current feedback has transformed the amplifier into a 
device which acts as a current generator whose output current is pro- 
portional to the applied input signal e,. The coil current will vary 
linearly with time, provided that the input voltage is given by e, = iR,, 
where 7 is given in Eq. (8-2). 

The amplifier of Fig. 8-12 will usually consist of several stages of 
preamplification together with an output current driver. The deflection 
coil may then be placed either in the cathode circuit of the current driver 
or in the plate circuit. In the latter case the current driver is invariably 
apentode. It is usually advantageous to use the plate circuit connection 
since in this case the driver tube contributes to the overall amplification. 


Cy Ry 


Fie. 8-13. An operational amplifier used to generate a trapezoidal waveform. 


Alternatively, of course, voltage feedback may be used. In this case, 
it will be recalled (see Sec. 1-2) that the equivalent generator seen looking 
back into the output terminals is Ae,/(1 — BA) & —(e./B) if |@A| >> 1s0 
that again the equivalent voltage generator is independent of the amplifier 
characteristics. The output impedance is R,/(1 — BA). 

Linearization of Trapezoidal Voltage. Referring to Fig. 8-5, it is 
clear that a perfect trapezoid will be developed if the current through 
Re is kept constant. The current will be constant at H/Re if the top 
of the resistor Re is bootstrapped to the output voltage e,. This boot- 
strapping is conveniently done in the case of an amplifier with current 
feedback. From Eq. (8-17), the voltage developed across the feedback 
resistor is #,z = e,, and since the output voltage in Fig. 8-5 is e, = é., 
it is only necessary to bootstrap the top of Re to the voltage drop across 
the feedback resistor. 

A second method for improving the linearity of the trapezoid is through 
the use of an operational amplifier, as shown in Fig. 8-13 (see Sec. 1-11). 
When the switch S opens at ¢ = 0, the output is 


Ry E 
Ra RG; 


just as required, provided only that the gain A of the amplifier is very 
large. 


t (8-18) 


& = — 
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8-5. Illustrative Current-sweep Circuits. Because of the feedback the 
circuit of Fig. 8-18 not only provides an output of the correct form 
but, in the case of large A, has an output which is independent of tube 
characteristics, etc. The deflection coil may therefore be placed directly 
across the output terminals. Since the output impedance is nominally 
zero, the required output voltage [see Eq. (8-1)] is 


eo = kL + Rykt ~ (8-19) 
Comparing Eqs. (8-18) and (8-19) and neglecting the arbitrary minus 
signs in Eq. (8-18), we may compute the required values of R; and C, as 


_kLR: 4 __ 2 
~ #B 1 BRiR: 


where F is the quiescent voltage across Re. 
A practical circuit which is patterned after the ideal circuit of Fig. 8-13 
is shown in Fig. 8-14. Of course, since the amplifier here is only a single 


Ry 


(8-20) 


Ey, 


To 
driver 


Fia. 8-14. A single-stage sweep circuit using operational amplifier feedback to linearize 
the trapezoidal voltage. Current feedback through FR, makes the waveform more 
independent of the driver tube characteristics. 

pentode, the results in Eq. (8-20) hold only approximately. The grid - 
of the pentode is clamped except during the sweep time so that no feed- 
back exists after the termination of the sweep. The output impedance 
is accordingly high after the sweep and a shunt damping resistor is 
required. The cathode resistor R, serves to stabilize the quiescent tube 
current. If the voltage across 7, when it is in clamp is neglected, then 
EH = 2f,+ #,.. The circuit of Fig. 8-14 finds wide application prin- 


248 PULSE AND DIGITAL CIRCUITS 


cipally because of its relative simplicity. It has also a convenience, not 
shared by the circuit of Fig. 8-6, that the damping resistor R may be 
selected for critical damping to permit a rapid decay of the inductor 
current. The location of the deflection coil in the plate circuit, however, 
has the difficulty that the effect of power supply ripple is much more 
pronounced than when the coil is located in the cathode circuit. 

A more elaborate circuit® using current feedback is shown in Fig. 8-15. 
A trapezoidal voltage is developed at the grid of 72 at the opening of 
switch S. This signal is amplified by the two-stage amplifier 7. and 7’; 
and applied to the grid of the driver tube Ty. A voltage proportional 
to the output current is developed across the cathode resistor R,. The 


+300 Vv 


C, 


R, 
Bootstrapping [ Current feedback 


Fig. 8-15. A three-stage sweep circuit using current feedback and bootstrapping to 
improve the linearity. 


feedback voltage is injected into the amplifier input through the cathode 
of 7. since the grid of 72 is already being used. At the same time the 
feedback voltage is used to bootstrap the trapezoidal voltage-forming 
circuit. Since the trapezoidal signal is a-c coupled to the driver tube, | 
then a d-c restorer 7’; is used to ensure that the d-c level of the grid of 7, 
is independent of repetition rate. In the quiescent state 7’, is cut off and 
it is brought into the conducting region by the step at the beginning of 
the sweep. 

8-6. Television Sweep Circuit. The frequency of a television hori- 
zontal sweep circuit is 15,750 cps (see Sec. 17-4) corresponding to a total 
time of 63.5 usec for the combined sweep and retrace times. Since the 
flyback should be a small fraction of the complete cycle, one of the special 
problems associated with this television sweep is that of obtaining a fast 
retrace time (of the order of a few microseconds). Another important 
problem is that of conserving power. The peak energy stored in the 
inductance L of a deflecting coil is 4LI,2, where Im is the peak current. 
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Since this energy is dissipated in each cycle, the power lost in the yoke is 
P = 1601 ,?f;, where f, is the horizontal scanning frequency. Typical 
values are L = 30 mh, J,, = 300 ma, and f, = 15,750 cps, so that P = 21 
watts. This value is about 10 per cent of the total power taken by the 
entire television set. By the simple technique of replacing the damping 
resistor across the deflecting coil by a damper diode the power loss is 
cut to about one-quarter its previous value (for the same deflection) and 
also the retrace time is made appreciably smaller. This method will 
now be explained in detail and several other interesting and valuable 
features of this circuit will be brought out in the discussion. 


f T, | ver Time 


er 


(c) 


Fia. 8-16. A diode 72 is shunted across Fig. 8-17. The coil current (b) and coil 
coil L. voltage (c) corresponding to the sweep 
input voltage (a). 

In Fig. 8-16 the damping resistor across the coil L is replaced by the 
diode 72. Assume that the input to the grid of the amplifier 7; is a 
single-stroke trapezoidal sweep lasting for a time 7’, as indicated in Fig. 
8-17a. The current zz, in the coil is approximately linear (see Sec. 8-1). 
If the coil resistance is neglected, the voltage ez, across the coil is positive 
and of constant value for the interval 7. The diode 7’, conducts a 
constant current during this interval. At the end of the sweep, the tube 
T, is cut off. The plate current immediately falls to zero and the coil 
current now flows through the capacitor C. The circuit rings (see Sec. 
2-8) for one-half a cycle during which time e, = L di/dt is negative and 
the diode 7: is cut off. The coil current changes in a cosinusoidal manner 
from a positive peak J to a negative value — Jina time 1/2f, where f is the 
resonant frequency corresponding to Z and C. At the end of this half 
cycle the voltage ez reverses sign (see Fig. 8-17c) and 72 conducts again. 
The current zz, and the voltage ez now decrease to zero with a time 
constant L/R;, where Ry; is the forward resistance of the diode. 

The retrace time is 1/2f. Since the resonant frequency of a coil used 
in a commercial television set is at least 70 kc, the flyback time is less 


250 PULSE AND DIGITAL CIRCUITS 


than 1/(2 X 7 X 104) 2&7 usec. This calculation demonstrates that the 
circuit does indeed have the desired fast recovery time. 

For the sake of simplicity, we assumed a single-stroke sweep in the 
above discussion. For a recurrent sweep, the situation is as pictured in 
Fig. 8-18. The sweep time 7’, is chosen so that the period T of the input 
voltage is only slightly longer than 7’, + 1/2f. Under these circumstances 
tube 7’; begins to conduct again before tube 7’. stops conducting. Hence, 
now the total coil current (shown dashed in Fig. 8-18) is made up of two 
components: the positive one is that part of the coil current which flows 
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Fig. 8-18. A recurrent sweep. The coil current is seen in (b) to be made up of the 
superposition of two currents. 


in 7’; and the negative one is that portion of the coil current which flows 
in To. 

We see also from Fig. 8-18b that the total sweep corresponds to a 
current of 27 and yet the peak energy stored in the inductor is 4LL and 
not 16L(21)*. This observation verifies our previous claim that the 
power loss due to the magnetic-coil energy which is dissipated each cycle 
can be cut to one-quarter its value by using a damper diode. 

The horizontal sweep circuit of a television receiver is indicated in 
Fig. 8-19. Because the kinescope is a flat-faced tube, the rate of change 
of yoke current must be greatest at the center of the scan and must 
decrease when the beam reaches the edges of the tube. The current 
waveform is shaped by means of the network consisting of two capaci- 
tors C; and C2 (see Fig. 8-19) and the adjustable inductor Lz resonating 
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near the scanning frequency. Hence this combination controls the hor- 
izontal linearity of the television picture. We have also indicated in 
Tig. 8-19 an adjustable resistor Rw in series with the deflection coil. 
This resistor controls the peak coil current and hence the width of the 
television picture. 

During the sweep time, when the diode J. conducts, the positive 
voltage E’ (Trig. 8-18c) is impressed across C2. Neglecting the d-c drop 
in Lz, this voltage appears also across C;. Hence, at the junction of the 
capacitors C, and C2 (marked “‘boosted d-c output’ in Fig. 8-19) there 
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Fic. 8-19. The horizontal sweep circuit of a TV receiver, including the flyback high- 
voltage supply. 


appears a voltage which is greater than that provided by the low voltage 
supply Hy. This boosted voltage is the effective plate-supply voltage 
for the sweep driver and also for other tubes in the television set. The 
increase in voltage HE’ over Ey is of the order of 50 to 350 volts. 

The voltage induced across the deflection coil during the flyback time 
(see Fig. 8-18c) can be very high—of the order of thousands of volts. 
Advantage is taken of this phenomenon in order to supply the high 
voltages (say, 12 kv at 100 ya) required for acceleration of the electron 
beam. Thus, in Fig. 8-19 an autotransformer has been added with its 
primary in series with the deflection coil and its secondary in series with a 
rectifier tube 73. The sum of the voltages induced in LZ, in the trans- 
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former primary, and in its secondary is rectified by 73. This arrange- 
ment is called a flyback (or kickback) power supply. 

The deflection coil may be transformer-coupled into the plate circuit 
of the driver tube instead of being placed directly in series with this tube 
as in Fig. 8-19. An autotransformer is often used for this purpose. 
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CHAPTER 9 


PULSE TRANSFORMERS AND BLOCKING OSCILLATORS 


Tron-cored transformers are used in the transmission and shaping of 
pulses which range in width from a fraction of a microsecond to about 
25 usec. Among the extensive applications of pulse transformers are the 
following: 

1. To change the amplitude and impedance level of a pulse. 

2. To invert the polarity of a pulse. Also to provide, with the aid 
of a center-tapped winding, equal positive and negative pulses simul- 
taneously. 

3. To produce a pulse in a circuit having negligible d-c resistance. 

4. To effect ‘‘d-c isolation’? between a source and a load. In other 
words, to produce a pulse in a winding whose d-c voltage level may be 
arbitrarily selected. 

5. To couple between stages of pulse amplifiers. 

6. To differentiate a pulse. 

7. To act as a coupling element in certain pulse-generating circuits 
such as the blocking oscillator (considered in this chapter) and the multiar 
(discussed in Chap. 15). 

In many instances the functions listed above may be accomplished as 
well or better by vacuum-tube circuitry. But the transformer, being a 
completely passive circuit element, has none of the instability normally 
associated with tubes and in addi- 
tion avoids the inconvenience of 
supplying the voltages required for 
tube operation. 

9-1. Equivalent Circuit. The 
schematic diagram for a _ trans- 
former is indicated in Fig. 9-1. Fig. 9-1. Schematic diagram of a 
The primary inductance is L,, the aeons 
secondary inductance is L,, and the mutual inductance is M henrys. The 
load resistance is #;, ohms. In this section, we shall ignore the primary, 
secondary, and source resistances and also all capacitances. We shall 
also neglect core loss and the nonlinearity of the magnetic circuit. These 
parameters, however, will be added later to the equivalent circuit. The 
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coefficient of coupling K between primary and secondary is defined by 
K = M/~/L,L,. Under the circumstances specified above, an ideal 
transformer is one for which L, is infinite and K = 1. In this case the 
output e, is an exact replica of the input e; and the transformation ratio 
n is independent of the load. For the ideal transformer, 


_€@ ty fle Ne 

naoSa Balen F a 
where 7, is the primary current, 7, is the secondary current, N, is the 
primary number of turns, and JN, is the secondary number of turns. 

An iron-cored transformer, such as a pulse transformer, behaves as a 
reasonable approximation to a perfect transformer, when used in con- 
nection with the fast waveforms it is intended to handle. In such a case 
it is advantageous to replace the actual transformer by an ideal trans- 
former together with additional circuit components which represent the 


pity a?R, 


(b) 

Fia. 9-2. (a) A circuit which is equivalent to that of Fig. 9-1, in which an ideal trans- 
former 7; having a voltage step-up ratio 1/a is introduced. Hence, the primary cur- 
rent in 7’: is 1/a times the secondary current. (b) The load impedance fz is reflected 
into the primary of T: as a?Rr, 

departure of the real transformer from perfection. This representation is 
particularly worthwhile if we are able to compute from the geometry 
of the transformer the magnitude of the circuit elements which represent 
the imperfections. 

In Fig. 9-2 is drawn a circuit consisting of an ideal transformer 7, 
in cascade with a transformer 7;. The transformation ratio of J». is 
1/a = secondary volts/primary volts, where a is a number which will be 
specified later. For the ideal transformer 7's, the secondary impedance 
Rz, may be reflected into the primary as a?fz, as indicated in Fig. 9-2b. 
The network of Fig. 9-2 is to be equivalent to that of Fig. 9-1 in the sense 
that both are to draw the same current 7, from a given source e; and are 
to deliver the same current to a given load Ry. The parameters Li, Li, 
and M’ are now to be found. For the circuit of Fig. 9-1, we may write 


A eg ge 
dt dt 
di ay (9-2) 
a pated Ld bedi ; 
O= M+ LS + aR 
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The corresponding equations for the circuit of Fig. 9-2b are 


oy = 1, in 4 Md 
P dl a dt 
a ar ee (03) 
pe ts ts Es 2 
Oe a a dl a, (exe) 
The above two sets of equations are equivalent if 
L=L, M’ = aM Li = aL, (9-4) 


Finally, we replace the transformer T, of Fig. 9-2 by its equivalent 
T network and the circuit of Fig. 9-3 results. It is easily verified that the 
mesh equations of Fig. 9-3 agree with those of Fig. 9-2. Different 
equivalent circuits are obtained depending upon the value selected for 


0/2=L,(1-K) 0/2 


Oj=L,-aM o2=0°L,-aM 


Ideal 
F'ia. 9-3. The transformer 7; of Fig. 9-2is Fic. 9-4. An equivalent circuit in which 
replaced by its equivalent T network. the series inductance is divided into two 


equal parts. 


1/a. Consider, for example, the equivalent circuits which result when 
1/a is selected so that o; = o2 = o/2 oro) = 0 or a2 = O. 
Case 1. 01 = 02 = a/2 


iM Saipan Se ae Ve (9-5) 
o ie — 
Then 3 — Lp - aM = L, — 7° K V Lyle 
remembering that K = M/~W/L,L:. 
Hence 5 =L,(1—K) and eM =KL, (9-6) 
The equivalent circuit is given in Fig. 9-4. 
Case 2. «1 = 0 
2p ly _1 [Ly 
Ly, — aM =0 or a 4 JE (9-7) 


ee 
KR 


The equivalent circuit is given in Fig. 9-5, 


oo = aL, — aM = Bl - 1) and aM = Ly (9-8) 


256 PULSE AND DIGITAL CIRCUITS 


Case 3. o2 =0 
aL, —aM =0 or a= + os Ke (9-9) 
therefore aM = Kk Vz K VL,L, = K°L, 
and fh igh Sree) (9-10) 


The equivalent circuit is given in Fig. 9-6. 

For a well-constructed pulse transformer the coefficient of coupling 
differs from unity by less than 1 per cent. For such a transformer 
(K & 1), the equivalent circuits of Figs. 9-4 to 9-6 each give very nearly 


Oo, =Lp(1-K?) 


Ideal Ideal 
Fia. 9-5. An equivalent circuit in which Fra. 9-6. An equivalent circuit in which 
the series inductance is placed to the right the series inductance is placed to the left 
of the shunt inductance. of the shunt inductance. 


the same value for the shunt inductance and for the total series induct- 
ance. The total series inductance, called the leakage inductance, is 
Case 1: 


o = 2L,(1 — K) 
Case 2: 
1 1-A)AI+K 
o2 = Ly ( _— 1) = 1,2 — AE TE) ~ 91,,(1 — K) 
Case 3: 


o: = L,(1 — K2) = L,(1 — K)(1 + K) & 2L,(1 — K) 


Similarly, the shunt inductance, called the magnetizing inductance, is 
approximately L, for all three cases if K 1. To summarize, the equiv- 
alent circuit of a pulse transformer consists of a series leakage inductance 
o = 2L,(1 — K) and a shunt magnetizing inductance L,. These ele- 
ments are in cascade with an ideal output transformer of stepup voltage 
ratio n = 1/a & WL./L, & N./N, (because the inductance is propor- 
tional to the square of the turns). The leakage inductance « may be 
placed entirely to the right of Z,, entirely to its left, or split into two 
inductors, one to the right and the other to the left of Lp. The equivalent 
circuit discussed above must be modified to take the transformer losses 
and capacitances into account. These modifications are made in Sec. 9-5. 

9-2. Transformer Inductance Parameters. The equivalent circuits 
derived above indicate how the leakage and magnetizing inductances may 
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be obtained experimentally. From Tig. 9-6 we see that, if the secondary 
is short-circuited, then the input impedance is the leakage inductance o. 
This inductance may be measured on a Q meter. A second method of 
determining ¢ is to short the secondary, shunt the primary with a capaci- 
tance C',, and measure the resonant frequency f;. In order to eliminate 
the effect of the transformer and other unknown external capacitors which 
are in shunt with C,, the above measurement is repeated with a second 
capacitor C2. If the resonant frequency is now found to be fe, then we 
can show that 
7 fifa : 

7 Qafifsy'(C2 — CD vat) 
A simple procedure for measuring the resonant frequencies f, and fe is the 
following: The transformer is placed in the plate circuit of a tube whose 


(b) 

Fra. 9-7, A transformer core made by winding a continuous strip of high-permeability 
iron into a rectangular shape. The secondary winding is not indicated. 

grid is clamped to its cathode. A negative pulse (or a square wave) is 
applied to the grid to cut the tube off. The transformer will now ring 
and the resonant period may be measured from the waveform, as observed 
on a scope. This method also allows the simultaneous measurement of 
the effective losses in the transformer. Thus, as explained in Sec. 2-8, if 
the amplitude of the waveform falls to 1/e of its initial value in N cycles, 
the Q of the circuit is Nz. 

From Fig. 9-5 we see that the input impedance consists of the mag- 
netizing inductance L,, if the secondary is open-circuited. Hence, if the 
above experiment is repeated with the secondary unloaded, then L, may 
be determined. 

It is also possible to estimate the inductances from the geometry 
of the transformer. Figure 9-7 shows a rectangular core made from 
high-permeability alloys such as Hipersil (Westinghouse), pmax = 12,000, 
or Permalloy (Western Electric), pox 80,000. In order to reduce 
eddy-current losses, the iron should, of course, be laminated. It has been 
found that Hipersil and Permalloy can be rolled into strips as thin as 
2 mils and cores are often formed by winding a continuous strip as indi- 
cated in Fig. 9-7b. The permeability actually achieved in pulse trans- 
formers is much less than the maximum values indicated above. The 
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principal reason for this reduction in yp is that at the instant the pulse is 
applied the flux in the core is confined largely to the surface (the ‘skin 
effect’’) because of the eddy currents that flow. The effective cross 
section of the core is thus reduced. As time passes, the flux penetrates 
deeper into the core and eventually becomes uniform. Accordingly the 
effective permeability of the core increases with increasing pulse dura- 
tion.!. The effective permeability of Hipersil is of the order of 400 for 
microsecond pulses. 

The primary inductance L, is easily calculated? for the simple mag- 
netic circuit of Fig. 9-7. If is the mean length of the magnetic path, 
A the cross section of the core, and N, the number of primary turns, 


pAN,? 
l 


“ (9-12) 


where all quantities are expressed in mks units. 
In order to see in a typical case how the leakage inductance « depends 
on the geometry, consider the simple geometrical arrangement of Fig. 


Circuital path 
a for computing H 


Primary 
Secondary ‘ 
i ee 
ox 
| : a 
ox 
ox 
ox 
(a) 


Fia. 9-8 (a) A one-layer secondary wound directly over a one-layer primary. A cross 
indicates current into the page, and a dot indicates current out of the page. (b) A 
top view of the windings considered as current sheets and the magnetic flux density 
between windings. 


9-8a where a single-layer secondary is wound over a one-layer primary. 
We have already emphasized that the secondary must be short-circuited 
in order to find «. For this connection the output voltage is, of course, 
zero. Hence the net flux in the iron is zero and the primary and second- 
ary ampere-turns must be equal and oppositely directed, N,J, = N.J;. 
Almost all the flux appears in the space between the coils. For simplic- 
ity, we replace the coils by current sheets carrying the currents NJ, and 
N.I, (= N>lI,), respectively. A top view of the concentric solenoidal 
windings is shown in Fig. 9-8b and the magnetic field intensity H between 
windings is also indicated. The current sheets are of the same length 
(in the direction perpendicular to the current flow) as the coils are long, 
We locate the current sheets at the point midway through the thickness 
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of the wires of the coils. The value of H in the region between sheets is 
H =N,I,/\. This result for H is computed by applying Ampére’s cir- 
cuital law to the path indicated in Fig. 9-8). The energy density stored 
in the magnetic field is given by 44uH? joules/m*. Hence the total energy 
W stored is W = léuoH?V, where V is the volume between coils and 
where we have replaced u by po, the permeability of free space because the 
medium between the coils is air. The energy may also be calculated from 
W = léclI,’ since this magnetic energy (with the secondary shorted) may 
be considered to reside in the leakage inductance o. Equating the above 
two expressions for W, we obtain 


(9-13) 


where all quantities are expressed in mks units. This calculation indi- 
cates clearly that o is due to the leakage flux, that is, the flux which links 
one but not both windings. Hence, o is essentially independent of the 
magnetic circuit of the transformer, since the leakage flux is almost 
entirely in air. Note that the ratio of magnetizing to leakage inductance 
L,/o = pAd?/poV1 is independent of the number of turns and is propor- 
tional to the permeability of the iron. One of the main reasons for using 
high-permeability cores in pulse transformers is in order to have a large 
ratio of magnetizing to leakage inductance. 

More accurate calculations of ¢ taking into account the current distri- 
bution throughout the windings and also taking into consideration multi- 
layer windings are given in the literature’ and in Probs. 9-3 and 9-4. 

9-3. Transformer Capacitances. We shall now consider the capaci- 
tances present in a transformer. A simple calculation (see Prob. 9-6) 
shows that the interturn capacitance is negligibly small in comparison 
with the capacitance between windings and hence may be neglected. If 
the separation d between windings is small compared with the core thick- 
ness, then the two layers may be considered the plates of a parallel-plate 
capacitor and the capacitance C’, between layers is given by 

Cs = eh (9-14) 

d 

where S is the mean circumference, ¢ is the dielectric constant of the 
insulation, and all quantities are expressed in mks units. It is not evi- 
dent how to include C, into the equivalent circuit. Let us assume, 
therefore, that the proper capacitance to use is not C, but rather a differ- 
ent value C’ which is to be connected as a shunt element in the equiv- 
alent circuit. This value C’ will be chosen such that the electric energy 
stored in C’ equals the energy stored in the electric field between layers 
of the windings. This assumption seems reasonable and is justified 
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because it leads to a transformer behavior which is verified experimen- 
tally. In Fig. 9-9 is shown the trace in the plane of the paper of the two 
windings of Fig. 9-8. We assume that the voltage distribution along a 
winding is linear with distance x so that the voltage difference between 
windings V, at a height « measured from the bottom, is given by 


2 = Vea + (Va 7 Vea) (9-15) 


where V.4¢ and Vz are the potential differences between windings at the 
bottom and top, respectively. The electric field # at the height x is 
E = V,/d. The energy stored per cubic meter is eH? = 14(eV,?/d?). 
If S is the mean circumference, then the element of volume is Sd dx 
and the total energy W is 


1 «V,? 
w= | 5p Sd dx (9-16) 


If V. from Eq. (9-15) is substituted into Eq. (9-16) and the integral is 
evaluated, the result is 


= (Vat + VeaVea + Vert (9-17) 


where C, is given in Eq. (9-14). If the adjacent ends of the windings are 
connected together as in Fig. 9-9b, the transformer is noninverting. If 
the step-up ratio is n and the input voltage is e;, then V.g = 0, 


Vab = (1 = n)e; 
and, from Eq. (9-17), 
W= ee (n — 1)?e,? (9-18) 


If we now introduce the capacitance C’ across the magnetizing inductance 
in Fig. 9-6, then the energy stored in C’ is approximately 14C’e,?._ Actu- 
ally the voltage across C’ will be less than e; by the drop across the leak- 
age inductance. But the voltage across o will normally be small in com- 
parison with e;. 

If the quantity 144C’e;? is squnted to W in Eq. (9-18), we have for the 
capacitance C’, which is to be included as a shunt element in the equiv- 
alent circuit, 


= (n — ye (9-19) 


If opposite ends of the windings are connected together as in Fig. 9-9c, 
the transformer is inverting. The capacitance C’ is now larger and is 
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found, by proceeding as above, to be 
CGr saad o (9-20) 


The symbol n in the above equations is a positive number. 

For the special case of a 1:1 noninverting transformer, n = 1 and Eq. 
(9-19) gives C’ = 0. A more accurate equivalent circuit’ based upon the 
transmission-line approximation to the transformer has been given for 
this special case. 

The capacitance of a transformer may be measured on a Q meter. 
It also may be determined as a by-product of the ringing-method measure- 
ment of the inductance L,. The result of the measurement is not only 
the transformer capacitance C’ but it also includes all external shunting 
capacitance C.. Unfortunately, C, may often be much larger than C’ 
and furthermore C, may be difficult to estimate. 


A B eB ee, gl Bis 
dx cer e e e 
eee Ae 
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Fia. 9-9. (a) AC and BD represent the traces of the windings of Fig. 9-8 in the plane 


of the paper. (b) The noninverting transformer connections. (c) The inverting 
transformer connection. 


We have taken the transformer capacitance into account by including 
a shunt capacitor C’, which is connected on the load side of the leakage 
inductance. Actually the transformer capacitance is a distributed ele- 
ment, and no matter what location is selected for a single lumped capaci- 
tance, the result is an approximate equivalent circuit. A somewhat 
better approximation would result if the capacitance C’ were split so that 
a part of it appeared on the generator side and a part appeared on the load 
side of the leakage inductance. Such a division, however, leads to an 
equivalent circuit whose extra complexity is not warranted, since a single 
capacitor in the equivalent circuit usually gives reasonably good agree- 
ment with experimental results. 

Having decided to use a single lumped capacitor representation of the 
distributed capacitance, we have located this capacitance at the load end 
of the leakage inductance for the following reasons. First, if C’ were 
located on the generator side, then if the generator had a nominally zero 
output impedance the effect of this capacitor would disappear—a result 
which is not in accord with experiment. Second, the external shunt- 
loading capacitance encountered with a pulse transformer is very fre- 
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quently heavier on the output side of the leakage inductance, and this 
external shunt capacitance may simply be added to C’. 

9-4. Ferrite Cup-core Transformers. Cores molded from a magnetic 
ceramic such as sintered manganese-zinc ferrite are now available which 
are excellent for pulse transformers. The maximum permeability of this 
material is not very great, but its resistivity is at least 10 million times 
that of Hipersil or Permalloy. This high resistivity means that the skin 
effect due to eddy currents is very small and an effective permeability of 
the order of 1,000 is attained. This value is larger than the effective 
permeability of strip alloys. Also, because of this high resistivity the 
core loss is very small and a Q of the order of 5-15 is obtained at a fre- 
quency of 1 Mc. Three views of one-half of a ferrite core are shown in 
Fig. 9-10a. Because of its shape this element is called a “pot” or ‘‘cup”’ 
core. The windings are placed on a circular nylon or paper bobbin which 
is then inserted in the core. An end view of the complete core, assembled 
by butting two halves together, is indicated in Fig. 9-10b. The two sec- 
tions are held together, with a machine screw through a small hole in the 
center of the core and the entire assembly is dipped into a hard-setting 
resin. The magnetic circuit thus completely encloses the windings. 

The primary inductance of a pot core may be calculated? from 


eee |. 
Gi + Re + Rg + Ra 


where ®1, Re, Rs, and ®4 are the reluctances of paths 1, 2, 3, and 4 of 
Tig. 9-10b, respectively. Since the flux is radial along paths 2 and 4, 
the cross-sectional area through which it passes is not constant. This 
fact must be taken into account when evaluating ®2 (= ®,4). The result 
of the calculation for a core whose dimensions are given in Fig. 9-10a is 
L, = 1.1N,? wh, to within about 10 per cent. For a 100-turn primary, 
DL, = 11 mh. 

The windings in a pot core may be arranged in solenoidal layers as 
they are for a rectangular core or instead may be put side by side in 
slots in the bobbin. In the latter case, the turns pile up radially in the 
shape of a flat disk. The leakage inductance is given approximately by 
Eq. (9-13), where V is the volume of the air between windings and ) is the 
radial extent of the disks. The capacitances are given approximately by 
Eqs. (9-14), (9-19), and (9-20), where S is the mean circumference of the 
windings and d is the separation between windings. Since d is much 
greater for the slot-type winding than for the solenoidal-type arrange- 
ment, o is greater, whereas C’ is smaller for the slot-type winding. 

The order of magnitude of the parameters of transformers designed 
for pulses in the range 0.1 to 20 usec are the following: L, = 0.1 to 100 mh, 
‘K = 0.990 to 0.999, and C’ = 1 to 100 upf. 


ix (9-21) » 


PULSE TRANSFORMERS AND BLOCKING OSCILLATORS 263 


9-5. Rise-time Response of a Transformer. If capacitances and 
resistances are taken into account, the equivalent circuit of a transformer 
is given in Fig. 9-11. The resistance 2; is the sum of the generator 
impedance (assumed resistive) and the primary winding resistance. If 
Ry is the load resistance and Rj is the secondary winding resistance, 
Re = (Rr + Rj)/n?. If the transformer core losses are appreciable, these 
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(a) 

Fic. 9-10. (a) Three views of a small ferrite pot core. Dees are in inches. 
(Courtesy of Ferroxcube Corporation of America.) (b) The assembled transformer. 

may be represented by a resistor FR, in parallel with Re. If Cz is the 
capacitance shunting the secondary terminals, then C = n?C, + C", 
where C’ is the effective interwinding capacitance as given by Eq. (9-19) 
or Eq. (9-20). The primary inductance is indicated by L. The circuit 
of Fig. 9-11 is represented by a third-order differential equation whose 
solution would be quite involved. Furthermore, this complete solution 
would not clearly indicate the physical behavior of the circuit. Hence, 


orerere ai 
+ 
6 ; 
mi 
Fic. 9-11. The equivalent circuit of a Fic. 9-12. The approximate equivalent 
transformer including capacitances and circuit used to calculate the rise-time 
resistances. response. 
if the input is a pulse, it is advantageous to divide the solution into three 
parts; the first gives the response near the front edge of the pulse, the 
second gives the response during the flat top, and the third gives the 
response after the termination of the pulse. In this section we consider 
- the rise-time response and in the following two sections the remainder of 
the waveform is discussed. | 


The response near the front edge of the pulse is given by the high- 
frequency equivalent circuit of Fig. 9-12, which is obtained from Fig. 9-11 
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by neglecting the effect of LD. The magnitude of the input step is EF. 
Writing down the differential equations for this network and assuming a 
solution in the form e¢?', we find for the roots p of the characteristic 
equation 


2 R, 1 Ri 1\Y Ri+ el 

p= - (2 3 sp) £ (z i mua) - CR (9-22) 
Let us introduce the attenuation a, the damping constant k, and the 
period T' defined by 


agitg remo ba(B4 2 
aly aes a T = 2r(cCa) k= (2 RC) In (9-23) 
in which case Eq. (9-22) can be put in the form 

p= — hai F— wy (9-24) 


If k = 0, we see that the roots are purely imaginary, +727/T, and hence 
the response is an undamped sinusoid of period 7. In order for k to 
approach zero, we must have R;— 0 and Re— ©, in which case 


T = 24 VoC 


is the free period of oscillations of the oC circuit. If k = 1, the two roots 
are equal, corresponding to the critically damped case. If k > 1, there 
are no oscillations in the output, and the response is said to be overdamped. 
If k <1, the response will be a sinusoid whose amplitude decays with 
time and the response is said to be underdamped. 

If we introduce the parameter x = t/T, the response is given by the 
following: 

Critical Damping, k = 1 


ne —2r2z S 
a= = 1— (1 + 2rz)e (9-25) 
Overdamped, k > 1 
Co _—_ =o 4k? —rx/k 1 —Anrkx 
me gee Te we) 


If 4k? > 1, the response may be approximated by 


og — eve (9-27) 


Underdamped, k < 1 


€o 


te k — f2)¥ — k2 re | —2ake 
ae EE (Tray sin 2a k?)4x2 + cos 2r(1 — k?)“x | € (9-28) 
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These responses are plotted in Fig. 9-13 for several values of k. If the 
rise time t, is defined as the time interval required for the critically damped 
output to rise from 0.1 to 0.9 its final value, we find, from Eq. (9-25) or 
Fig. 9-13, that 

ty = 0.5387 = 3.35(cCa)* (9-29) 


We note that in order for the output to rise rapidly, the leakage induct- 
ance and the shunt capacitance must be kept small. The rise time may 
also be reduced by reducing a, but a small value of a will result in a highly 
attenuated output voltage. 
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Fia. 9-13. The rise-time response of a pulse transformer. 


If the derivative of Eq. (9-28) is set equal to zero, the positions 2,, 
and magnitudes éom of the maxima and minima are obtained. The result 
is 


_ m 
~ 30 — 


and = 2" = 1 — (—1)™e~2*#=m (9-30) 


x. = 
es nal 


where m is an integer. The maxima occur for odd values of m and the 
minima are obtained for even values of m. By using Eq. (9-30) the 
waveshape of the underdamped output may be sketched very rapidly. 
9-6. The Flat Top of the Pulse. The response during the top of the 
pulse is obtained from the low-frequency equivalent circuit of Tig. 9-14a, 
which is obtained from Fig. 9-11 by neglecting the effect of the leakage 
inductance and shunt capacitance. Applying Thévenin’s theorem, we 
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obtain Fig. 9-14b. The output is given by 
€o 
nali 


where R = R,R2/(R; + R2). For small values of Rt/L, the output is 
approximated by 


=e RUL (9-31) 


fo 4 — ft 

nak L 
Hence, the top of the output pulse will be tilted downward and the per 
cent tilt P is given by 


(9-32) 


Pp = * x 100% (9-33) 
where ¢, is the pulse width. Near the beginning of the pulse there will be 
superposed upon the linear fall the response pictured in Fig. 9-13. 


Fra. 9-14. (a) The equivalent circuit used to calculate the flat-top response of a trans- 
former. (b) The Thévenin equivalent. a = R2/(Ri + Re); R = RiR2/(Ri + R2). 

We have assumed that the inductance Z is a constant. This assump- 
tion is valid as long as the iron does not begin to saturate. For a ferrite 
core, the permeability is fairly constant for flux densities B up to a max- 
imum B,, of about 1,500 gauss (0.15 weber/m?). Saturation occurs if 
B exceeds the above value B,,. Now 


ae nN,AdB 
ae dt 


where n is the step-up ratio, N, is the number of primary turns, and A is 
the cross-sectional area of the core. Assuming that the top of the pulse 
is constant and equals naLH, the flux density at the end of the pulse is 


om Be akt, 
B= i i NA (9-34) 


In any particular application we must be sure not to saturate the core. 
For example, consider that a pulse generator having an adjustable pulse 
width is applied to a transformer. The output pulse will be a reasonable 
reproduction of the input for small widths. When the input duration 
exceeds the value of ¢, given by Eq. (9-34) with B = B,, = 0.15 weber/m?, 
the output will drop rapidly. This behavior follows from the fact that, 
when the iron saturates, the inductance drops to a very low value. 
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Also, because of the skin effect mentioned earlier, it is found‘ that for 
certain sheet steels the effective inductance is proportional to the square 
root of the pulse width. 

9-7. Decay-time Response of a Transformer. During the time of the 
pulse a current builds up in the magnetizing inductor and the nature of 
the output pulse decay results largely from the 
discharge of this current. The effect of o is 
only important in the immediate neighborhood 
of the end of the pulse. We shall consider this 
region later and hence shall now neglect o so 
that the equivalent circuit is given in Fig. 9-15. Fic. 9-15. The equivalent 
This parallel RLC combination is discussed in a gies mat the 
detail in Sec. 2-8 in connection with ringing ; 
circuits. The response is given by Eqs. (2-47) to (2-49) and is plotted in 
Figs. 2-30 to 2-32. In using these equations, we must remember that 


fe 1 [L _ _t—ty 

E, = nai k= oR Je T. = 2x VLC t= ar (9-35) 
The parameter A is defined as the ratio of the current in the inductor to 
the current in Ratt =t,. Itis found that usually the response is heavily 
overdamped, 4k? > 1, at the end of the pulse and the response is given by 
Eq. (2-48), which is repeated here for easy reference: 


€o 
nak 


= (fi + a) eee Aer (9-36) 


For all values of x, except those close to x = 0, the second term in Eq. 
(9-36) is negligible compared with the first. From Eqs. (9-35), 


mm R(t — ty) 
ko L 


and hence the response for t > ¢, can be approximated by 


Coo om _ a ob a) e— (R/L) (t—tp) (9-37) 


We thus see that for this heavily damped case the output at the end of the 
pulse drops to a negative value and then decays exponentially toward 
zero with the same time constant with which the top of the wave tilts. 
In order to find A, we note, from Fig. 9-146, that the inductor current 7, 
and voltage ez during the flat-top response are given, respectively, by 


. Ea ~—Rt/L —RUL 
tL = (Ll — e~RY/L) and er = Hae” (9-38) 
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The current in L at ¢ = ¢,+ is the same as at ¢ = t,—, because the cur- 
rent in an inductor cannot change instantaneously. Similarly, because 
the voltage across a capacitor cannot change instantaneously (remember 
that C is in shunt with ZL), the value of ez at ¢ = ¢,+ is the same as that 
at ¢=t,—. At the end of the pulse the input drops to zero and e, 
appears across R. Hence, the ratio of inductor to resistor current is 


4 1 as e—Ftp/L 
A = aR es =  —Riy/L (9-39) 
or A = ¢etRt/L _ 1 & a (9-40) 


if Rt,/L is small compared with unity. From Eq. (9-33) we see that the 
fractional tilt during the pulse is given by Ré,/L, which, by Eq. (9-40), 
equals A. If we desire to reproduce the pulse well, then A will be small, 
say, less than 0.2 (corresponding to 20 per cent droop). 

Let us now consider the response in the neighborhood of t = f. A 
pulse may be considered to be the sum of a step of voltage +H whose dis- 
continuity occurs at ¢ = 0 and a step of voltage — / whose discontinuity 
occurs at t = ¢, (see Fig. 2-3). Hence, if the transformer response to a 
step E at t = 0 is e,(t), then the output for ¢ > ¢, is eo(t) — eo(t — tp). 
The waveform e,(t) is the composite of the rise-iime response and the 
flat-top response found above. For the underdamped case, the trailing 
edge of the output waveform will contain the same high-frequency 
oscillations as are present on the leading edge. Fort greater than approx- 
imately 2t,, the effect of o is negligible, the equivalent circuit of Fig. 9-15 
is valid, and the response is given by Eq. (9-37), assuming heavy damping 
at the end of the pulse. 

It should be stated that the output impedance of the pulse gener- 
ator may be different at the termination of the pulse than during the time 
of the pulse. If this condition exists, then a different value of A; must 
be used when calculating the response for ¢ >t, than fort <t,. For 
example, if Ri(t > ¢t,) is much greater than fi(¢ < ¢,), then the high- 
frequency oscillations at the trailing edge will-be greatly damped. How- 
ever, even when the pulse is terminated by opening a generator switch, 
in which case o could be omitted, at least in Fig. 9-12. oscillations often 
persist. The reason for this behavior is that actually the capacitance is 
not properly included in the circuit as a lumped element, but should 
really be included as an element continuously distributed between the 
leakage inductance and ground. 

In every case the area under the pulse which is above the zero axis 
is equal to the area below the axis. This conclusion follows from the fact 
that a transformer cannot pass a d-c voltage. This feature may also be 
verified thus: The output voltage may be written as e, = n d(Liz)/dt, 
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where 7; is the current in the magnetizing inductor. The total area ’inder 
the output voltage waveform is 


i eee | ACEI2 aE peer oe) RP (9-41) 
0 0 0 


dt 


since iz = 0 at = 0 and at t= «. This proof does not assume that 
Lisa constant. Even if saturation takes place so that L is not constant, 
the area above the zero axis equals that below the zero axis and hence 
there is no shift in d-c level. 

The response of a transformer of typical parameters is computed in the 
following illustrative example. 


Exampie. <A pot-core transformer has the following parameters: LZ = 5 mh, 
o = 40 wh, C = 50 upf, Ri = 200 ohms, Re = 2 K, n = 1. Find the response to a 
2-usec 10-volt pulse. 

Solution. For the rise-time response we have, from Eq. (9-23), 


T = 2n(eCa)¥ = 27(40 X 10-* X 50 X 10-1? X 0,909) = 0.267 psec 
ie (@ ie) T _(_ 200 | 1 yeu x 10-7 
~\G * RC) de ~ \40 X 10° * 2 X 10° X 50 X 10 re 
= 0.318 


Since k < 1, the response is underdamped and is given by Eq. (9-28), namely, 


€o k z t ; f on 
nak” 1 — la — hk) sin 2x(1 — Be) 5 + cos 2r(1 — k*)'4 Al eo 2Tkt/T 


Substituting numerical values into this equation, we obtain 
@o = 9.09[1 — (0.325 sin 22.3¢ + cos 22.3t)e-7-484] 


where ¢ is expressed in microseconds. 
From Eqs. (9-30) we find that the maxima and minima occur at 


mT 
tm = 2(1 — kh?) = 0.141m 


where m = 1,2,3... , and that the magnitudes at t, are 
om = 9.09[1 — (—1)™e71-01m] 
The flat-top response is given by Eq. (9-31), namely, 
Co = nae Rt/L = 9,09e~%-0364 ~ 9.09(1 — 0.03641) 


where ¢ is expressed in microseconds. The percentage tilt of the top of the pulse is 
3.64¢, = 7.28 per cent. 
At the end of the pulse the damping factor k is given by Eq. (9-35), namely, 
, - 1.4/2 _ _ 2,000 + 200 / 5 x 10-3 4 ons 
~ 2R NC 2 X 2,000 x 200 \50 x 10-2 “ree 
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This value of & should not be confused with the damping factor of 0.318 which is 
valid during the rise-time response. Since 4k? > 1, then Hq. (9-37) gives the response, 
namely, 
Co 1 
nak ~~ \ 4k? 
Since A equals the fractional tilt at ¢ = tp, then A = 0.0728 and 


4: a) e-R(t—tp)/L 


€o = —9.09 X 0.07347 9-9364 tp) 


The complete response (up to ¢ = 6 usec) is sketched in Fig. 9-16. The composite 
curve was constructed by first drawing the exponential (almost linear) portions at 
the top of the pulse and after the pulse terminates. Then the positive and negative 
peak overshoots, given by éom/9.09 — 1, were superposed upon these exponentials. 


Fig. 9-16. The response of the transformer whose parameters are given in the illustra- 
tive example. 


The long undershoot for ¢ > ¢, should be noted. This section of the curve will slowly 
approach the zero axis so that, as noted above, the positive area will equal the negative 
area, 


The high-frequency oscillations noted in Fig. 9-16 may be reduced to 
zero by increasing the loading on the transformer. Critical damping (at 
the beginning of the pulse) for the transformer of the above illustrative 
example is obtained when R2 = 400 ohms. This result is obtained by cal- 
culating the value of Refork = 1. The attenuation is now 


Re _ 400 


whereas the attenuation for R2 = 2 K was 0.909. Thus, the oscillations 
have been removed at the expense of increased attenuation. Also, the 
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output will rise somewhat more slowly toward its peak value, the rise 
time ?#, calculated from Eq. (9-29) is 0.056 usec. On the other hand, 
the tilt will now be smaller than it was for R, = 2 K because R = Ria 
is reduced. With 2. = 400 ohms, the droop is calculated to be 5.35 per 
cent, which is to be compared with the value of 7.28 per cent found 
above for Re = 2 K. 

9-8. Pulse-transformer Design Considerations. The number of fac- 
tors involved in the design of pulse transformers are too numerous to 
permit one to set down a schedule of design procedure. The few remarks 
that follow are intended to serve as a general guide and the gaps must be 
filled in by trial and error and on the basis of past experience. Initially 
one must specify the pulse duration, the pulse voltage, the step-up ratio, 
the generator impedance, the load impedance, the allowable rise time 
and overshoot on the leading edge of the pulse, the allowable tilt of the 
pulse top, and the allowable backswing at the pulse termination. 

One must first select a core material. The principal feature required 
of the core material is high permeability at high frequencies. As out- 
lined in Sec. 9-4, pot cores of ferrite have excellent characteristics for 
pulse transformers. These cores are also very convenient to use in con- 
structing a transformer. The smallest core on which there is room avail- 
able to place the required windings should be selected. 

The primary inductance required is determined by the allowable per- 
centage tilt P. From Eq. (9-33), Z = 100R#,/P. The number of pri- 
mary turns are now calculated from the magnetic circuit [say, using Eq. 
(9-21)] so as to obtain the desired inductance. The secondary turns are, 
of course, calculable from the step-up ratio given. At this point it is well 
to check, with the aid of Eq. (9-34), that the iron is not saturated. 

In a small pulse transformer, the preservation of the pulse shape is 
more important than efficiency of operation. The winding resistances 
may therefore be permitted to be quite large, often as large as 10 per cent 
of the load or generator resistances. Small wire sizes may therefore be 
used with a consequent reduction in capacities. If the interwinding and 
interlayer distances are kept small, the leakage inductance will be small 
but the effective capacity will increase. The reverse will be true if the 
interlayer distances are large. When the load and generator impedances 
are high, a large series leakage inductance may be much more readily tol- 
erated than a large shunt capacity. In this case the windings may be 
spaced far apart. If the load and generator resistances are very small, a 
close spacing may be preferred. 

Large step-up ratios are seldom used in pulse transformers, because 
the gain n can be obtained only at the price of increasing the rise time by 
the factor n. This conclusion is easily verified. If the step-up ratio is n, 
then load and interwinding capacitances are multiplied by approximately 
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n? [see Eqs. (9-19) and (9-20)]. Since the rise time ¢, varies as C% [see 
Eq. (9-29)], é, is proportional to n. If, in order to accommodate addi- 
tional secondary turns, the geometry is modified so that o also increases, 
then the rise time deteriorates even further. 

When a tentative design has been made, the transformer response may 
be calculated by the methods given above and then the design may be 
altered as seems required by the results obtained. 

9-9. The Blocking Oscillator.6 The blocking oscillator is a circuit 
used for the generation of short pulses of duration from about 0.05 to 25 
psec. The circuit is indicated in Fig. 9-17 and consists of a triode (or a 
pentode) and a pulse transformer. The transformer has a turns ratio 
of the order of unity and is wired 
into the circuit to provide polarity 
inversion, as indicated in Fig. 9-17. 

Typical waveforms of plate voltage, 
grid voltage, and cathode current 
appear asin Fig. 9-18atoc. Qualita- 
tively the operation of the circuit 
is as follows. Consider that initially 
there is a negative charge on C, 
adequate to bias the tube beyond 
cutoff. The capacitor C, discharges 
through R,, and when the grid volt- 
age reaches cutoff at ¢ = t,, the tube 
starts to draw plate current and the plate voltage drops. The drop in 
plate voltage causes an increase in grid voltage, which in turn results in a 
further decrease in plate voltage. If the a-c loop gain of the circuit is 
larger than unity, regeneration takes place. The plate is driven abruptly 
downward and the grid is driven abruptly positive. The regenerative 
action continues until limited by the nonlinearity of the tube so that the 
loop gain drops to unity and, finally, at the peak of the pulse, ¢ = te, the 
loop gain has fallen below unity. The peak plate and grid currents are 
very large in comparison with the currents which are normally encoun- 
tered in receiving-type tubes. 

The plate and grid voltages cannot remain constant at the values 
reached at ¢2for two reasons. First, even assuming that the plate voltage 
were to remain constant, the grid voltage would have to drop in potential 
because of the finite magnetizing inductance of the transformer. This 
conclusion follows from the discussion of Sec. 9-6, where it is proved that 
a constant voltage impressed on the primary of a transformer gives an 
output at the secondary which decreases exponentially with time if L is 
finite. The second reason that the blocking oscillator output does not 
remain constant is that the grid current charges C, (see Fig. 9-18d) and 


Fia. 9-17. A blocking-oscillator circuit. 
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makes the grid voltage less positive, which in turn causes the plate current 
to decrease and the plate voltage to increase. Since the loop gain is less 
than unity, the changes in plate and grid voltages occur relatively slowly 
until the circuit drifts back to a point where the loop gain once again 
equals unity and a regenerative action occurs in the direction to turn 
the tube off. 


“Cutoff — 


Fig. 9-18. Waveforms in the blocking oscillator. (a) Plate voltage; (b) grid voltage; 
(c) cathode current; (d) voltage across C,. 


For a 1:1 inverting transformer, the voltage across the grid winding 
is the negative of that across the plate winding. In this case, the wave- 
form b of Fig. 9-18 is equal to the waveform d minus a plus the d-c volt- 
age Ey». We can conclude, therefore, that the top of the grid waveform 
will be tilted more than the top of the plate waveform, particularly if 
C, is small. 

At the termination of the pulse there is a finite current flowing in the 
magnetizing inductance of the transformer. Since the current through 
an inductor cannot change instantaneously, the current must continue to 
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flow even when, at ¢ = ¢3, the tube current has dropped to zero. The 
path for the magnetizing current is through the effective capacitance 
of the transformer. Since the capacitance is small, the magnetizing 
current decays rapidly, and hence a large induced voltage appears at the 
plate. The rapid decay of the magnetizing current accounts for the 
overshoot at the plate and grid. Note in Fig. 9-18 that the overshoot 
or backswing at the end of the pulse occurs after the tube current has 
dropped to zero. 

The grid current which flowed during the course of the pulse will 
leave the capacitor C, with a negative voltage larger than that which 
existed at the beginning of the pulse (see Fig. 9-18d). The circuit now 
remains inoperative until C, again discharges through R, and the grid 
voltage reaches cutoff. At this point the cycle repeats itself, the interval 
between pulses being of the order of magnitude of the time constant 
Yh Oe 

If the circuit parameters are such that the circuit is underdamped, then 
high-frequency oscillations such as those indicated in Fig. 9-16 will be 
present near the beginning and immediately after the termination of the 
flat top of the plate and grid waveforms. 

It is important to note that adequate damping of the backswing is abso- 
lutely essential to the operation of the blocking oscillator. In Fig. 9-19 
the solid curve represents a typical waveform when the damping is 
adequate to cause the backswing to be 
completely damped in one half cycle. 
The voltage EH’ is the additional voltage 
acquired by C, during the course of the 
pulse. If the damping is inadequate, the 
backswing may oscillate, as indicated by 
the dotted curve. In such a case, regen- 
eration would start again at the point 
marked X and the blocking oscillator 
would behave more like a generator of a 
distorted sinusoidal waveform than a 
generator of separated pulses. As a 
Fig. 9-19. Illustrating the neces- matter of fact, the circuit of Fig. 9-17 
sity for adequate damping of the  qifferg from the circuit of a conventional 
backswing in a blocking oscillator. ‘ ae ‘ 

tuned-plate oscillator principally in the 
tightness of coupling between the plate and grid windings. If the core 
losses of the transformer are low, as they are for a ferrite core, then an 
external resistor must be shunted across the transformer in order to provide 
the proper damping mentioned above. ; 

The important features in connection with the waveshapes of Fig. 9-18 
are the rise time, the amplitude, the duration of the pulse, and the time 
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interval between pulses. The amplitude and decay time of the back- 
swing are also of some interest. An exact analysis of the blocking oscil- 
lator is very difficult, principally because of the extremely nonlinear 
fashion in which the tube operates, but some useful approximate calcula- 
tions will be made in the following sections. 

9-10. The Blocking-oscillator Rise Time. The equivalent circuit for 
the purpose of calculating changes of voltage from some quiescent condi- 
tion during the rise of the pulse is shown in Fig. 9-20a and 6. We assume 
that the change in voltage across C, is negligible during the short rise 
time, and hence C, is replaced by a short circuit. The dynamic grid 
resistance r, is included in the circuit to account for the grid current which 
flows, since during the course of the pulse the grid is driven very far into 
the positive grid region. If the transformer is loaded by an external 


Fia. 9-20. The equivalent circuits from which the rise time is calculated. 


resistor or by appreciable internal core losses, these equivalent resistors 
must be placed in shunt with r,. In Fig. 9-20b the transformer has been 
replaced by the equivalent circuit of Fig. 9-12 which includes the leakage 
inductance and the total effective capacitance C. A 1:1 transformer has 
been assumed and 7, has been reflected from the grid into the plate side 
of the transformer. The winding resistance is usually small compared 
with the dynamic plate resistance r, of the tube, and hence the symbol r, 
is used for the total resistance in the plate circuit. Writing down the 
differential equation of this network and assuming a solution in the form 
e?, we find for the roots p of the characteristic equation 


345 fone Me ED 4 ot) +4 1-1 ‘ (9-42) 

P~ \8a T Or,C) = |\20 * 27,0 oC A 
where A = ur,/(r, + Tp) is the (low-frequency) loop gain of the circuit. 
If the loop gain exceeds 1, A > 1, then one root 7p, is a real positive 


number. Hence, the grid-voltage variation e, (measured with respect 
to the cutoff voltage) is of the form 


€g = Bye?! + Boer (9-43) 
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Since 7p, is positive, the first term increases rapidly with time, whereas, 
since p2 is negative, the second term decreases quickly to zero. Hence, 
we shall neglect the second term with respect to the first and approximate 
€g by 

Cg = Byer (9-44) 


This exponentially increasing grid voltage clearly indicates the regenera- 
tive action of the circuit when the loop gain exceeds unity. If the peak 
grid swing is /,,, and if the times when the voltage reaches 0.12,,, and 
0.9L jm, respectively, are designated by éo.1 and to.9, then 


0.1 Bom = Byer and 0.9 gm = Byeritos (9-45) 


the rise time ¢t, is defined by ¢, = to.9 — to.1. Dividing the two equations 
in (9-45), we obtain 
2.20 
. P1 
Consider a transformer having the parameters n = 1, L = 5 mh, o = 40 
uh, and C = 50 wf and a 6SN7 for which »p = 20,7, = 8 Kand7r, = 1K 
(for small positive grid voltages). Then A = ur,/(r, + rp) = 2.2. The 
capacitance C' = 50 upf is an estimate of the sum of the transformer 
capacitance, the effective input capacitance at the grid, the output 
capacitance at the plate, and stray wiring capacitance. Substituting 
the above values in Eq. (9-42), we find p; = 2.20 X 107 and, from Eq. 
(9-46), ¢, = 0.10 usec. 

The above calculation is only approximate, particularly since the 
tube parameters are not constant. For example, as the grid is driven 
positive, the gain decreases. Hence, p; decreases, and the rate at which 
the voltage is changing decreases. We may expect, therefore, that 
the rise time of 0.1 ywsec calculated above is too small. Experimentally 
a rise time of 0.25 usec was obtained. 

9-11. The Blocking-oscillator Pulse Amplitude. If both C, and the 
magnetizing inductance were infinite, the pulse would rise to its full 
amplitude and remain there permanently. Under these circumstances 
the leakage inductance and stray capacitance may be neglected because 
the currents and voltages have stopped changing. Furthermore, at an 
instant immediately after the pulse has risen, the magnetizing inductance 
may be neglected also since the rise time is too short to have permitted any 
appreciable current to have built up in it. At this instant, then, the 
transformer may be considered to be a perfect transformer. Also 
because of the short rise time the voltage across C, cannot have changed, 
and it will remain at E,., the cutoff voltage. If H, and HL, are the plate 
voltage and grid voltage, respectively, when the pulse has reached its 
full amplitude, then E,, — Ey is the change in plate voltage and EL, — Exo 
is the change in grid voltage.. If there are m times as many turns in the 


i, = (9-46) 
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grid winding as in the plate winding, then 
E. — Eo = n( Ly — Es) (9-47) 
For each value of E, given on the plate characteristics of the tube, the 
value of FE, is calculated from Iq. (9-47) and the locus of corresponding 
values of E, and E, can be plotted on the plate characteristics. 
Since the flux in a transformer cannot change instantaneously, then, 
neglecting the finite rise time of the pulse, the ampere-turns in the primary 
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Fia. 9-21. Positive grid characteristics for a 6SN7 tube. Illustrating the construction 
for obtaining the currents and voltages at the peak of the pulse. 


must equal the secondary ampere-turns at the peak of the pulse. Hence, 
if J, and J, are the peak plate and grid currents, respectively, 


I, = nle (9-48) 


For each value of FE, given on the plate characteristic, the value of /, may 
be found (by trial and error) such that Eq. (9-48) is satisfied. The locus of 
the corresponding values of J, and £, may be plotted. Then the inter- 
section of the two curves which have been constructed in accord with 
Eqs. (9-47) and (9-48) gives the values of F,, £., and J, corresponding to 
the peak of the pulse. The peak grid current is 7, = I,/n. 

The above-outlined construction has been carried out in Fig. 9-21 for 
a 6J5 (one-half a 6SN7) tube with Ey = 140 volts and a 1:1 transformer. 
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Since n = 1, Eq. (9-48) is satisfied at that value of FE, where the plate- 
current curve for a given value of F, intersects the grid-current curve 
for the same E,. The result is 


E, = 57 volts E, = 75 volts I, = I, = 0.25 amp 


and hence the cathode current is 0.5 amp. Oxide-coated cathodes such 
as are found in receiving-type tubes are capable of furnishing pulsed 
currents even up to an ampere. Of course, however, the average tube 
current must be kept within the rating of the tube, which, for a 6SN7 is 
about 5 or 10 ma. Experimentally, the following values were measured: 
Ey = 50 volts, EH, = 75 volts, and J, = J, = 0.25 amp. 

9-12. The Blocking-oscillator Pulse Width. From Fig. 9-21 we find 
that at the top of the pulse r, = (AE./AT,) z,-57 & 200 ohms and 


_ (AE, Be ioaeee 
t= GP). = 330 ohms 


The value of » is difficult to read from the curves of Fig. 9-21, particularly 
since p varies rapidly with grid voltage in the region near the peak of the 
pulse. If the curves for H, = 100 volts and #, = 75 volts are used, 
hw = (AK,/AE,)1,-0.25 = 0.4. If the curves for FZ, = 75 volts and EL, = 50 
volts are used, » = 2.0. Let us take p as the average of these two values 
or p = (0.4 + 2)/2 = 1.2. The loop gain is A = pr,/(rz +71,) = 0.45. 
Thus the loop gain at the peak of 
the pulse is less than unity, as we 
already anticipated in Sec. 9-9. 
Hence, no regeneration takes place, 
and the circuit voltages may now 
be expected to change relatively 
slowly with time. Let us assume 
Fig. 9-22. The equivalent circuit from that C;, is so large that the voltage 
which the pulse duration is calculated. across it does not change during the 

pulse. The equivalent circuit for 
calculating the changes in plate and grid voltages is shown in Fig. 9-22. 
Assuming a solution in the form e?‘, we find for the root p of the charac- 
teristic equation 


—_ fo 1 

ed 

where Ro = Ppfg/(1p + 1.) = 330 X 200/530 = 125 ohms is the output 

impedance at the top of the pulse. The grid voltage measured with 
respect to the cutoff voltage is 

€g = Egme?* (9-50) 

where Lom = FE, — Eco = 75 + 8 = 83 volts. Since the change in grid 

voltage equals the variation in plate voltage (for a 1:1 transformer), then 


(9-49) 
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the operating point will move along the curve marked ‘‘Eq. (9-47)” in 
Tig. 9-21 in the direction of increasing loop gain. When a voltage is 
reached for which A = 1, regeneration takes place and the pulse is 
quickly terminated. It is very difficult to find, from the curves of Fig 
9-21, the exact point at which A = 1, but we may estimate that this 
takes place at EL, = 60 volts or e, = 60 + 8 = 68. Then, from Iq. 
(9-50), we find, for the pulse duration, 


_ 0.20 
Pp 


In order to obtain a rough approximate magnitude for ¢,, let us use the 
value of &, and A at the beginning of the pulse and assume that 7 is con- 
stant over the top of the pulse. This assumption will lead to too large a 
value of ¢,, because the rate at which the voltage changes increases with 
time, since A is increasing from 0.45 tol. We find p = —4.5 X 104 and 
tp = 4.4 usec. 

We shall now consider an alternative method of calculating ¢, which 
will throw additional light upon the operation of the circuit. From Fig. 
9-22, we see that the magnetizing current 2,, equals the difference between 
the plate and grid currents. From Fig. 9-21, we find that at the end of 
the pulse /, = 60 volts, H, = 72 volts, I, = 0.23 amp, and J, = 0.15 
amp. Note that the plate current has changed very little over the pulse 
width, whereas the grid current has dropped from 0.25 to 0.15 amp. 
The magnetizing current at the end of the pulse is 


In = 0.23 — 0.15 = 0.08 amp 


(9-51) 


th = 


The voltage across the magnetizing inductance is Ey, — BE, = L di,,/dlt. 
If we assume J, is approximately constant over the pulse duration, we 
can integrate the above equation and obtain 


LIm 
Using for F, the average value over the pulse, namely, (57 -++ 72)/2 = 65 
volts and L = 5 mh, Ly, = 140 volts and J, = 0.08 amp, we obtain 
tp = 5.3 wsec. Considering the crude approximations we have made, 
this value may be considered in good agreement with the duration of 
4.4 usec found above. 

The above analysis, which has assumed that the core is not saturated, 
leads to the conclusion that ¢, is proportional to L. However, as the 
number of turns are increased (for a given core), saturation will set in. 
Under these circumstances ¢, will vary as L” rather than as the first 
power of L. This statement may be justified as follows. Integrating the 
equation Hy, — EL, = N d¢/dt leads to the result ¢, = Nodn/(Ew — 2), 
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where ¢,, is the magnetic flux in the core at the end of the pulse. If satu- 
ration has been reached, then ¢,, is a constant, and we see that t, is pro- 
portional to N. However, from Eq. (9-21), N varies as L”%, where L is 
the initial (low flux density) inductance. Experimentally we find that 
for a small pot core wound with 68 turns, which gives an inductance of 
5 mh, the observed value of ¢; = 3 usec. By measurements made directly 
on the transformer (not in the blocking-oscillator circuit) it is found that 
saturation has begun to set in at 0.08 amp (80 ma). When transformers 
with more turns are used in the oscillator, it is verified experimentally 
that ¢, does indeed vary as L”. 

The calculations made above have neglected the influence of the finite 
size of C,. If C, is small enough so that during the pulse time ¢, the 
change in voltage across C, is comparable to the change in e,., then the 
pulse will be shorter in duration. Hence, the value of t, given above is 
the maximum value possible for a given transformer and smaller pulse dura- 
tions may be secured by reducing the size of C,. Under these circum- 
stances the top of the plate-voltage pulse waveform is fairly flat while the 
grid-voltage waveform displays a decided tilt. 

The use of a delay line to control the pulse width of a blocking oscil- 
lator is discussed in Sec. 10-4. 

9-13. The Blocking-oscillator Backswing. At the termination.of the 
pulse the grid is driven abruptly negative so that neither grid current nor 
plate current flows. The equivalent 
output circuit is indicated in Fig. 9-23. 
The resistor # is the load resistance 
placed across the transformer and also 
includes the transformer core losses 
Fic. 9-23. The equivalent circuit if these are significant. Since F& is 
from which the plate voltage over- usually large compared with the output 
shoot is calculated. impedance, it has very little effect 
on the analysis given above of the pulse size and shape. The primary 
inductance is L, the magnetizing current is J,,, and the net effective 
capacitance across the transformer is C. The analysis of the ring- 
ing circuit in Fig. 9-23 is given in Sec. 2-8. The response is given in 


terms of the damping parameter k = on Jé and A = I,,/Ir, where Im 


is the inductor current and J, is the resistor current. From Eq. (9-52), 
In = (Ly — Ey)tp/L and from Fig. 9-23, Ir = (Ey — E,)/R. Hence, 
A = 1,/Ir = Rt,/L. In Fig. 9-19 we demonstrated the necessity for 
adequate damping of the grid backswing. Hence, let us now assume that 
R has been chosen for critical damping; k = 1 or R = 4 -WL/C and 
A = 4t,/\/LC. For t, = 3 usec, L = 5 mh, and C = 50 pyf, A = 3.0. 
The response can be visualized from the curves of Fig. 2-30 and is given 
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analytically by Iq. (2-47). From this equation we find that the peak 
grid backswing is 2.2 times the pulse amplitude. For a plate-voltage 
pulse amplitude of 140 — 50 = 90 volts, this means an overshoot at the 
plate of 2.2 X 90 = 200 volts. For the ferrite core under consideration 
the inductance decreases with increasing magnetizing current, as indi- 
cated in Sec. 9-12. Hence, at the beginning of the backswing L is smaller 
than 5 mh, A is larger than 3, and we may expect a larger overshoot than 
the 200 volts calculated above. Experimentally an overshoot of 290 volts 
was observed. 

If, in any given blocking oscillator, the pulse duration is decreased by 
decreasing C,, then the amplitude of the backswing will also be reduced. 
This result is apparent from the discussion above and also from the fact 
that the area under the backswing must equal the area under the pulse 
(see Sec. 9-7). 


(a) 
Fie. 9-24. (a) A modification of the circuit of Fig. 9-17. (b) The waveform across C%. 
9-14. The Blocking-oscillator Period. The circuit of Fig. 9-17 may be 
modified by connecting the grounded end of R, to an auxiliary voltage 
E,;, as indicated in Fig. 9-24a. The voltage ec, across C, is shown in 
Fig. 9-24b and is given (in the interval outside of the pulse duration) by 
the expression 
ec, = LE; = (E; = Ei) e—'/ Bolo (9-53) 


The initial voltage #; on C, at the end of the pulse is H; = E.. — E’, 
where E’ = I.t,/C, and I, is the average grid current over the pulse 
time t,. The next pulse commences when éc, has risen to the cutoff volt- 
age Eo, and hence the period T is given by 


Ey; — Eo + E’ 
Ey aa eo 
Usually ¢, is negligible compared with T. If R, is connected to ground, 
then the period is given by Eq. (9-54) with E; = 0. The period may be 
varied by adjusting R, and £; without affecting the pulse shape or dura- 

tion. If C, is varied, then both T and ¢, are changed. 


T = t, + 2.30R,C, log (9-54) 
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The period 7 is not particularly stable, so that the interval between 
pulses may vary from cycle to cycle and with aging of the tube, etc. The 
factors affecting the stability are given in Chap. 12. Methods for syn- 
chronizing the oscillator with pulses or sine waves on a 1:1 basis or on an 
n:1 basis (counting) are also considered in Chap. 12. 

9-15. The Blocking-oscillator Output Impedance. An important char- 
acteristic of the blocking oscillator is that the impedance level of the out- 
put pulse is low. In Sec. 9-12 we found that the output impedance 
Ro = 1%p/(%p +1) was 125 ohms. Another method of estimating the 

‘output impedance at the plate may be made by noting the extent to 
which the pulse amplitude decreases when a current is delivered to an 
external load. Consider that a load resistor is connected across the plate 
winding of the transformer. The plate current is now the sum of the 
load current and the transformer primary current. The voltage condi- 
tion given in Eq. (9-47) and the corresponding plot in Fig. 9-21 still 
apply. Let us assume that a value of load resistor has been selected 
such that the peak of the pulse corresponds to the intersection of the 
curve with the tube characteristic for a grid voltage of 50 volts. Then 
the plate voltage is 82 volts, the plate current is 220 ma, and the grid cur- 
rent is about 100 ma, as read from the characteristics of Fig. 9-21. For 
a 1:1 transformer, the current in the plate winding equals the grid cur- 
rent. The load current is, therefore, 220 — 100 = 120 ma. Originally, 
in the absence of a load, the pulse amplitude was 140 — 57 = 83 volts, 
while now it is 140 — 82 = 58 volts. The output impedance is, accord- 
ingly, (83 — 58)/0.12 = 210 ohms. The discrepancy between this value 
and the value of 125 ohms obtained in 

Sec. 9-12 is due to the uncertainty with 
which positive grid characteristics such as 
those plotted in Fig. 9-21 are known. For 
one particular 6SN7 an experimental value 
of 132 ohms was obtained for the output 

impedance. 

9-16. The Blocking-oscillator Output 
Terminals. Many different types of out- 
put waveforms may be obtained from a 
blocking oscillator, depending upon the 
choice of output terminals. The basic 
circuit has been modified in Fig. 9-25 
Fic. 9-25. Output een ina, by the addition of a cathode resistor FR; 
blocking oscillator. and a plate resistor Rz. These resistors 

are ordinarily of the order of 10 to 200 
ohms. In any particular application either one or the other resistor 
or perhaps neither one is used. Outputs at the following terminals (with 
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respect to ground) are now available. At A there is the plate waveform 
of Fig. 9-18a, consisting of a negative pulse with a positive overswing. 
At B there is the grid waveform of Fig. 9-18b, consisting of a positive 
pulse with a negative overswing and a long recovery time. At C there 
is the cathode waveform of Fig. 9-18c, consisting of a positive pulse with 
no negative overshoot and at a very low output impedance. At D there 
is the capacitor waveform (assuming PR, = 0) of Fig. 9-18d, consisting 
essentially of a sweep-type voltage. If this point is loaded too heavily, 
the pulse shape and the period may be affected. At H a negative pulse 
with no overshoot is available. If the transformer has a tertiary wind- 
ing such as FF’ in Fig. 9-25, then an ungrounded output is obtained hav- 
ing the same waveshape as that at the plate (output A). Either polarity 
of pulse may be selected. Also, by choosing the turns ratio appropriately, 


o 


Positive 
trigger 
input 


Eee 
Fig. 9-26. Triggering a monostable 
blocking oscillator by means of a cath- 
ode follower. 


Positive 
trigger 
input 


a U — 
E, ce Enc 


Fig. 9-27. Triggering a monostable 
blocking oscillator by means of an 
amplifier. 


the impedance and voltage level of the output may be adjusted. If the 
overshoot is undesirable, it may be clipped with a diode. 

9-17. The Monostable Blocking Oscillator. The circuit considered 
above is a free-running or astable form of blocking oscillator since pulses 
are generated periodically independent of any external excitation. If, on 
the other hand, E; is made a negative voltage, —Z.., so that the tube is 
maintained beyond cutoff, the circuit will remain quiescent until the 
application of an external trigger brings the grid out of cutoff. A block- 
ing oscillator connected in this manner is referred to as a monostable or 
triggered circuit. Positive triggers may be injected at B, D, or F of Fig. 
9-25, or negative triggers may be applied at A, C, EH, or F’. It is not 
difficult to see that in each case the applied pulse must be provided by a 
low impedance source and must be reasonably large in amplitude. In 
addition, in each case, the blocking oscillator will react back on the pulse 
source. A cathode follower may be used as an impedance-matching 
device if necessary, as in Fig. 9-26. Even in this last circuit there may 
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be some reaction back on the pulse source. For when the grid current 
of the blocking oscillator flows through the output impedance of the 
cathode follower, the cathode of the cathode follower may go sufficiently 
negative to cause the tube to draw grid current. A triggering circuit 
which has much to recommend it is illustrated in Fig. 9-27. Since the 
plate resistance of the triggering tube is large in comparison with the 
output impedance of the blocking oscillator, the interference with the 
operation of the blocking oscillator will be a minimum. In addition, in 
this circuit there is no possibility of a reaction back on the pulse source 
and also the trigger tube provides some amplification for the applied 
pulse. The applied trigger must have a sufficiently steep leading edge 
so that the induced transformer voltage brings the blocking-oscillator 
grid out of cutoff. 

9-18. Applications of Blocking Oscillators. Among the most impor- 
tant applications of the blocking oscillator are the following: 

1. The astable circuit is used as a master oscillator to supply triggers 
for synchronizing a system of pulse-type waveforms—square waves, 
Sweep voltages, etc. 

2. The monostable circuit is used to obtain abrupt pulses from a slowly 
varying input triggering voltage. 

3. Either form of blocking oscillator is capable of generating a pulse 
of large peak power. For example, it is possible to obtain 0.5 amp at 
100 volts or 50 watts from a receiving-type tube. Of course, the aver- 
age power is small since the duty cycle (the ratio t,/T) is low. 

4, Using a tertiary winding output, pulses with neither end grounded 
may be obtained. 

5. The use of the blocking oscillator as a frequency divider or counter 
is discussed in Chap. 12. 

6. The blocking oscillator as a low impedance switch used to dis- 
charge a capacitor quickly is considered in Sec. 11-11. 

7. The blocking-oscillator output may be used as a gating waveform 
with a very small on-to-off time. For example, in some television 
receivers the voltage across C, is used as the gating waveform for the 
vertical sweep-voltage generator. 
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CHAPTER 10 


ELECTROMAGNETIC DELAY LINES 


Delay lines are passive four-terminal networks which have the prop- 
erty that a signal impressed at the input terminals appears at the output 
terminals at the end of a time interval ta, called the delay time. Delays 
in the range from a few millimicroseconds to hundreds of microseconds 
are obtainable with electromagnetic lines. Millisecond delays may be 
achieved with acoustical delay lines. 

If a pulse is applied to a real (nonidealized) line, the signal will not 
only be delayed but will also suffer attenuation and distortion. In such 
a line, ta is defined as the time interval between the 50 per cent amplitude 
points on the rising edge of the incident and delayed pulses. The impor- 
tant characteristics of delay lines are the following: the time delay, the 
rise time, the attenuation, the distortion, the characteristic impedance, 
the volume occupied by the line, the maximum voltage that may be 
applied to the line, the stability of delay with temperature and time, the 
ease and accuracy of adjusting the delay, and, finally, the cost. 

The applications of delay lines are numerous. For example, a CRO 
used for observing fast waveforms has a built-in delay line so that the 
signal which triggers the sweep is delayed slightly before being applied 
to the vertical-deflection circuit. If the sweep were not allowed to start 
before the signal was applied, then the first portion of the waveform might 
not be visible on the scope face. Other applications of delay lines are 
made in distributed amplifiers, in pulse coders and decoders, in precise 
time measurement, in radar, in television, and in digital-computer 
systems. 

The first several sections in this chapter discuss the characteristics of 
both distributed-and lumped-parameter electromagnetic delay lines. 
The remaining sections consider a number of applications for delay lines. 
Other uses are found discussed throughout the text, particularly in 
Chap. 13. 

10-1. Distributed-parameter Lines. A uniform lossless transmission 
line, terminated in its characteristic impedance Z,, may be used as a 
delay line. If a sinusoidal voltage H, = Ae is impressed at the send- 
ing end of the line of Fig. 10-1, a traveling wave moves to the right along 
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the line. The voltage as a function of the distance 2 down the line is 
given by #, = Ad») and the voltage at the receiving end of the line 
is given by H, = Ae@-8), These facts follow from elementary trans- 
mission-line theory, where it is shown that 8 = w ~/LC, w is the angular 
frequency, L is the inductance per meter, and C is the capacitance per 
meter. Since the velocity with which the wave progresses is v = (LC)~*, 
then 8B = w/v. Hence 


E, = Ad@-8) = Agivt-ir) = J giv(t—ta) (10-1) 


where tz = 1/v. From this equation we sce that the voltage which 
appears at the receiving end is the 

same as that which was impressed d 

on the sending end at a time tz ui 
earlier. Since any waveform may (Es) Ez ZS Ey 
be resolved into a Fourier spectrum 

and since the velocity v is inde- c=] 

pendent of frequency, it follows Fia. 10-1. A transmission line terminated 
from Eq. (10-1) that an arbitrary in its characteristic impedance. 
waveform impressed on the input terminals will appear at the output 
terminals after a delay time tg. 

Both LZ and C are functions of the geometry of the cross section of the 
line, but it turns out that for lines with a uniform cross section the prod- 
uct LC is independent of the geometry” and equals we, where » and « are 
the magnetic permeability and the dielectric constant, respectively, of the 
medium between the conductors of the line. For a line whose conductors 
are in free space, v = (LC)— = (u,¢.)—“, where uo = 4r X 10-7 henry/m 
and « = (367 X 10°)-! farad/m so that v = 3X 108 m/sec. This 
speed is the same as that with which a wave of electromagnetic radia- 
tion travels in free space, i.e., the velocity of light. The delay per meter 
T is given by T = ~/ue = 1/v and, for air, 7 = (3 X 108)-! = 0.0033 
usec/m. For a medium of relative dielectric constant e¢,, the delay is 
0.0033«,4 nsec/m. Tor the low-loss dielectric media which are available 
(polystyrene, polyethylene, or Teflon), ¢, = 2.3 and T = 0.005 usec/m. 
Such lines are useful in the millimicrosecond delay range, but the length 
of cable required is prohibitively long in the microsecond region. For 
example, a delay of 1 usec requires a line 200 m long! 

Before discussing the constructional modifications necessary in a con- 
ventional line in order to increase 7’, let us consider the characteristic 
impedance Z,. For a lossless line, Z, = ~/L/C ohms and is a pure resist- 
ance independent of frequency. For the coaxial cable, the values of L 
and C can be calculated, and we find Z, = 138e,-“ log (a/b) ohms, where 
a and b are indicated in Fig. 10-2. When the attenuation in the line 
results principally from ohmic losses in the conductors, the loss (for a 
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fixed a) is a minimum for a/b = 3.6. For this ratio and for e, = 2.3, 
Zo = 51 ohms. Most conventional lines have impedances of this order 
of magnitude, i.e., from 50 to 125 ohms. These lines have reasonable 
physical dimensions. On the other hand, a line with Z, & 1,000 ohms 
would require log (a/b) = 11, or a/b = 10!!, which certainly is an imprac- 
tical ratio. The low values of characteristic impedance obtainable in 


Outer conductor 


conductor 


(a) (b) 


Fia. 10-2. Coaxial cable. (a) Longitudinal section; (b) transverse section. 


lines of uniform cross section are often as much an inconvenience as is 
the short delay per meter. For example, consider that we are required 
to transmit a 10-volt pulse along a line. If Z, = 50 ohms, the generator 
must supply 200-ma peak current, while if Z, = 1,000 ohms only 10 ma 
are required. Accordingly in such applications, the higher impedance 
line has a distinct advantage over the lower impedance cable. 


Helically wound center conductor 
Outer conductor 


VOO'OOOOCOOOCOOOCO CO, 


LLM 


(possibly 

magnetic) (a) (b) 
Fig. 10-3. Helical high-impedance delay cable. (a) Longitudinal section; (b) trans- 
verse section. 


Since T = +/LC and Z, = +~/L/C, then both 7 and Z, can be increased 
if a constructional change is made which increases L. The method of 
accomplishing this increase in inductance is illustrated in Fig. 10-3, where 
the straight center conductor in Fig. 10-2 is replaced with a continuous 
coil of wire in the form of a helix. In such a cable, in which the cross 
section is not uniform, the product LC is no longer equal to we. Since the 
center conductor is wound in a tight helix, the magnetic flux in the 
region between inner and outer conductors may be neglected. The 
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inductance then equals that of a solenoid of diameter d m, with n turns 

per meter, or 

pn?rd? 
4 

where yu, is the relative permeability of the core on which the solenoid is 

wound. The capacitance is that of coaxial cylinders with a material of 

relative dielectric constant e, between the diameter a and b, or 


2re _ 2.40 X 107"e, 
In (a/b) ~_—log (a/b) 


Yor a type RG-65/U cable (Federal Telephone and Radio Company) 
whose parameters are a = 0.285 in., c = 0.11 in., the helix is AWG 
No. 32 wire of diameter 0.008 in., with n = 112 turns per inch and a 
polyethylene dielectric (ce, = 2.3), values of Z, = ~/L/C = 1,100 ohms 
and T = ~/LC = 0.18 usec/m are calculated. These agree reasonably 
well with the measured values of Z, = 950 ohms and 7 = 0.14 usec/m. 
Note that the helical center conductor has increased the delay of the con- 
ventional polyethylene coaxial cable from 0.005 to 0.13 ysec/m, or by a 
factor 26, and the impedance from 50 to 950 ohms, or by a factor of 
about 20. 

The inductance may be further increased by winding the helical inner 
conductor upon a ferromagnetic core.2 The type HH-1500 (Columbia 
Technical Corporation) is identical with the RG-65/U cable except that 
a flexible, stable, low-loss magnetic core (u, & 2) is used. For this line, 
Zo = 1,600 ohms and 7’ = 0.23 usec/m, which is an improvement by a 
factor of Wu, & 1.4. 

It follows from Eqs. (10-2) and (10-3) that if the dimension b in Fig. 
10-3 is increased while maintaining a constant, then both Z and C, and 
hence 7, are increased. The General Electric Company manufactures 
a line (type DL1100) in which b is as large as possible, the inner and outer 
conductors being separated by a thin layer of insulating tape which is 
effectively 0.003 in. thick.4 The helical conductor consists of No. 40 
insulated wire with 277 turns per inch wound on a 3%¢-in.-diameter 
flexible plastic tubing. The outer conductor is made of a braid of insu- 
lated wires which are electrically connected only at the ends of the cable. 
If the braid were not insulated, the eddy currents would be excessive. 
For this line, Z, = 1,100 ohms and T = 1.8 yusec/m. 

A higher impedance may be obtained without sacrificing delay by 
increasing Z and decreasing C. The type HH-2500 line? (Columbia Tech- 
nical Corporation) is similar to the DL1100 line just discussed, except 
that L is increased by using a magnetic core (u, & 4) and Cis decreased by 
using a thicker polyethylene spacer (0.035 cm) between inner and outer 
conductors. For this line, Z, = 2,800 ohms and T = 2.0 usec/m. The 


L= = p,n?a?d? & 107-7 henrys/m (10-2) 


C= farads/m (10-3) 
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HH-4000 and HH-1600 are similar lines having characteristic imped- 
ances of 4,000 and 1,700 ohms, respectively, and each has a delay of 
3.35 usec/m. For lines of this type, in which the outer conductor is com- 
posed of insulated strands, there is unfortunately some leakage of the 
fields outside the line. Two lines placed in close proximity side by side 
will exhibit some cross coupling of signals. 

Experimental lines have been reported® with impedances up to 10,000 
ohms and delays up to 30 usec/m. These lines are wound on a 3¥¢-in.- 
diameter polystyrene core 12 in. long. The core is covered with silver 
conducting paint which acts.as a ground strip. The silver is slotted 
axially into 36 thin strips in order to reduce eddy-current losses. The 


Fra. 10-4. Response of 1 usec of HH-1600 delay cable (linearized) to a 250-ke square 
wave. (Courtesy of Columbia Technical Corporation.) 

ground conductor is covered with a thin layer of insulating tape and a 
multilayer bank winding is placed over this insulation. From 2 to 5 
layers of wire (sizes from No. 32 to No. 47) have been used. These lines 
have longer delays per axial inch and less attenuation for the same delay 
time, but have poorer rise times and more distortion due to internal 
reflections than the helical lines previously discussed. 

The assumption that Z, and 7 are independent of frequency is quite 
well satisfied for frequencies below a megacycle. At higher frequencies 
there is a substantial progressive phase shift in the current in successive 
turns of the helix and the inductance decreases. As a consequence both 
the delay and characteristic impedance decrease with frequency. In 
addition the attenuation of the line increases with frequency and is due 
principally to the dielectric loss in the insulation of the wire of the center 
helix. All these factors introduce distortion, the effect of the attenua- 
tion (about 6 db/ysec at 10 Mc) being particularly marked when long 
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lengths of line must be used to provide long delays. The rise time ¢, 
increases with the square root of the delay time ¢, and the ratio t,/~/ta for 
many helical lines lies in the range 0.02 to 0.08 (with tz and ¢, in micro- 
seconds). Tigure 10-4 is an oscillogram of the response of one micro- 
second of HH-1600 delay cable to a 250-ke square wave. 

Short calibrated lengths of delay lines (with the leads brought out 
through plastic endcaps) are available from the manufacturers of the 
bulk lines. 

10-2. Lumped-parameter Delay Lines.? A given delay can often be 
obtained with less attenuation and in a smaller volume (but with more 
distortion) with a lumped-parameter line than with a distributed-param- 
eter line. A lumped line is made up of a cascaded series of symmetrical 
networks such as the T section of Fig. 10-5a. The image or characteristic 


S 
N 


ct 
2 2 


(a) (6) 


Fra. 10-5. (a) A prototype filter section. (6) A low-pass constant-k prototype section. 


impedance Z, of this section is defined as follows. If the network is ter- 
minated in Z,, then the impedance seen looking into the input terminals 
is also Z,. Applying this definition, we find 


Zi oe 
Z, = | 2% (1 es 2) (10-4) 


The propagation constant y is defined by E,/H; = e~7 under the condi- 
tion that the impedance Z, is connected across the output terminals. 
The propagation constant is given by 


cosh y = 1+ => (10-5) 


where cosh y = 44(e’ + «-’) is the hyperbolic cosine of y. If (as 
indicated in Fig. 10-5b) the series element is an inductor L/2 so that 
Z, = jwL and the shunt element is a capacitor C so that Z2 = —j/wC, 
then Z,:Z, = L/C =k, a constant, independent of frequency. Such a 
network is called a low-pass, constant-k prototype section. The atienua- 
tion factor a and the phase factor 8 are defined by y = a + j@, where a 
and @ are real functions of frequency. Equation (10-5) becomes, for the 
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_ constant-k section, 
w*LbC 


cosh (a + j8) =1—- 5 


(10-6) 
The passband of the filter is defined by the frequency band over which 
the attenuation factor is zero. Hence, 


wLC 
2 


cosh j8 = cos B = 1 — (10-7) 
Since 6 must be real, then cos 8 must have a magnitude between +1 and 
—1l. Hence, 0 < #LC/2 <2. The upper frequency f. given by the 
above inequality is called the culoff frequency and is given by 


Js (10-8) 


1 
— t WLC 
For all frequencies between zero and f,, the attenuation is zero and within 
this passband the phase factor is given by 


f 2 
cos8 =1—2 (£) (10-9) 
Since cos 6 = 1 — 6?/2+ 64/4! — - + + , wehave the result that forf < f., 


8<1 and 6 = 2(f/f.). For a sinusoidal input to the filter, E; = Ae 
and 
E, = Eye? = Acivt-i8 = Agivt-Ble) = Agivt-Vrfe) (10-10) 


Thus, if the Fourier spectrum of the input signal to the network consists 
of frequencies all of which are much less than f,, the output signal will be 
a faithful reproduction of the input signal except delayed by a time 


t, = a VLC (10-11) 
the 

The quantity ¢, is called the time delay per section of filter. For the con- 

stant-k network, Eq. (10-4) reduces to 


Gee Je [1- (8) | (10-12) 


For f <f., the characteristic impedance is independent of frequency and 
equals VWL/C. 

A delay line is specified® by giving the nominal impedance Z,, the total 
delay éz, and the rise time ¢, of the output voltage when an ideal step is 
applied at the input. The quantity é, is related to the delay per section 
t., but steady-state filter theory can give this relationship only after a 
very difficult Fourier spectrum analysis. On the other hand, the response 
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of a single section can be obtained directly by solving the differential 
equations of the two-mesh circuit of Fig. 10-5b. The result of such an 
analysis is given (Prob. 10-4) in graphical form in Fig. 10-6. The out- 
put is taken across a pure resistance /?, equal to the nominal characteristic 
impedance »/L/C of the filter. The solid curve a corresponds to a gen- 
erator impedance equal to the output impedance R,. The dashed curve 
is for a generator impedance equal to zero. We note that the peak over- 
shoot is reduced from 22 to 8 per cent as the generator resistance is 
increased from zero to the R,. Such an improvement is reasonable 
on the grounds that any reflection at the output termination will be 
absorbed at the input end. 


Fia. 10-6. The step voltage response of a single section constant-k filter terminated in 


R, = V/L/C. Curve a: the input impedance is also R., and y = 2e,/e;. Curve b: 
the input impedance is zero, and y = e./é:. 


In the discussion to follow we shall assume a termination R, at each 
end of the filter. From Fig. 10-6 we find the delay per section to be 
i, = 1.07 -\/LC. This value is to be compared with t, = ~/LC of Eq. 
(10-11), which is the result that would be obtained if the terminating 
impedance was the Z, given in Eq. (10-12) and if all the frequency com- 
ponents in the input step could be considered to be small compared 
with f,. The rise time per section ¢,; is found from Fig. 10-6 to be 
tr = 1.13 +/LC. Experimentally we find that the delay tz of n sections 
is m times the delay per section, just as would be expected from filter 
theory. 

tq = nt, (10-13) 


Also, experimentally’ it is found that the rise time t, of n sections is n% 
times that of a single section. It is possible to provide some theoretical 
justification for the factor n”%, but the matter is involved and we shall 
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not pursue the point. We consider then that, approximately, 

t, = tn” (10-14) 
From Eqs. (10-13) and (10-14) it follows that 


t 1.5 t 1.5 
n= (i) (‘) (10-15) 


Using the value of t/t, = 1.13 ~/LC/1.07 ~/LC = 1.06, found from Fig. 


10-6, we have 
t 1.5 
n= 1.1 (?) (10-16) 


r 


This equation gives the number of sections required in order to attain 
the desired specified value of ta/t,.. If Eq. (10-16) does not yield an inte- 
ger, then the next larger integer is used for n. From the relationships 
i, = 1.07 VLC, ta = nt,, and Ro = ~/L/C, we find 


ba and L= tale 


C = Tom, ~ 1.07n 


(10-17) 


For given values of t,, tz, and R., Eqs. (10-16) and (10-17) are used to 
find the number of sections n required and the capacitance C and the 
inductance L of each section. The exact value of characteristic imped- 
ance is often not of importance. Hence, the standard manufactured 
value of C nearest the value obtained from the first of Eqs. (10-17) is 
used and then this equation is solved again for R,.. Using this value of 
R,, the second of Eqs. (10-17) is solved for Z. This inductance is then 
wound on a polystyrene cylinder or on a ferrite core. 

Often the characteristic impedance required is dictated by the circuitry 
in which the line is to be incorporated. If there is some freedom of choice 
it is advantageous to design the line for the lowest acceptable impedance. 
Most of the attenuation on a line results from the resistance of the induc- 
tors, and if f, is small, LZ can be made small while the time delay may be 
kept constant by increasing the size of C. 

If experiment shows that the output pulse shape is unsatisfactory (toc 
much ringing) for a particular application, then a more conservative 
(smaller) value of t, is chosen. Of course, a smaller ¢, requires a greater 
number of sections. Hence, a line will result which will be more expen- 
sive, will occupy more space, and will have more attenuation than a line 
based upon a larger value of ¢,. 

We have already emphasized [see Eq. (10-10)] that if 6/w is independ- 
ent of frequency the output will be an exact replica of the input but 
delayed by an amount t, = B/w. In Fig. 10-7 the value of ¢, is seen to 
be far from constant over the passband of a constant-k filter. The 
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constancy of ¢, with frequency can be improved considerably by permitting 
coupling to exist between the two inductors of the constant-k section. 
This modification leads to the m-derived filtcr section, which will now be 
discussed. 


27 fit, 


Fic. 10-7. The variation of delay ¢, vs. frequency over the passband of an m-derived 
filter. The special case m = 1 corresponds to the constant-k filter. 

Consider the network of Fig. 10-8 in which m is a real number. From 
Eqs. (10-4) and (10-5) we find that the cutoff frequency f, and the char- 
acteristic impedance Z, are given by the same expressions as for the pro- 
totype filter, namely, Eqs. (10-8) and (10-12), respectively. From Eq. 
(10-5) we find that, within the passband, 6 is given by 


2m?(f/fe)? 

T= = m)G7fo° eee 
The time delay per section (at a given frequency w) ist, = B/w. Values 
of wd, calculated from Eq. (10-18) are 
plotted vs. f/f. in Fig. 10-7 with m as a 
parameter. It turns out that the value of 
m which gives optimum constancy of ats 
vs. fis m = 1.27. For this value of m, the 
delay is constant up to about 0.6f., whereas 
for the constant-k filter (corresponding to 


cos 6B = 1 


.  Fia. 10-8. An m-derived filter 
m = 1) the delay already departs appreci- section. 


ably from constancy at 0.2f,.. Wemust not, 

however, naively conclude that an m-derived filter (with m = 1.27) will be 
“three times as good”’ as a constant-k filter. A comparison can only be 
made after the transient response is studied, as we shall do later. 
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For small values of f/f., Eq. (10-18) reduces to 


2 


or 6 = 2mf/f. and the delay per section is 


use eae 
*— w Qf the 
and since f, = 1/r VLC, 
i, = m~V/LC (10-19) 


The m-derived section of Fig. 10-8 is not realizable for m > 1 since the 
shunt inductance is negative. It is, however, realizable in the form of 
Fig. 10-9 in which there is a mutual inductance between the series induc- 
tors. The circuit of Fig. 10-10 is identical to the circuit of Fig. 10-9, as 


| ns 2 L,+M —soL,¥M 
+ Poa ae 
Fia. 10-9. A network equivalent to the Fic. 10-10. A network equivalent to 
m-derived section. that of Fig. 10-9. 


may readily be established from the mesh equations for these two circuits. 
Comparing Figs. 10-10 and 10-8, we have 


4m 
2 
from which | er is tT, = 0.515L (10-20) 
Also Ci = mC = 1.27C (10-21) 
and the coefficient of coupling between the inductors L, is 
M m-1 


The step-voltage response of a single section terminated at both ends 
in a pure resistance R, = ~/L/C is given in Fig. 10-11. The value of ¢, 
is found to be 1.20 ~/LC, which is to be compared with ¢, = 1.27 ~/LC 
obtained from Eq. (10-19) for m = 1.27. There are two advantages of 
the m-derived filter (with m = 1.27) over the constant-k. The first is 
that the peak overshoot of the former is 4 per cent as against 8 per cent 
for the latter. The second is that t,:/t, = 1.06 for the constant-k, 
whereas for m = 1.27 this ratio is found from Fig. 10-11 to be 0.96, or 
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10 per cent smaller. The number of sections needed is now found from 
Eq. (10-15) to be 
1.5 
2998 (*) (10-23) 


r 


Comparing this equation with Eq. (10-16), we see that for the same ratio 
of delay to rise time a line with m-derived filters requires about 16 per 
cent fewer sections than one constructed from prototype sections. Note, 
however, that an m-derived section has an undershoot or preshoot of mag- 
nitude 12 per cent. 


2e, 
e 
1.2 


1.0 


-0.6 
Fia. 10-11. The step-voltage response of a single-section m-derived filter terminated 
at each end in R, = ~/L/C. 


From the relationships t, = 1.20 ~/LC, ta = nt., and R, = WL/C, we 
find 


ta tal. 
(one, “ot: Son 
For specified values of tg, t,, and R,, Eqs. (10-23) and (10-24) give n, C, 
and L. Then Eqs. (10-20) to (10-22) give Z1, Ci, and k. The induct- 
ances are often wound on a polystyrene cylinder and the core diameter 
and length of winding are chosen so as to give the required value (0.237) 
of the coefficient of coupling.’ If a delay line is to be used to reproduce 
a signal with a minimum of distortion, it may be necessary to use 
variable shunt capacitors and to adjust these individually so as to obtain 
the best possible step-voltage response. Since the characteristic imped- 
ance is not constant, the line should ideally be terminated, as is the prac- 
tice with filters, in a half m-derived II section for which m = 0.6. Such 
a termination should be used on both the input and output ends of 


C ~ (10-24) 


298 


the line. 
adequate. 
If the inductor is wound on a ferrite core, the coefficient of coupling is 
very close to unity. If the capacitor C' is connected not to the center of 
the inductor but rather close to the right-hand end of the coil, then a line 
comparable to the m-derived line 
results. Still another type of struc- 
. ture which is used in the construc- 
tion of delay lines is the so-called 
““bridged-tee’’ section. In this sec- 
tion, in addition to the coupling 
between coils, one includes an im- 
pedance element which is bridged 
(6) directly across the network from 
input to output. Design formulas 
for these two types of lines are 
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In practice, it is often found that simpler terminations are 


given in the literature.®!° 
Figure 10-12.shows the response 
(c) of a commercially available decade 
delay line. A selector switch allows 
delays up to 11.0 usec (in steps of 
0.1 psec) to be obtained. Several 
manufacturers supply (physically) 
(d) small lumped-parameter lines hav- 


Fria. 10-12. Oscillogram traces taken with 
the DD-1 line. (a) A 2-usec input pulse; 
(b) output with tz = 0.3 psec; (c) output 


ing fixed delays in standard values 
up to about 20 usec, with imped- 


ances in the range from 50 ohms 
to 10 K, and with the ratio of delay 
to rise time of the order of 10. 
Quite typically, lumped-circuit delay lines, even of the most conserva- 
tive design, exhibit some ringing. In many applications this type of dis- 
tortion is acceptable. Jor example, in computer circuits (Chap. 13) the 
occurrence or absence of a pulse is of more importance than the exact 
form of the pulse. And where pulses have become badly deteriorated in 
form, they may be reshaped. In other applications, notably in a CRO, 
ringing is completely intolerable. It will be recalled that in a CRO a 
delay line is used to delay the signal until the sweep has started. The 
remedy in this latter case is to construct a delay line whose cutoff fre- 
quency is well beyond the bandpass of the system in which it is included. 
This arrangement is effective because the ringing frequency is of the 
order of magnitude of the cutoff frequency of the line. If, as an example, 
a line of cutoff frequency 60 Mc is included in cascade with a 10-Me 
amplifier in a CRO, the ringing will not appear in the CRO pattern. 


with tg = 3.0 usec; (d) output with 
tg =11.0ysec. (Courtesy Electronic Com- 
puter Division, Underwood Corporation.) 
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10-3. Reflections on Transmission Lines. It will be recalled!! that 
the general solution for the voltage e and current 7 on an ideal (lossless) 
transmission line is given by 


e= fi ( = *) + fe ( ne *) (10-25) 
and = E ( = =) = ( a =) (10-26) 


The positive assumed directions of e and 7 are indicated in Fig. 10-13. 
The characteristic impedance of the line is R, and »v is the propagation 
velocity. The function f; is an 

arbitrary function of the argument Sending a eee ee 
t—z2/v and represents a wave end f end 
traveling to the right (in the posi- Sane 

tive direction) with velocity ». Fig. 10-13. Sign conventions for current 


Similarly, fe represents a wave and voltage on a transmission line. 
traveling to the left. For a wave 


traveling to the right, e/7 = R., while for a wave moving to the left, 
e/i = —R,. This difference in sign results simply from the fact that 
in both cases the assumed positive current direction is as shown in 
Vig. 10-18. The general solution for wave propagation on a trans- 
mission line consists in combining a wave traveling to the right with 
a wave traveling to the left in such a way that the boundary condi- 
tions at the sending and receiving ends are satisfied (at each end of the 
line the ratio e/t must equal the terminating resistance). We shall now 

illustrate this principle by applying it to a num- 


e 
1 ber of important special cases. 
f= 21/¥ Infinite Line. Assume that a unit step U(é) is 


x ——, applied to the sending end of a line which is arbi- 
(a) *  trarily long so that the conditions at the receiv- 
ing end need never be considered. Then the 
boundary conditions are obviously satisfied by 
taking 


x — 
(bs) ae es 6 (: = 2) pas (: = 4) (10-27) 
Fig. 10-14. The voltage v Ro v 


distribution along an in- , re : 
Gnike line at Ao Damien: It is understood, from the definition of the unit, 


lar instances of time t, step, that U(¢ — x/v) is zero whenever the argu- 
and t2, with ts > 4. ment is negative. The voltage distributions 
along the line at two successive times are shown in Fig. 10-14. The 
abrupt discontinuity in voltage travels down the line with velocity v. 
Finite Line Terminated in Its Characteristic Impedance. An additional 
boundary condition now must be satisfied at the termination wbere e/7 
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must equal R,. But the solution given by Eq. (10-27) already satisfies 
this additional condition so that the voltage and current on the line 
remain as before (for an applied unit step). In general, a line terminated 
in its characteristic impedance behaves as an infinitely long line. 

Finite Line Terminated in R # R,. The boundary condition at the 
termination is no longer satisfied by Eq. (10-27). It is now required 
that at the termination the ratio e/7 equal R rather than R,. Hence, we 
must now find a combination of waves traveling to the right and to the 

U(t-x/v) —> 


Fic. 10-15. Incident and reflected waves at a termination with R > Ro. 
left which will satisfy the boundary condition. The circumstances which 
exist at the termination of the line (x = 1) for the case of a resistive ter- 
mination R > R, are shown at a time ¢ > J/v in Fig. 10-15. The inci- 
dent wave of voltage U(t — x/v) has progressed to the point where the 
discontinuity has passed beyond the end of the line. The second or 
reflected wave is represented by pU(t — 2l/v + 2/v) and is one which 
travels from right to left and whose discontinuity passes « = latt = I/v. 
(Of course, it is understood that the dashed portions of the waves to the 
right of x = 1 do not actually exist because the line ends atx = 1.) The 
constant p is called the reflection factor. For times ¢ > 1/v, the net volt- 
age at the termination is 1 + p. The 
e itp current associated with the original 
1 wave is 1/R, flowing to the right. 
The current associated with the re- 
0 xe flected wave is p/R, flowing to the 
(a) left. The net current is (1 — p)/R. 
flowing to the right. If the termi- 
nation is R, then it is required that 


Re Lacpyn, (+ AMG ili 
F 4, = Ea Rai (10-28) 


(b) 


Fre. 1006s The volenes (ay andouk This result for p, which measures the 
rent (b) distributions along a line Yratio of the amplitudes of the two 
with a termination R > Ro. waves, is consistent with our expecta- 

tion that p=0 if R= R,. We also 
note that p is positive if R > R,, whereas the reflected wave is inverted 
(p is negative) if the terminating resistance is less than the characteris- 
tic resistance (R < R,). The voltage and current distributions along 
the line for a particular instant of time, t > 1/v, are shown in Fig. 10-16. 
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The net voltage and current at any point on the line result from the 
simultaneous existence of the incident and reflected waves. The time 
l/v = ta which it takes the wave to travel down the entire length of the 
line is called the one-way delay time. 

Note, in particular, that for an apenvireuited line p = +1, whereas 
for a short-circuited line p = —1. 

Multiple Reflections. At a time ¢ = 2tg, the discontinuity of the 
reflected wave will reach the termination at the sending end of the line. 
We find that for ¢ > 2t, the boundary condition at the sending end is not 
satisfied unless the generator impedance equals R,. We must therefore 
postulate, for any other termination, the existence of a third wave which 
travels to the right and has a discontinuity which passes x = O att = 2tg. 
This wave is represented by pp’U(é — 2t, — x/v), where p’ is the reflec- 
tion factor for the sending-end termination and is given by Eq. (10-28), 
with R replaced by the sending-end resistance. This third wave is the 


Yl 
L ela 
(a) (b) 


Fra. 10-17. (a) A generator with an output impedance R, at the sending end of a line. 
(b) The same circuit drawn using the standard symbol for a delay line. 


reflection of the second wave and will in turn produce a reflection at the 
receiving end, and so on indefinitely. 

In the case where the generator at the sending end provides a voltage 
U(t) and has an impedance R,, the amplitude of the first wave is easily 
calculated. In Fig. 10-17, the ratio of voltage to current on the line is 
Rk, until the discontinuity of the first wave reaches the termination R. 
Hence, at time t = 0, the impedance seen looking to the right is 2, and 
the amplitude of the first wave is R./(R. + R,). 

There is an alternative method of describing what takes place on the 
line which is quite convenient if the input waveform is a unit step (or a 
pulse). Instead of focusing our attention on the entire waveform we 
concentrate on the discontinuity. This edge moves down the line with 
a velocity v leaving the line behind it charged to unit voltage Gf R, = 0) 
and leaving behind it a current of 1/R, amp. When the discontinuity 
reaches the end of the line, it causes a second discontinuity of magni- 
tude p to go back along the line. This second discontinuity charges the 
line to an additional voltage p volts as it progresses and it also leaves 
behind it an additional current —p/R, amp. This process is repeated at 
each reflection from either end of the line. The resultant voltage (or 
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current) is the algebraic sum of the individual components. If one end 
of the line is terminated in R,, then when the discontinuity reaches this 
termination it is completely ‘‘absorbed”’ and no additional discontinuity 
arises. 

A Shorted Line. Consider a generator of a step voltage # and imped- 
ance R, = R, connected to a line which is short-circuited at the receiving 
end as indicated in Fig. 10-18a. What is the appearance of the voltage 
waveform at the sending end? Att = 0, astep ER./(R. + R,) = E/2 
appears atx = 0. This discontinuity travels to the shorted end where a 
second discontinuity —H/2 (since p = —1) will start toward the left. 
When this second edge reaches the input end, it will add a voltage — E'/2 
to the voltage +H/2 established previously. The resultant waveform 
will be a pulse of amplitude #/2 and duration 2é,, as indicated in Fig. 
10-18b. The advantage of producing a pulse in this manner is that the 


Ro e iR, 


Eu(t)(_ ) 


ros 


(a) (b) (¢) 
Fia. 10-18. (a) A step voltage applied to a short-circuited line from a generator whose 
impedance matches that of the line. (6) The resulting voltage e and (c) the resulting 
current 7 at the input of the line. 


duration depends only on passive elements (the L and C of the line) and 
thus may have a stability not shared by pulse generators (blocking oscil- 
lators, etc.) which depend upon active elements. The initial current is 
E/2R,. This current discontinuity is reflected as —pH/2R, = +H/2R, 
so that at time t > 2t, the input current is H/2R, + H/2R, = E/Rp, as 
it should be, since the steady-state voltage at the input to the line is zero. 
The current waveform is indicated in Fig. 10-18c for # = 1. 

Attenuation. In the above discussions we have neglected the attenua- 
tion of the line which we shall now take into account. Consider the cir- 
cuit of Fig. 10-18 again. The initial discontinuity at the input end will 
arrive at the shorted end as 44Ke-+, where a = al, a is the attenuation 
factor, and 1 the length of line. Att = 2t,, a negative step of amplitude 
16 Fe-* will appear at the input end and the resultant wave will be as in 
Fig. 10-19. We see that a small step voltage e’ remains after the pulse. 

The above result will yield an expression for a in terms of the d-c input 
resistance Ry, of the shorted distortionless line. Since for? > 2t, there are 
no further discontinuities, then e’ may be calculated from 


»  ERe yp Rac 


~ Rac + Ro Ro 
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in which we have taken into account the fact that on any practically use- 
ful line Rae <«K R.. From Fig. 10-19 we see that 
gp Fe E 


Fehad 
aes 2 


Assuming small attenuation so that «—** = 1 — 2a, we find 


Rac 
Ro 


Reflection of Pulses. It will be recalled (see Fig. 2-3) that a pulse of 
amplitude # and duration ¢t, may be constructed by superimposing a 
voltage HU(t) and a voltage —HU(t — t,). Using this fact, we may con- 
clude that the results stated above 
for step voltages apply equally well 
for pulses. T'o summarize, a voltage 
pulse of amplitude £ is reflected as a aii 
pulse of amplitude pH at a termina- 4 
tion with a reflection factor p. A 
current pulse of amplitude J is re- 
flected at the termination as a pulse 
of amplitude —pZ. The pulseampli- Fria. 10-19. The voltage at the input of 
tude is attenuated by a factor «27 the line in Fig. 10-18 when attenua- 

Z tion is taken into consideration. 
when the pulse travels the distance z. 

In Fig. 10-20a is shown a pulse generator whose impedance R, is less 
than the characteristic impedance R, of a line which is terminated in an 
impedance # which is greater than R,. Applying the above rules, we 
may readily verify that the waveforms at the input and output of the 
line are as pictured in Fig. 10-20b and c. Note, in particular, the polari- 
ties of the pulses. 

Discharge of an Initially Charged Line. In Fig. 10-21a is indicated a 
line charged to a voltage HE before the switch S is closed att = 0. The 
Thévenin equivalent of the line with S open is a generator of voltage E 
in series with a resistance R,. Hence, when S is closed, the voltage 
e across Ris HR/(R + R.). Fort > 0, the change in voltage 


ER E Ro 


R+R ~ £R+R, 


travels down the line and is reflected without inversion (p = +1) at 
the end of the line. If R = R,, the initial voltage is H/2 and the dis- 
continuity —Z/2 travels down the line, discharging it to half voltage as 
it progresses. We shall assume negligible attenuation in the line. At 
the end of the line the discontinuity — #/2 is reflected and it discharges 
the line to zero as it moves toward the beginning of the line. Att = 2t,, 


a=al= (10-29) 
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Pulse 


Rg<R, 


Eng 


(c) 
Fic. 10-20. (a) A pulse applied to a line. (6, c) The voltage waveforms at the input 
and output of the line, respectively. 


tol 


(a) (0b) 
f'1a. 10-21. (a) A charged line discharged through R when switch S is closed. (6) The 
output across RF is a pulse if R = R,. 


the line is completed discharged. The resultant output across FR is a 
pulse of amplitude H/2 and duration 2tz, as indicated in Fig. 10-21b. If 
a mercury relay or a thyratron is used for the switch S, a discharge-line- 
type pulse generator’? results which delivers pulses having rise times of 
the order of 1 to 10 musec. The polarity and amplitude of the pulse 
depend upon the charging voltage, and the pulse width is determined by 
the line length. 
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If the resistance 2 does not equal 2,, then there will be multiple reflec- 
tions from each end of the line. The voltage across F for the two special 
cases Rk = 3R.(p = +14) and R = 146R.(p = —34) are indicated in 
Fig. 10-22. 

A charged line may be used as a pulse stretcher.13 Consider, for 
example, a constant-k line shorted at the input end and open-circuited 


(a) 
Fic. 10-22. The voltage across F in Fig. 10-21 if (2) R = 3R., (b) R = WR. 


at the output end. Each capacitor is charged simultaneously from an 
input pulse through a cathode follower and buffer diodes. At the trail- 
ing edge of the input pulse the line starts to discharge, but the output 
will remain constant for a time tz. Hence, the input width ¢, has been 
stretched to ta. 

10-4. Delay-line Control of a Blocking Oscillator.‘ An example of a 
shorted line used to control the pulse 
width of a blocking oscillator is given 
in Fig. 10-23. When the blocking 
oscillator is triggered, a positive step is 
generated at the input to the line. 
This discontinuity upon reaching the 
shorted end is reversed in polarity. 
When this reflected wave reaches the 
input to the line, the positive step at 
the plate of the tube starts the regenera- 
tive action which terminates the block- ~Fcc 
ing oscillator pulse. The width of the Ftc. 10-23. A delay line in the plate 
pulse will be 2é, provided that the Set trait ca epic oe pe 
“natural”? width, as determined by the 
transformer magnetizing inductance, the capacitance C,, and the tube 
characteristics, is greater than 2é,. 

An alternative method of controlling the pulse width is to use an open- 
circuited line in the grid circuit in place of C,, as indicated in Fig. 10-24a. 
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When the blocking oscillator is triggered, the grid current component [;} 
which passes through FR, gives a negative voltage step —JI'’R, which 
travels down the line. At the open end of the line this discontinuity is 
reflected without change of sign, and when it reaches the input of the 
line again (at ¢ = 2¢z) the line voltage will become —2J/(}R, (if attenua- 
tion is neglected). This additional negative voltage at the grid of the 
tube may be sufficient to initiate the regenerative action which termi- 
nates the pulse. The line will then discharge in a staircase manner to 
zero, aS in Fig. 10-22a. The line waveshape is shown in Fig. 10-24b. 
Delay lines may also be used to control the repetition rate in a block- 
ing oscillator. For example, consider that the delay line in Fig. 10-23 is 


t 
a 4] 
TeRe> Line voltage 
—21',Rg>|-- 


(6) 


Fie. 10-24. (a) A delay line in the grid circuit used to control the pulse width of a 
blocking oscillator. (6) The line voltage and the output pulse. 


open-circuited instead of short-circuited and that 2ta is now longer than 
the ‘‘natural’? width of the blocking-oscillator pulse. If the circuit is 
triggered once, it will thereafter continue to deliver pulses separated by 
an interval 2¢;. This behavior is a result of the fact that the negative 
plate pulse travels down the line, is reflected without inversion from the 
open end, and retriggers the oscillator when it again reaches the plate end 
of the line. 

A similar action to that just described is obtained from the circuit of 
Fig. 10-24 if the line in the grid circuit is shorted. Again we must use 
a line for which 2¢, is longer than the ‘‘natural’’ pulse width. If the cir- 
cuit is triggered once, then the negative pulse at the input to the line (see 
Fig. 10-24b) travels down the line, is inverted at the shorted end, and 
hence reaches the grid as a positive pulse. This positive pulse retriggers 
the oscillator. 

An alternative arrangement for delay-line control of repetition rate is 
indicated in Fig. 10-25. The tube 7; is normally biased beyond cutoff 
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by the Ri — R, divider. The capacitor C is a large blocking capacitor. 
The line is terminated in its characteristic impedance. Once the circuit 
is triggered, the positive pulse generated at the cathode travels down the 
line and is applied at a time fz to the blocking oscillator grid through the 
cathode follower 7. This pulse retriggers the oscillator and a train of 
pulses separated by an interval tz is obtained. 

It is possible to use two delay lines with a blocking oscillator so as to 
combine the two actions described above and hence to control simul- 
taneously both the pulse width and 
the pulse spacing. 

A finite train of pulses may be 
obtained from a blocking oscillator 
for each triggering pulse as follows.'® 
The oscillator tube of one of the 
circuits discussed above (for exam- 
ple, 7, of Fig. 10-25) is now a 
pentode with its suppressor grid 
biased beyond cutoff. The input 
trigger generates a gate (say, by 
means of a monostable multi) which 
effectively removes the suppressor 
bias and thereby allows the blocking oscillator to deliver a train of pulses. 
At the end of the gate the suppressor voltage returns to its negative 
value and the oscillator is again quiescent. The result of this action is 
that each input trigger causes some number n (perhaps three or four) of 
equally spaced pulses to be obtained. 

Timing markers for a scope may be obtained from the circuit just 
described. ‘The signal which starts the sweep also triggers the blocking 
oscillator and hence delivers a train of accurately spaced pulses synchro- 
nous with the sweep. These pulses are used to intensify the trace and 
serve as timing markers. 

Delay lines may also be used to control the gate width of a monostable 
multi in a manner similar to that described above. The gate width can- 
not be made too large, however, because an impractically long delay line 
would be required. 

10-5. Pulse Coders.'* Pulse-type waveforms may be distinguished 
from one another by some distinctive feature, called a code. A single 
pulse code consists of using, in the system under consideration, pulses of 
various widths or amplitudes. A multiple-pulse code may be constructed in 
many ways. For example, a train of equally spaced pulses may be char- 
acterized by the number of pulses in the group. Alternatively, the code 
may consist of a fixed number of pulses in the train, the distinguishing 
feature now being the spacing or grouping of the pulses. Digital com- 


Fig. 10-25. Delay-line control of repeti- 
tion rate. 
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puters (see Chap. 13) use a code which consists of a pulse train in which 
both the number and spacing of pulses is significant (although the spac- 
ing is always a multiple of some fixed interval). More complicated codes 
may be constructed by allowing all four parameters (width, amplitude, 
number, and spacing) to be adjustable. A pulse code can carry informa- 
tion or give instructions to various portions of a system. Hence, coding 
is useful in communications, in television, in computation, in radar iden- 
tification (say, of friendly from enemy aircraft), in aerial navigation, etc. 

The generation of a pulse code will now be considered. Methods for 
adjusting pulse amplitude are evident. Pulse width is controlled by the 
length of a delay line for narrow widths or by using a delay multi or a 
phantastron for longer durations. A circuit for obtaining a number of 
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Fia. 10-26. (a) A pulse-spacing coder using delay lines; (b) the waveforms. 


equally spaced pulses was discussed in Sec. 10-4. A circuit for produc- 
ing a group of unequally spaced pulses is indicated in Fig. 10-26a. The 
delay line terminated in its characteristic impedance is tapped at delay 
times D,, D; + Dz, and at the end of the line where the delay is D; + De 
+ D;. The diodes constitute a buffer or OR circuit (discussed in detail 
in Sec. 13-2) which prevents interaction between pulses. The output 
is a four-pulse code, as indicated in Fig. 10-26b. 

When the timing intervals required are longer than the spacing for 
which delay lines are practicable, delay multivibrators (or phantastrons) 
may be employed. One such circuit is shown in Fig. 10-27a. The trail- 
ing edge of each multi waveform is differentiated and the resultant spikes 
are reformed in the shaper (perhaps a blocking oscillator) to produce a 
pulse waveform not unlike the original pulse. The resultant pulses 
are combined in the buffer circuit to give the pulse train indicated in 
Fig. 10-27). 
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The method of extending the circuits of Figs. 10-26 and 10-27 to any 
number of pulses is obvious. The type of coding used in digital com- 
puters is discussed in Chap. 18. 
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Fia. 10-27. (a) A pulse-spacing coder using delay multis; (b) the waveforms. 


10-6. Pulse Decoders.!7 Circuits which respond to a particular code 
are called pulse decoders. We shall now discuss several decoder circuits. 

Pulse-amplitude Decoders. A comparator (see Chap. 15) is a circuit 
which delivers an output pulse if the input exceeds a definite reference 
level Er. Hence, a comparator is the basic element in a pulse ampli- 
tude decoder. The circuit of Fig. 10-28 will deliver an output if and 
only if the amplitude of the input pulse lies between two definite limits, 
say, HL, and FE, (with EF. > F,). 
The first comparator delivers a pulse 
only if the input amplitude FL ex- Em=E, 
ceeds the reference voltage Hr: = Fi, 
whereas the second comparator re- 
snonds only if # exceeds the refer- 
ence Hre = Hy. The block marked a alas 
INHIBITOR (discussed in Sec. Fria. 10-28. A pulse-amplitude decoder. 
13-5) delivers an output if there is a 
pulse at input A, provided only that there is no pulse at input B. Hence, 
if Hy < H < E&,, the circuit of Fig. 10-28 will deliver a pulse, which is the 
desired decoder action. 

Pulse-width Decoders. An integrator-type decoder which will detect a 
pulse if its duration is greater than some specified minimum value t,, is 
illustrated in Fig. 10-29a. The basic elements used in this type of 
decoder are a time-base generator and a comparator. The pulse, nega- 
tive in polarity, is applied to the grid of the sweep-forming tube T. This 
tube is thereby cut off and the voltage across C' rises approximately lin- 
early with time. The time constant RC and the supply voltage Ey, are 
adjusted so that the voltage across C will attain the comparator refer- 
ence voltage Hr only if the pulse width ¢, is at least equal tot,. Typical 
waveforms are indicated in Fig. 10-29b. 


Comparator 


INHIBITOR |? 
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A second type of pulse-width decoder, using as basic elements a delay 
line and a voltage selector, is illustrated in Fig. 10-30. The input pulse, 
positive in polarity, is applied to an open-circuited delay line. The line 
is terminated in its characteristic impedance R, at its input end. The 
signal at the input of the line is connected to the grid of a tube which is 


(0) 


Fria. 10-29. (a) An integrator-type pulse-width decoder; (6) the waveforms. 


biased beyond cutoff. This bias is made large enough so that the pulse 
which appears at the grid, at the instant the external signal is applied, 
is not large enough to bring the tube out of cutoff. The pulse will travel 
down the line, be reflected without inversion from the open end, and will 
return to the input after a time 2D, where D is the one-way delay time 
of the line. If 2D is smaller than the pulse duration t,, the reflected 


7.) 


Voltage 
selector 
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Fic. 10-30. A delay-line pulse-width decoder. 


pulse will add at the input to the initial pulse. The voltage at the grid 
of the tube will rise to nominally twice its previous value, as indicated in 
the waveforms of Fig. 10-31. The bias on the tube may be adjusted so 
that this larger voltage is sufficient to cause conduction and an output 
signal results. On the other hand, if 2D > ¢t,, no output will appear. 
The termination FR, at the input is required so that the pulse reflected 
from the open end of the line will not be again reflected from the send- 
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ing end. The output pulse may be used to trigger a regenerative device 
if a larger output signal is required. Alternately, the biased tube may 
be replaced by a comparator whose reference level is set, say, midway 
between H//2 and E. 

The basic principle of a circuit which will respond only to a pulse 
width t, which lies between a specified minimum and a maximum value 


E Input pulse e; 


—E | — “ Input pulse at point A 
t 
= | | Reflected pulse at A 
t 


Conduction : 
level—» — —_ = aS 


of tube Combined signal at A 


t 
Output pulse e, 
| | t 
Fic. 10-31. The waveforms in the circuit of Fig. 10-30. 
is illustrated in Fig. 10-32. Two delay lines and a comparator or volt- 
age selector are required. The two-way delay of the first line is 2D, 
and of the second line is 2D2._ We shall now show that if Di; < Ds, then 
the range of t, which results in an output signal is 2D. + 2D; >t, 
> 2D. — 2D;. The buffer amplifier is required for isolation and phase 
inversion. It is not necessary that the gain have a magnitude of 2, but 


Fic. 10-32. A pulse decoder that responds to widths which are within a specified range. 


Buffer 
amplifier 


it is convenient for the following discussion to assume that such is the 
case. 

An input positive pulse of amplitude 2H appears at point A as a posi- 
tive pulse of amplitude #. Since the delay line is shorted, the reflected 
pulse which appears at A after a time interval 2D, is negative. These 
alternate positive and negative pulses are amplified by a factor of 2 and 
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inverted. These pulses appear at B with amplitude F once again because 
of the attenuation which results from the terminating resistor R,. The 
first pulse, now negative, reappears at B as a positive pulse delayed by a 
time 2D2. The second positive pulse, delayed 2D, by the first line, reap- 
pears as a negative pulse with total delay 2D; + 2D2. Altogether at B 
there are four pulses whose polarities and delays are as indicated in Fig. 
10-33. The pulse duration is ¢, in every case, and each amplitude will 
be # if the amplifier gain is 2 and we neglect attenuation on the lines. 
The resultant waveform at B, and hence the comparator input, is to be 
determined by combining the waveforms in Fig. 10-33. 


(d) 


Fra. 10-33. The waveforms in the circuit of Fig. 10-32. (a) Original pulse at A 
(drawn inverted); also, the same pulse at B. (b) Reflected pulse of first line (drawn 
inverted); also the same pulse at B. (c) Reflection at B of P: in second line. (d) 
Reflection at B of P2 in second line. 

The comparator has its reference level set at a value more positive 
than +H. The input to the comparator will exceed E if there is a coin- 
cidence of the two positive pulses, provided that there is not simultane- 
ously an overlapping of one or both of the negative pulses. For the cir- 
cumstances indicated in Fig. 10-33, the voltage at B will be 2 for the 
time interval from 2D, to 2D, +7¢,. In general, the limits on ¢, are 
arrived at as follows. In order that there shall be at least an overlapping 
of P, and P3, it is required that P; begin before P, ends, which means 
2D, +t, > 2D. or tp > 2D, —2D,;. Furthermore, there must exist 
an instant of time 4, at which a coincidence of P2 and P3; occurs, when 
simultaneously P; and P, are both zero. From Fig. 10-33 we see that 
this time ¢; must then satisfy the inequalities ¢; > ¢, and 4; < 2D, + 2D». 
It follows from the elimination of ¢; from these inequalities that t, < 2D. 
+2D,. These considerations verify the statement made at the begin- 
ning of this discussion that the decoder responds to pulse widths in the 
range 2D. + 2D, >t, > 2D. — 2Dy. 
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We have considered above only the simple case where the pulses have 
arbitrarily sharp rises and falls. In the more practical case of pulses 
with finite rise times, the condition of coincidence or failure to overlap 
will not be so sharply defined and the acceptable range for ¢, will be some- 
what smaller than indicated above. 

The principal advantage of delay-line decoders lies in the fact that the 
timing is determined entirely by passive delay lines which therefore rarely 
require adjustment. Delay lines to provide delays in excess of 10 usec, 
however, become inconveniently bulky. Where longer timing intervals 
are required and ease of changing the timing intervals is important, inte- 
grator-type decoders are more suitable. The integrator type has the 
additional advantage of being less influenced by noise that may accom- 
pany the signal. In the circuit of Fig. 10-30, for example, a short sharp 


fi 


Coincidence 
circuit 


(a) 
Fig. 10-34. (a) A multiple-pulse decoder; (b) the waveforms. 


positive spike of noise added to the signal might easily cause the decoder 
to respond even when the input signal pulse is very much shorter than 
that for which the decoder is adjusted. However, in Fig. 10-29 the same 
noise spike could produce only a very small error. 

Pulse Group Decoders. The pulse coder of Fig. 10-26 may be used as 
a decoder if the buffer block is replaced by a coincidence circuit, as indi- 
cated in Fig. 10-34a. Coincidence or AND circuits are discussed in Sec. 
18-3. As the name implies, a coincidence circuit delivers an output if 
and only if there is a pulse at all its inputs simultaneously. Assume 
that the input train is the four-pulse system of Fig. 10-34). It is clear 
that, when the first pulse appears at C, the second pulse is at B, the third 
is at A, and the fourth is at the input to the line. Hence, the coincidence 
circuit will deliver an output at this instant. If the delay-line taps D,, 
D:, and D3; do not match the pulse spacing of the train, no output is 
obtained. Note that the series of delay lines in the decoder of Fig. 10-34 
are connected in the reverse order from those in the coder of Fig. 10-26. 
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The line is terminated in its characteristic impedance so that reflections 
are prevented. 

An alternative multiple-pulse decoder is shown in Fig. 10-35. Again 
let us consider that the waveform to be decoded is the one indicated in 
Fig. 10-34b. In the present case the delay line L, is adjusted so that the 
interval D, between the first and second pulse is equal to the time 
required for a signal to travel from the input of the line to the short- 
circuited termination and back to the tap. The timing of Ze and Lz; are 
similarly arranged to correspond to times Dz and D3, respectively. The 
input pulses are of negative polarity and are applied simultaneously to 
the cathodes of all tubes. The grid bias is, however, sufficiently large to 
prevent conduction of the tubes. The first negative pulse travels down 


—Ece 
Fic. 10-35. Another form of multiple-pulse decoder. 


the line Z,, where it is reflected and reappears at the tap on L; as a posi- 
tive pulse. This positive pulse appears at the grid at the time the second 
negative pulse appears at the cathode. The combined effect of both 
pulses is to overcome the bias and to cause a negative pulse to appear at 
the plate of the tube. Thus the amplifier behaves as a coincidence cir- 
cuit which delivers a pulse to Le only if the spacing between the first two 
pulses is correct. If the spacing between the second and third pulse is 
correct, then the pulse which was delivered to LZ, combines with the third 
pulse to give an output pulse at the plate of the second tube, and so on. | 
Each of the delay lines is matched at its input end to avoid multiple 
reflections. 

The circuit of Fig. 10-35 is more complex than that of Fig. 10-34 but 
the former has two advantages over the latter. In the first place, the 
amplification between the various sections of the delay makes up for the 
attenuation on the lines. Second, the lines themselves are used more 
economically since we have taken advantage of the additional delay time 
required for the pulse to return from the shorted end to the tap. The 
delay time between the input and the tap need only be somewhat larger. 
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than the pulse duration itself in order to prevent the reflected positive 
pulse from being canceled by the next input negative pulse. 

When the timing intervals required in decoders are large, then delay 
multis are used in place of delay lines. The circuit is similar to that 
given in Fig. 10-27 for the multivibrator-type coder except that a coin- 
cidence circuit is used in place of the buffer circuit. Since the circuit is 
used because long time intervals are employed, it has the disadvantage 
of not being able to respond to a second train of pulses until the first 
has passed. This difficulty may be remedied by replacing each delay 
multi by several cascaded multis whose total delay is the required delay. 
In this case the first multi may well respond to the first pulse of a second 
train, while the cascaded multis are still delaying the first pulse of the 
first train. | 

It must not be imagined that the decoders described above are capable 
of distinguishing one acceptable signal from all other possible signals. 
As a matter of fact the decoder, say, of Fig. 10-34 would respond equally 
well to a single pulse whose duration is D; + D2 + D3. We would not 
findivu. ‘+ invent an arbitrary number of acceptable ‘‘false”’ sig- 
nals for any of tne w. ~ ~ Jeseribed above. Still, the ability te dis- 
tinguish one from a large numvc. - “-hle signals ic an asset of con- 
siderable importance. ea 

10-7. Distributed Amplifiers. Lumped-circuit delay lines are uw 
elements in a type of pulse amplifier which is referred to as a distributed 
amplifier. Distributed amplifiers will provide worthwhile gain over a 
bandwidth which exceeds appreciably the bandwidth attainable with con- 
ventional amplifiers. 

In a conventional uncompensated amplifier stage, increased bandwidth 
may be achieved only at the expense of gain. When the stage gain has 
been reduced to unity or less, the stage is no longer useful for the pur- 
pose of amplification. Furthermore, since the gain of a number of stages 
in cascade is the product of the individual gains, no advantage accrues 
from cascading such stages of unity gain or less. To pursue the matter 
further, let us compute approximately the relationship between the gain, 
the bandwidth, and the number of stages in a conventional uncompen- 
sated amplifier. The gain of n stages is 


A = (Gmf1)” (10-30) 
in which g, is the transconductance and Ry, the plate-circuit resistor of a 
stage. In Sec. 3-8 we saw that the result of cascading n amplifiers was 
to decrease the bandwidth approximately by the factor ~/n. The upper 
3-db frequency of an n-stage amplifier is therefore approximately 
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in which C; is the sum of the input and output capacitance in a stage. 
The figure of merit F of a tube may be defined as the product of gain and 
band-width and is given by 


F = ea (10-32) 


From Eqs. (10-30) to (10-32) we have 
foAlr~/n =F (10-33) 


Now as an example of the limitations of the bandwidth capabilities of 
a conventional amplifier let us compute the bandwidth possible in an 
amplifier where the gain is required to be, say, e? = (2.72)? = 7.4. We 
shall use the type 6AK5 vacuum tube (see Table 3-1) for which the sum of 
the input and output capacitance is 6.8 nuf. We shall assume (unrealisti- 
cally) that we may neglect all additional stray capacitance. The figure 
of merit F = (5.1 X 10~-°)/(27 X 6.8 X 10717) = 120 X 10° sec"!. We 
may compute from Eq. (10-33) that f. will be a maximum for a given 
value of gain if 
n=2InA (10-34) 


For a gain A = e?, n = 4 and, from Eq. (10-33), we have fe = 36.4 Mc. 
We have the result, then, that even using a tube of high figure of merit 
and assuming that every conceivable precaution is taken to reduce shunt 
capacitance, it is not possible to build a conventional amplifier of gain 
7.4 with a bandwidth in excess of 36.4 Mc. This situation may, of 
course, be remedied somewhat by the use of some form of high-frequency 
compensation. But, as we noted in Chap. 3, a really worthwhile 
improvement in bandpass is achieved only with a circuit of considerable 
complexity with its attendant difficulties of adjustment, particularly in 
a multistage amplifier. 

The basic limitation of the conventional cascade of amplifier stages is 
overcome by combining amplifier tubes in the manner indicated in Fig. 
10-36. Such an arrangement is called a distributed amplifier.°1® The 
capacitances C, and C, represent, respectively, the input and output 
capacitances of the tubes together with the stray capacitances. A sig- 
nal applied at the input travels down the grid transmission line, reaches 
each grid in turn, and is finally absorbed in the matched termination. 
Each pentode delivers current to the plate line which is matched at both 
ends. One-half the tube current flows to each plate-line termination. 
The delay per section of the plate and grid lines are adjusted to be iden- 
tical. Then all the current which reaches the plate-line output termina- 
tion, in response to a given input voltage, will arrive at this termination 
at the same time. If the characteristic impedance of the plate line is 
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than the pulse duration itself in order to prevent the reflected positive 
pulse from being canceled by the next input negative pulse. 

When the timing intervals required in decoders are large, then delay 
multis are used in place of delay lines. The circuit is similar to that 
given in Tig. 10-27 for the multivibrator-type coder except that a coin- 
cidence circuit is used in place of the buffer circuit. Since the circuit is 
used because long time intervals are employed, it has the disadvantage 
of not being able to respond to a second train of pulses until the first 
has passed. ‘This difficulty may be remedied by replacing each delay 
multi by several cascaded multis whose total delay is the required delay. 
In this case the first multi may well respond to the first pulse of a second 
train, while the cascaded multis are still delaying the first pulse of the 
first train. . 

It must not be imagined that the decoders described above are capable 
of distinguishing one acceptable signal from all other possible signals. 
As a matter of fact the decoder, say, of Fig. 10-34 would respond equally 
well-to a single pulse whose duration is D; + D.+ D3. We would not 
find it difficult to invent an arbitrary number of acceptable ‘‘false”’ sig- 
nals for any of the decoders described above. Still, the ability to dis- 
tinguish one from a large number of available signals is an asset of con- 
siderable importance. 

10-7. Distributed Amplifiers. Lumped-circuit delay lines are essential 
elements in a type of pulse amplifier which is referred to as a distributed 
amplifier. Distributed amplifiers will provide worthwhile gain over a 
bandwidth which exceeds appreciably the bandwidth attainable with con- 
ventional amplifiers. 

In a conventional uncompensated amplifier stage, increased bandwidth 
may be achieved only at the expense of gain. When the stage gain has 
been reduced to unity or less, the stage is no longer useful for the pur- 
pose of amplification. Furthermore, since the gain of a number of stages 
in cascade is the product of the individual gains, no advantage accrues 
from cascading such stages of unity gain or less. To pursue the matter 
further, let us compute approximately the relationship between the gain, 
the bandwidth, and the number of stages in a conventional uncompen- 
sated amplifier. The gain of n stages is 


A = (gmRx)” (10-30) 


in which g,, is the transconductance and [z the plate-circuit resistor of a 
stage. In Sec. 3-8 we saw that the result of cascading n amplifiers was 
to decrease the bandwidth approximately by the factor ~/n. The upper 
3-db frequency of an n-stage amplifier is therefore approximately 


fe : 


= 10-31 
2rRx1C; J/n ( ) 
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in which C, is the sum of the input and output capacitance in a stage. 
The figure of merit F of a tube may be defined as the product of gain and 
band-width and is given by 


P= ah (10-32) 


From Kgs. (10-30) to (10-32) we have 
foAve/n =F (10-33) 


Now as an example of the limitations of the bandwidth capabilities of 
a conventional amplifier let us compute the bandwidth possible in an 
amplifier where the gain is required to be, say, e2 = (2.72)? = 7.4. We 
shall use the type 6AK5 vacuum tube (see Table 3-1) for which the sum of 
the input and output capacitance is 6.8 uuf. We shall assume (unrealisti- 
cally) that we may neglect all additional stray capacitance. The figure 
of merit F = (5.1 X 10-*)/(27 X 6.8 & 107-12) = 120 X 108 sec-!. We 
may compute from Eq. (10-33) that f2 will be a maximum for a given 
value of gain if 
n=2InA (10-34) 


For a gain A = ¢?, n = 4 and, from Eq. (10-33), we have fe = 36.4 Mc. 
We have the result, then, that even using a tube of high figure of merit 
and assuming that every conceivable precaution is taken to reduce shunt 
capacitance, it is not possible to build a conventional amplifier of gain 
7.4 with a bandwidth in excess of 36.4 Mc. This situation may, of 
course, be remedied somewhat by the use of some form of high-frequency 
compensation. But, as we noted in Chap. 3, a really worthwhile 
improvement in bandpass is achieved only with a circuit of considerable 
complexity with its attendant difficulties of adjustment, particularly in 
a multistage amplifier. 

The basic limitation of the soiiventionnl cascade of amplifier stages is 
overcome by combining amplifier tubes in the manner indicated in Fig. 
10-36. Such an arrangement is called a distributed amplifier.%!® The 
capacitances C’, and C,, represent, respectively, the input and output 
capacitances of the tubes together with the stray capacitances. A sig- 
nal applied at the input travels down the grid transmission line, reaches 
each grid in turn, and is finally absorbed in the matched termination. 
Each pentode delivers current to the plate line which is matched at both 
ends. One-half the tube current flows to each plate-line termination. 
The delay per section of the plate and grid lines are adjusted to be iden- 
tical. Then all the current which reaches the plate-line output termina- 
tion, in response to a given input voltage, will arrive at this termination 
at the same time. If the characteristic impedance of the plate line is 
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Rop, then it follows that the gain of an amplifier having 7 sections is 
A = l6ngnRop (10-35) 


The upper frequency limit of the amplifier may be considered to be deter- 
mined essentially by the cutoff frequency of the delay lines. The cutoff 
frequencies of the plate and grid lines are the same since the delay per 
section is the same for both lines. 

We may observe the following distinctive features. The gain of a dis- 
tributed amplifier is computed by adding the gain provided by each tube 
individually. Hence, even if each tube provides a gain less than unity, 
the over-all gain still increases with increasing number of tubes. Fur- 
ther, since the cutoff frequency of a delay line is not a function of the 


— i 
-4- C 'p -t- Cp 


7T oT 


Fia. 10-36. A stage of distributed amplification. 


number of sections, the upper frequency limit of the amplifier is not 
decreased as more tubes are added to increase the gain. 

At low frequencies, where the reactances of the elements of the trans- 
mission lines are negligibly small, the amplifier of Fig. 10-86 may be 
viewed simply as n parallel pentodes feeding a plate load resistor R.p/2. 
Hence the gain is given again by Eq. (10-35). However, a simple par- 
allel connection of n tubes would not serve a useful purpose, since in such 
a case the effective g,, and shunt capacitance would increase in the same 
proportion. The figure of merit F for a parallel combination of tubes is 
the same as for a single tube. The distributed amplifier arrangement, 
however, effectively parallels the tubes so far as transconductance is con- 
cerned, but manages to keep the capacitances separate. 

The delay lines indicated in Fig. 10-36 are constructed of prototype 
sections and the terminations are simple resistors. Actually, of course, 
any of the other types of lines described earlier may be used instead, and 
better terminations may be used to advantage. Any improvement of 
the delay lines will improve the performance of the amplifier. 
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10-8. Distributed Amplifiers in Cascade. In Fig. 10-36 each tube 
with its portion of transmission line is called a section. The combination 
of n such sections is called a stage. Distributed amplifier stages may be 
cascaded in the conventional sense. Suppose that we consider a cascade 
of m such stages. Then the total number of tubes involved in such an 
amplifier is VN = nm. We may now show that, for a given number JN of 
tubes and for a fixed gain, there is an optimum arrangement of tubes 
which yields a maximum bandwidth. 

When stages are cascaded, the output end of the plate line of one 
amplifier must be coupled into the input end of the grid line of the suc- 
ceeding amplifier. Since generally the plate and grid lines will have dif- 
ferent characteristic impedances, an impedance transformer must be 
interposed between the lines. An impedance transforming device which 
matches the grid-line impedance F,, to the plate impedance will simul- 
taneously produce a voltage transformation in the ratio (Ro,/Rop)}. 
Thus, from Eq. (10-35), we have the result that the gain from one grid 
line to the next is 


29m Rog Nm ! 
A = “%& PR.» Re = 5 /Ropleon (10-36) 


Using Eq. (10-8), using Rop = VLp/Cp, Rog = VL,/C,, and taking into 
account that L,C, = L,C, (since the delay per section of the plate and 
grid lines are the same), we have 


7% Gm —_ ni" 
feIn-~SC,C, fe 


(10-37) 


Here we have introduced 


RS (10-38) 


24 VC,C, 


as a figure of merit for the tubes which is more appropriate in the present 
instance than the figure of merit in Eq. (10-32). The gain of m stages is 
G = A™ Replacing A by G’” in Eq. (10-387) and solving for n, we have 


n= Fe qu (10-39) 
and N=nm = m 5 Gum (10-40) 


For a given bandpass f, and a given gain G we can find the minimum num- 
ber of tubes by setting the derivative dN/dm = 0 in Eq. (10-40). The 
result is that NV is a minimum when 


m=I1nG (10-41) 
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Irom Eqs. (10-39) and (10-41), we now find that 


- Je é (10-42) 
and A=e (10-43) 


in which - 2.72. Hence the tubes are used in the optimum fashion 
when’ 4. stage produces a gain e corresponding to 8.68 db. 

S° wilarly, for a given number of tubes N and a given gain G we can find 

.¢ maximum bandpass by setting df./dm = 0 in Eq. (10-40). For this 
situation we find that Eqs. (10-41) to (10-43) are also valid. 

For the 6AK5 vacuum tube, the figure of merit /’’ is (see Table 3-1) 


f= = ae aaa = 242 X 10° sec? 

Qe WV/4 X 2.8 X 10-” 
From Eq. (10-42), we may calculate that forn = 2,f, = 177 Mc. Hence 
four tubes arranged in two cascaded stages of distributed amplification 
will yield a gain of e? over a frequency range up to 177 Me. This situa- 
tion is to be compared with the case discussed in Sec. 10-7 where it is 
shown that in a conventional amplifier the bandwidth for comparable 
gain was only 36.4 Mc. 

10-9. Practical Considerations in Distributed Amplifiers. The dis- 
cussion, so far, of distributed amplifiers has been unrealistic in that it has 
been assumed that the frequency range of the amplifier is limited only 
by the cutoff frequency of the delay lines. The fact is, however, that as 
the frequency increases, the impedance seen looking into the grid of the 
tubes exhibits not only a capacitative reactance but a resistive loading as 
well. The resistive loading at the grid has two sources. The first of 
these is due to the presence of inductance in the cathode-to-ground lead 
of the tube. The presence of such a cathode lead inductance results in 
a conductive component of admittance at the grid. For this reason, 
good construction practice requires that the cathode connection to 
ground be made as short and direct as possible. But, of course, some 
residual conductive component at the grid will always remain. 

A second and much more important source of conductive loading at 
the grid results from effects due to the finite time of transit of an electron 
across the tube. For a sinusoidal signal, the loading due to transit time 
effects!® begins to make itself felt when the period of the signal becomes 
small enough to be comparable to the transit time. Each of these com- 
ponents of conductance at the grid is proportional to the square of the 
frequency. The severity of this loading with increasing frequency may 
be noted by observing that at 400 Mc the input resistance of a 6AK5 is 
only 250 ohms. 
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An example of a stage of distributed amplification®° is shown in Fig. 
10-37. The plate and grid lines are constructed of prototype sections. 
They are terminated in m-derived half sections (m = 0.6) which serve to 
improve the match between the lines and the terminating resistors. The 
lines are designed to have a cutoff frequency of 400 Mc. The grid line 
has a characteristic impedance of 50 ohms. This low impedance has 


932 
Output 


Fig. 10-37. A practical form of a distributed amplifier. Inductances are given in 
microhenrys, and capacitances in micromicrofarads. 


been selected to minimize the effect of the loading of the grid line due to 
transit time effects. The general formulas 


T, 
R, = Je and Fe 


may be solved for ZL and C with the result 


1 
VLC 


a= (10-44) 
1 
> Se, (10-45) 


The inductance per section of the grid line is calculated from Eq. (10-44) 
with the result Z, = 0.04 wh. The grid-line capacitance is calculated 
from Eq. (10-45) with the result C, = 16 wyf. After the 6AK5 input 
capacitance, the tube-socket capacitance, and other stray capacitance 
have been taken into account, it is found that an additional 7.5 puf must 
be added in the grid circuit to bring the total to the required 16 puf. 

It is advantageous to make the impedance of the plate line as large 
as possible since the amplifier gain increases with plate-line impedance. 
The impedance would be a maximum if the capacitance per section were 
kept at a minimum. Actually 3 yuf of capacitance has been added to 
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each section of the line to bring the line impedance down to 93 ohms. A 
93-ohm impedance is particularly convenient since there is available a 
commercial coaxial cable (RG-62/U) whose impedance is 93 ohms. 

The amplifier uses a total of nine 6AIKX5 tubes. The transit-time load- 
ing of the grid line is therefore quite heavy and actually the signal level 
on the grid line falls appreciably ,, 
as the upper frequency limit of 
the amplifier is approached. This 
effect, however, is counterbalanced 
by the fact that the impedance of °4 
the plate line (as viewed at the 2 
point where the tube plates are 0 

: . 0 100 200 300 406 
connected) increases substantially Frequency, Mc 
as the line cutoff frequency is ap- Fig. 10-38. Isxperimental frequency re- 
proached. The result is that the *P°"*° ShemE HEY Oreie: 203i 
gain remains reasonably uniform up to a frequency nearly equal to the 
cutoff frequency. The frequency response of the amplifier of Fig. 10-37 
is given in Fig. 10-38. A number of other practical designs of distributed 
amplifiers are to be found in the literature.*! 
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CHAPTER 11 


COUNTING 


‘In this chapter we shall discuss circuits which are used for the purpose 
of counting pulses. A number of important applications of the counting 
process will be described. 

11-1. The Binary Chain as a Divider. Consider the cascade of four 
binaries as shown in Fig. 11-la. Such an arrangement is called a binary 
chain. A sequence of triggering pulses is applied in a symmetrical fash- 
ion to the first binary labeled Bo. ‘The output signal of the first binary 


O B B 0 
Input Ea Es Output 
(a) 


L-»—oTo next binary 


From external 

trigger source 

or preceding 
binary 


Toy, 
(0) 


Fig. 11-1. (a) A cascade (chain) of four binaries. (6) Illustrating a typical coupling 
connection. 


(which is the signal that appears at one of the plates) is in turn applied 
symmetrically to the second binary B,;. Similarly, B; is coupled to Bz 
and B:to B;. A typical coupling arrangement is indicated in Fig. 11-1b. 
Here the symmetrical triggering scheme of Fig. 5-15 has been employed. 
Of course, many other symmetrical triggering circuits may be used, 
including diode triggering, as in Fig. 5-14. 

We shall now show that the binary chain of Fig. 11-1 may be used to 
divide the number of input pulses by a factor of 16. That is to say that 
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each time 16 pulses are applied at the input, 1 pulse appears at the 
output. 

Each of the binaries has two stable states. Let us designate one of the 
states by the numeral 0 and the other state by the numeral 1. The 
aptness of this designation will appear shortly. The binaries under con- 
sideration are two-tube devices and the section from which the output is 
obtained is called the output tube. Let us arbitrarily agree that state 0 
is the one in which current is flowing in the output tube and, hence, its 
plate voltage is low. Then the state I is the state in which the output 
tube is cut off and the voltage at the output plate is nominally equal to 
the supply voltage. Finally, let us take as our initial or reference state 
of the combination of the binaries the one in which all four individual 
binaries are in the state 0. Starting from this reference state, the wave- 
forms which appear at the output plates of the binaries as a result of the 


Input pulses 


- 10 11 12 13 14 15 16 
Binary State 123 45 6 7 8 9 12 1 


Fig. 11-2. Waveform chart for the binary counting system of Fig. 11-1. 


application of 16 successive input pulses is shown in Fig. 11-2. In the 
state 0 the output plate voltage is low and therefore the output signal is 
represented by the lower level. In the state 1 the output plate voltage 
is high and this state is represented by the higher level. 

Before the application of the first input pulse all binaries are in the 
state 0. The first external pulse applied to the first binary By causes this 
binary to make a transition from state 0 to state 1. Referring to Fig. 
11-1, we see that as a result of this transition a positive step is applied 
symmetrically through a capacitor to the second binary B,. It will be 
recalled (Sec. 5-9) that the present method of triggering makes the 
binary relatively insensitive to a positive step. The second binary will 
therefore not respond to the positive step produced by the first binary. 
The over-all result is that binary By has changed to state 1, while the 
other binaries remain in state 0, as indicated in Fig. 11-2. 

The second externally applied pulse causes binary By to return from 
state 1 to state 0. Binary B, now receives a negative step voltage to 
which the binary is sensitive and responds by making a transition from 
state 0 to 1. The binary Be does not respond to the transition in binary 
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B, because binary B; receives a positive step. The over-all result of the 
application of two input pulses is that binary B, is in state 1 while all 
other binaries are in state 0. We may similarly verify that the remain- 
der of the waveform chart of Fig. 11-2 is correct by applying the follow- 
ing principles: 

1. Binary Bo makes a transition at each externally applied pulse. 

2. Each of the other binaries makes a transition when and only when 
the preceding binary makes a transition from state 1 to state 0. 

If we should differentiate each of the waveforms of Fig. 11-2, a posi- 
tive pulse would appear at each transition from 0 to 1 and a negative 
pulse at each transition from 1 to 0. If now we count only the negative 
pulses (the positive pulses may be eliminated by the use of a nonlinear 
device such as a diode), then it appears that each binary divides by 2 the 
number of negative pulses which are applied to it. The four binaries 
together accomplish a division by a factor of 24 = 16. A single negative 
pulse will appear at the output for each 16 pulses applied at the input. 
It should be clear that if n binaries are used, division by the factor 2” 
will be achieved. 

11-2. The Binary Chain as a Counter. The binary chain of Fig. 11-1 
also constitutes a scale-of-16 counter. The circuit has 16 possible differ- 
ent states and at the occasion of each input pulse the circuit will make 
a transition progressively from state to state. After 16 pulses the cir- 
cuit will reset itself into its original state. These features are easily 
recognized from the waveform chart of Fig. 11-2. The counting mecha- 
nism of the chain is intimately associated with the binary system of rep- 
resenting numbers, and we shall therefore discuss briefly this method of 


representation. 
In the more familiar decimal system the base is 10, and ten numerals, 
0, 1, 2, 8, ... , 9, are required to express an arbitrary number. To 


write numbers larger than 9, we assign a meaning to the position of a 
numeral in an array of numerals. For example, the number 1,264 (one- 
thousand, two-hundred sixty-four) has the meaning 


1,264 = 1 X 10? + 2 X 10? + 6 X 10! + 4 X 10° (11-1) 


Thus the individual digits in a number represent the coefficients in an 
expansion of the number in powers of ten. The digit which is furthest to 
the right is the coefficient of the zeroth power, the next is the coefficient 
of the first power, and so on. 

In the binary system of representation the base is 2 and only the two 
numerals 0 and 1 are required to represent a number. In the binary sys- 
tem the numerals 0 and 1 have the same meaning as in the decimal sys- 
tem but a different interpretation is placed on the position occupied by a 
digit. In the binary system the individual digits represent the coefli- 
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cients of powers of two rather than ten as in the decimal system. For 
example, the number thirteen is written in the binary representation as 
1101 since 


1101 = 1 XK 2234+: 1X 2?+0 XK 2! 4:1 X 2° 


= 8 +4 +0 4 =13 (11-2) 


I 


A short list of equivalent numbers in decimal and binary notation is 
given in Table 11-1. 

_. Now let us return to a consideration of the binary chain in connection 
with which we have prepared Table 11-2, which lists the states of all the 
binaries of our chain of four as a function of the number of externally 
applied input pulses. Table 11-2 may be verified directly by compari- 
son with the waveform chart of Fig. 11-2. Note that in Table 11-2 the 
binaries have been ordered in the reverse direction from their order in 
Fig. 11-1. : 


- Tasue 11-1. EquivaLent NUMBERS Tasie 11-2. Stares or THE BINARIES 
IN DEcIMAL AND BINARY 
NotaTIon ; State of binary 
Decimal — Binary No. of input 
' notation notation pulses B; | Be | Bi | Bo 
0 00000 0 0 0 0 0 
1 00001 1 0 | 0 0 1 
2 00010 2 0 0 1 0 
3 00011 3 0 0 1 1 
4 00100 4 0 1 0 0 
5 00101 5 0 1 0 1 
6 00110 6 0 | 1 1 0 
7 00111 7 0 1 1 1 
8 01000 8 1 | 0 0 0 
am) 01001 9 1 0 |:-0 1 
10 01010 10 1} 0]1 ] 0 
li 01011 11 1 0 1 1 
12 01100 12 1 1 0 0 
13 01101 13 1 1 0 1 
14 01110 14 if 5 ee ome 0 
15 01111 15 1 1 1 1 
16 10000 16 0 0 0 
0 0 0 1 


17 10001 17 


Comparing now Tables 11-2 and 11-1, we observe that the ordered 
array of the numerals 0 and 1 which represent the binary states gives 
precisely the binary representation of the number of applied input pulses. 
The state of the binary B, is the coefficient of 2* in the binary represen- 
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tation of the number of input pulses. This, then, is the sense in which 
the binary chain is said to count in the binary system. This feature 
gives added appropriateness to the designation binary which is used to 
refer to the bistable multivibrator. It is clear that the scale of a binary 
chain may be extended indefinitely by adding more binaries. A chain 
of n binaries will form a scale-of-2" counter. . 

To read the count of a binary chain, it is necessary to determine the 
state of each individual binary in the chain. A very rudimentary volt- 
meter may be used for this purpose since we require to know only whether 
the output plate voltage is low (state 0) or high (state 1). A simple 
arrangement for this purpose uses a small neon bulb (145 watt) con- 
nected in series with a resistor between the output plate and some point 
of fixed potential, say ground. When the output plate is low, the volt- 
age across the neon tube is not enough to cause a glow, but the neon tube 
will light up when the output plate is high. The neon bulbs connected 
to binaries Bo, Bi, Bo, and B; are labeled 1, 2, 4, and 8, respectively. To 
determine the count, it is then only necessary to add the numbers asso- 
ciated with those neon bulbs which are lit. 

11-3. Counting to a Base Other than 2. An individual binary counts 
to the base two because it has two stable states. A device with r stable 
state will obviously be suitable for use in a counting system with a base r. 
We may, if we please, consider as a single unit a chain of two binaries. 
Such a two-binary chain has four stable states and may therefore serve 
as a system which counts to the base 4. It is similarly a trivial matter 
to construct a counting system with any base which is a power of 2. 
However, the requirement often arises for a counter whose base is not a 
power of 2. For example, we may prefer to count in the decimal system 
since this is the system with which we are most familiar. The scale of 
a binary chain counter may be changed in a variety of ways. The most 
common of these involves feedback of pulses from succeeding stages to 
preceding states of the chain. We shall now consider this method of 
scale changing. 

In Fig. 11-3 the pairs of tubes 7; through 7’, are the tubes of a chain 
of four binaries. In this schematic the cross-coupling connections from 
plates to grids as well as the cathode bypass capacitors have been omitted 
for simplicity. The signal at the output plate P., of the last binary is 
differentiated by the coupling network composed of R andC. The nega- 
tive pulses which result when the last binary goes from state 1 to 0 are 
ineffective because the coupling triodes 7; and 7’, are held below cutoff 
by the bias —E,,. The positive pulses are inverted and fed back to P., 
and Pq. It will be recognized that the triodes 7’; and 7, are here being 
used in precisely the manner indicated in Fig. 5-12 for unsymmetrical 
triggering. 
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To see the effect of the feedback on the count, we examine now the 
waveform chart of Fig. 11-4. We must remember that a binary does not 
respond instantaneously to an input pulse and that there is some addi- 
tional delay before the binary output reaches full amplitude. This fea- 
ture has been taken into account in Fig. 11-4 by drawing the binary 
transitions with a finite slope and by starting the transition in a succeed- 


Fra. 11-3. A scale-of-16 binary chain modified by feedback to make a scale-of-10. 


ing binary only at the completion of the transition in a preceding binary. 
The counting proceeds in the customary fashion through the seventh 
pulse. At the eighth pulse, binary B; responds and negative pulses are 
fed back to P., and P3,. Since B, and B, are in state 0 after the eighth 
pulse, the right-hand tube of these binaries is conducting. Hence, neg- 
ative pulses at Po, and P34 (which are coupled to G2, and Gy) will cause 


Input pulses 
be. 22 3 4 5 6 7 8 9 10 
(By) Pr, as) 
(2); 
(B) Po, ‘wy 


(3)/ \ 


(Bo) P3, / SS [X5)\ \ 
7 \ 
| 


‘ 
(4) \ ; 
(Bs) P. 4b oy EE \ 


Fig. 11-4. Waveform chart of the feedback counter of Fig. 11-3. 


transitions in B; and Bo, respectively. Hence B,; and B;, are forced back 
to state 1 by this fed-back pulse. Thereafter the count progresses nor- 
mally and at the tenth pulse all binaries are again in state 0 so that the 
count is complete. 

Observe that after the eighth pulse and before the feedback has had a 
chance to be effective the chain of binaries is in the state 1000 (8). The 
feedback to binary B, reverses this binary and advances the count by 
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2! = 2. The feedback to binary Bz advances the count by 2? = 4. The 
two feedback paths advance the count by 2 + 4 = 6, so that the counter 
recycles at pulse 10 instead of 16. 

This discussion suggests the manner in which the general scheme of 
Tig. 11-8 may be used to build a counter with an arbitrary scale since 
feedback to binary B, advances the count by 2”. (Remember that the 
first binary is Bo.) Suppose, for example, we require a binary with a 
scale of 41. We start with a binary chain which will count beyond 41. 
In this case, six binaries are called for since 26 > 41, while 2° < 41. 
Since 25 = 64, we must advance the count by 64 — 41 = 23. This 
advance may be achieved by feedback to B,, Bz, Bi, and Bo since 
24 + 2? + 21 +4 2° = 23. 


Feedback 
Fia. 11-5. Use of gating tube in high-speed decade counter. 


11-4. Improvement of Resolution in a Binary Chain with Feedback.' 
In a binary chain without feedback the delay between the transition of 
one binary and the next following is of no importance. The resolution 
of the binary chain depends only on the resolution of the first binary and 
not on the total number of binaries in the chain. Observe, however, that 
in Fig. 11-4 there are five separate consecutive delays between the time of 
occurrence of the eighth pulse and the time when binaries B; and Bz have 
been completely reset. These five delays are indicated by the dotted 
lines which are numbered consecutively from 1 to 5. If the time inter- 
val between input pulses is not sufficient to allow binaries B; and Bz to 
be reset before the occurrence of the tenth pulse, the counter will not 
operate correctly. (The ninth pulse has only to reset binary By so that 
the eighth and ninth pulses have only to be separated by the resolution 
time of a binary.) 

One method which has been employed successfully to improve the 

‘resolution of a feedback counter is illustrated, in principle, in Fig. 11-5. 
This scheme is used in connection with the basic binary circuit of Fig. 
5-9 as a 10-Mc counter in the Hewlett-Packard model 524A frequency 
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counter. The coupling of the first three binaries and the feedback from 
B; to By and B, are all in principle identical to the arrangement of Fig. 
11-3. The last binary, however, receives its triggering signal through 
the 6AS6 gating tube. , 

The suppressor grid of the 6AS6 gating tube is at a potential which is 
equal to the mean potential at the plates P:, and P;. The cathode volt- 
age of the 6AS6 may therefore be adjusted so that the gating tube is open 
for transmission when and only when binaries B; and Bz are both in 
state 1. Observe now from Fig. 11-4 that before the eighth input pulse 
occurs the binaries B; and By are indeed in state 1, as is required to per- 
mit transmission through the gate. At the eighth pulse, binary Bo makes 


Cy-3 Ry-3 
Fig. 11-6. Feedback used to reduce a scale-of-16 counter to a scale of 10. 


a transition from state 1 to state 0. The corresponding signal at Pi, isa 
positive-going step which is differentiated by R and C; to produce a posi-. 
tive pulse at the control grid of the 6AS6. A negative pulse then appears 
at the 6AS6 output and is applied symmetrically through C2 to binary B3. 
The eighth input pulse, then, induces a transition in binary B; and the 
delays associated with binaries B, and Bz have been avoided. 

At the tenth input pulse, binary B; is returned to state 0 again through 
the mechanism of the gating tube. Observe, from Fig. 11-4, that binary 
B; can respond to a transition in binary By only at the occurrence of the 
eighth and tenth pulse. 

11-5. Additional Types of Decade Counters.” We shall now consider 
some alternative means by which decade scalers may be constructed. A 
commonly employed scheme is illustrated in Fig. 11-6. It has the advan- 
tage that it requires no additional trigger or gating tubes and is used in 
counters with a counting rate of 10° counts per second or slower. There 
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are two feedback paths. These are indicated by the heavy lines in the 
schematic. 

The operation of the counter will be clear from an examination of the 
waveform chart of Fig. 11-7. In this chart, for simplicity, we have neg- 
lected the time delay of each binary. It should be kept in mind, how- 
ever, that this delay is essential to the operation of a feedback counter. 

Referring now to Fig. 11-7, observe that through the third input pulse 
the counting proceeds in the normal fashion. At the fourth pulse, the 
transition 1 to 0 in Bo causes a transition 1 to 0 in By, which in turn pro- 
duces a transition 0 to 1 in By. The positive step at the plate Px is 
applied to Ga, through the series RC combination and immediately causes 
a reverse transition 0 to 1 in binary B;. The heavy vertical line in the 
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Fie. 11-7. Waveform chart of circuit of Fig. 11-6. 


waveform P» at the time of the fourth pulse represents a transition 1 to 0 
followed immediately by the reverse transition 0 to 1. After the fourth 
pulse, the chain of binaries reads 0110 = 6 rather than 4 so that the 
count has been advanced by two steps by the feedback. In a similar 
manner the feedback from binary B; to Bz at the time of the sixth input 
pulse causes a reverse transition in By, and advances the count by four. 
The entire unit resets to its original state at the 10th pulse. 

It is of interest to see if the feedback connections have any influences 
on the circuit other than those already indicated. Consider, for exam- 
ple, the situation at the time of the second input pulse. The transition 
in binary B, results in a positive step at P2, and Gea which is transmitted 
to Px through C3_2, R32. This positive step has no influence on binary 
By for the reason that it is applied through a high impedance, F3_2, to a 
low impedance point, the impedance at the plate P3, being low because 
Tx, is conducting. Similarly, the positive step at P3 at the fourth pulse 
and the positive step at P» at the eighth pulse are both ineffective. 
Again, the negative steps at both Ps, and Ps at the tenth pulse are fed 
back to grids which are below cutoff. Finally, in waveform Px, at the 
sixth input pulse, there appears a transition 1 to 0 followed immediately 
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by the reverse transition 0 to 1. These two transitions constitute a 
negative pulse which is fed back to binary B, at grid Ge. which is below 
cutoff. Altogether, then, it is clear that the only influences of the con- 
nections involving R32, C32, and R4_3, C4_3 are those already indicated 
in the waveform chart of Fig. 11-7. 

It would be possible to read the count of the circuit of Fig. 11-6 by the 
use of four neon bulbs, one in each binary circuit, connected in the man- 
ner described in connection with the straight scale-of-16 counter. It 
would be necessary, however, to interpret the neon-tube indications in 

accordance with the waveform chart of Fig. 11-7. A more convenient 
count-indicating scheme uses 10 neon bulbs labeled 0, 1, 2,3 ...,9 
and these neon bulbs are wired into the counter circuit in such a manner 
as to indicate the count directly.2, (See Prob. 11-7.) 


Fie. 11-8. A counter that uses diode clamps. 


A final feature which is usually incorporated into counters, decade or 
other, is provision for resetting the count to zero. To include a reset 
feature, say in the circuit of Fig. 11-6, it is only necessary to add a sin- 
gle switch to the circuit. The lower end of the grid-leak resistors of the 
right-hand tube of each binary is connected to one side of the switch, the 
other side of the switch being connected to ground. When the switch is 
closed, the circuit is identically as represented in Fig. 11-6. When, how- 
ever, the switch is opened, each of the right-hand tubes, 7, etc., must 
be conducting. Each individual binary is therefore in the state zero and 
the entire counter is at zero count. To reset the counter to zero there- 
fore requires only a momentary opening of this reset switch. 

We shall now examine a circuit which does not involve feedback for 
transforming a scale-of-16 to a scale-of-10 counter. The arrangement is 
represented in its essential details in Fig. 11-8, while the waveform chart 
appears in Fig. 11-9. This circuit is used in the Berkeley model 707A 
counter which is used to count at speeds of 1 Me. The coupling of 
binary B. to B,, B, to Bo, and Bo to the external-drive signal is through 
the two-diode coupling arrangement of Fig. 5-14. These diodes are not 
indicated in the figure. The last binary, B;, is driven unsymmetrically. 
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A signal transmitted through diode 7’; drives this binary from state 0 to 
state 1, while the reverse transition occurs in response to a signal trans- 
mitted through diode 7s. The two remaining diodes 7’, and TJ are 
clamping diodes. 

Let us now trace the operation of the device through its counting range. 
The voltage levels in the circuit have been adjusted so that when the 
counter is at zero count (all right-hand tubes conducting) diodes 7’; and 
Ts are not conducting, while diodes 7’; and 7’, are conducting. At the 
first input pulse, binary Bo reverses, the plate of 7 rises and diode 7’; 
stops conducting. At the second input pulse, the plate 7), drops, and 
were it not for the presence of diode 7'., a negative step would be trans- 
mitted through 7’; to binary B;in which a transition would result. How- 
ever, diode 7’, is conducting and the signal voltage that would ordinarily 
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Fie. 11-9. Waveform chart for the counter of Fig. 11-8. 


be transmitted to binary B; is instead shorted out through Ts. The sec- 
ond input pulse does, however, cause a reversal in binary B,, diode 7's 
stops conducting, and hence the clamp on binary B; is removed. But 
now diode 7 is conducting. The third input pulse reverses binary Bo. 
The fourth input pulse would normally reverse both binaries Bo and By. 
However, the negative step transmitted from binary Bp to the plate of 
Ts at the fourth input pulse is shorted out through diode 7. Since 
diode 7’, is not conducting at the time of occurrence of the fourth pulse, 
this fourth pulse will also cause a signal to be transmitted through 7, 
which signal will reverse binary 7’3. 

To recapitulate, we may say the following. In the zero count position, 
diode clamp 7’, restrains binary B; from being driven from binary Bo. 
At the count of 2, binary B, is reversed, the clamp on binary B; 1s released, 
but binary B; is now clamped by diode T;. At the count of 4 the clamp 
on binary B, is released. Thereafter, as may be verified, the counting 
proceeds in a normal fashion and the counter resets at the tenth input 
pulse. Since feedback is not involved in the present scheme, we avoid 
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the difficulties which ordinarily result from the cumulative delay in a 
chain of binaries. 

The various méthods which have now been described for altering the 
count of a binary chain do not by any means exhaust all possibilities. 
Other schemes? are possible and have been employed. 

Counters generally, and decade counters particularly, find at present 
so many applications that a number of manufacturers have made these 
decade counting units or DCU’s commercially available. A typical DCU 


Fic. 11-10. The Berkeley model 705A decimal counting unit. (Courtesy of Berkeley 
Division, Beckman Instruments, Inc.) 


is shown in Fig. 11-10. The entire unit, including tubes and neon-bulb 
count indicators, is assembled on a small chassis, which in turn is mounted 
on a tube base. Heater and supply voltages are connected to the tube 
socket into which the unit plugs. Certain tube socket pins are used to 
provide input and derive output. Provision is made to permit external 
connection of a reset switch. Units of a given manufacturer are designed 
to have an adequate output signal to drive a succeeding DCU. A num- 
ber n of these units may be connected in cascade to provide a counter 
with a range 10". Models are available with counting speeds which 
vary from about 20 ke to 1 Me. 
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11-6. Reversible Binary Counter. A counter which can be made to 
decrease its reading by unity with each input pulse is called a reversible 
counter or a forward-backward counter. Addition is performed with a 
binary counter if the coupling connection is from the right-hand side of 
the preceding binary as in Fig. 11-1. Subtraction is obtained by chang- 
ing this coupling connection to the left-hand plate, as we shall now verify. 

If a binary makes a transition from state 0 to state 1, then the right- 
hand plate voltage changes in the positive direction. Under these cir- 
cumstances the left-hand plate falls in potential. This negative pulse 
will cause a transition in the binary to which it is connected. Hence, for 
the reversible connection the following rules are valid. 

1. Binary By makes a transition at each externally applied pulse. 

2. Hach of the other binaries makes a transition when and only when 
the preceding binary goes from the state 0 to the state 1. 

If the rules are applied to any of the numbers in Table 11-1, the next 
smaller number in the table is obtained. For example, consider the num- 
ber 12, which is 1100 in binary form. At the next pulse, the right-most 0 
(corresponding to Bo) becomes 1. This change of state from 0 to 1 causes 
B, to change state from 0 to 1, which in turn causes Bz to change state 
from 1 to0. This last transition is in the direction such as not to affect 
the following binary, and hence B; remains in state 1. The net result is 
that the counter reads 1011, which represents the number eleven. Since 
we started with twelve and ended with eleven, a subtraction has taken 
place. 

The output from either plate of a binary may be selected by means of 
a relay if the counting is at a slow rate. For higher speeds, transmission 
gates must be used. A detailed circuit 
is given in Prob. 14-5. 

11-7. A Special Gas-filled Counter 
Tube.> The basic decade counter, as 
we have seen, requires a minimum of 
four double triodes. The wide range of 
applicability of counters has naturally 
prompted investigations into the design 
of special tubes which would permit the 
construction of counters with a greater 
economy. In the present section we 
shall describe the Dekatron, a gas-filled 
counter tube which has many advantages, if counting speed is not an 
important consideration. 

The mechanical structure of the gas-filled counter tube is shown in 
Fig. 11-11, while the electric circuit is indicated in Fig. 11-12. The com- 
ponent values indicated in Fig. 11-12 are appropriate for the type GC10B 
which has a maximum counting speed of about 4 ke. 


Fie. 11-11. Mechanical structure of 
the GC10B gas-filled counter tube. 
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The central anode in Fig. 11-11 is surrounded by 30 identical electrodes. 
Of these, ten are cathodes, nine of which, Ki, Ke, . . . , Ky, are brought 
out to a common tube terminal, while the tenth, Ko, is brought out sep- 
arately. Ten electrodes are referred to as guide No. 1 electrodes and are 
labeled 1G;, 1G2, etc. The remaining ten electrodes are guide No. 2 
electrodes and are labeled 2G, 2Go, etc. The 1G electrodes are brought 
out to a single tube pin and the 2G electrodes are connected to another 
terminal. 

The tube operates as a cold-cathode glow-discharge tube. Let us 
assume initially that a glow discharge is taking place between the anode 
and the cathode K,;. Since the maintaining voltage of a glow discharge 
is smaller than the breakdown voltage, there is no likelihood that the 


Positive bias 
Fie. 11-12. The method of driving and obtaining output from the GC10B counter 
tube. The switch S is a normally closed reset switch. 


discharge will of its own accord transfer to some other one of the cath- 
odes. Since, furthermore, the guide electrodes are biased positively, 
there is similarly no possibility of a transfer of the glow to a guide elec- 
trode. Now suppose that a negative pulse is applied to the 1G electrodes 
of sufficient amplitude so that the voltage difference between anode and 
the 1G electrodes exceeds the breakdown voltage. Of the ten 1G‘ elec- 
trodes, the 1G; electrode closest to K, will have the lowest breakdown 
voltage since it is closest to the region of the discharge where the gas is 
most heavily ionized. The discharge will therefore transfer preferentially 
to the 1G; electrode. The increased current which now flows through 
the plate-circuit resistor will lower the voltage between anode and K, to 
a value below the maintaining voltage so that the discharge to K, will be 
extinguished. The net result is that the glow has been transferred from 
K 1 to 1G}. 

Now suppose that before the pulse applied to 1G has decayed, a nega- 
tive pulse is applied to 2G which persists after the termination of the first 
pulse. Then the discharge will transfer to electrode 2G,;. When finally 
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this second pulse decays, the discharge will transfer to the nearest cath- 
ode, which in the present case is Ke. Ina similar way the discharge may 
be transferred to K3, K4, ete. 

The single triggering pulse which is to be used to drive the counter 
must first be transformed before application to the counter tube into two 
pulses which bear the time relationship indicated in Fig. 11-12. Actually, 
except where maximum counting speed is required the shapes of the driv- 
ing pulses for the tube are not critical and a very simple circuit will suf- 
fice. One such elementary circuit is shown in Fig. 11-13. The pulse to 
be counted is used to trigger some type of pulse generator such as a 
monostable multi. The output from the multi is passed through an RC 
integrating circuit to obtain the required delayed-pulse-type waveform. 
The delayed pulse is applied to 2G, while the undelayed pulse is applied 
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Fig. 11-13. One method of driving a multicathode counter tube. 


to1G. The attenuator (21,R.2) for the undelayed pulse is used to make 
the two pulses comparable in amplitude. The duration of the multi- 
vibrator output pulse must be long enough to allow adequate time for 
deionization of the gas in the counter tube along the previous discharge 
path. Since there are three operations involved in a transfer, 1.e., trans- 
fer from K, to 1G1, 1G, to aC, and 2G, to Ke, the multivibrator pulse 
duration should be roughly one-third the time interval between input 
triggering pulses at the maximum counting speed. The deionization 
time is the principal factor which limits counting speed. The fastest 
multicathode counter tube available in the year 1956 was the GC10D 
with a counting speed of 20 ke. 

Each trigger input pulse advances the glow from one cathode to the 
next so that every 10th pulse results in an output signal across the cath- 
ode load resistor in Fig. 11-12. This output signal may be used, if 
desired, to drive a succeeding counter. The current drain of the tube is 
comparatively small, a tube drawing typically only 0.6 ma from the sup- 
ply voltage. The tube drop is of the order of 160 volts, and the pulses 
required at 1G and 2G are of the order of magnitude of 100 volts. The 
count of the tube is easily read since the glow at the cathode is visible 
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through the top of the tube. A ring bearing numbers is mounted exter- 
nal to the tube and the position of the glow indicates the count. Spe- 
cial-purpose tubes are also available in which all 10 cathodes are brought 
out individually. Such a tube makes available across 10 cathode resis- 


Fie. 11-14. A gas-tube duodecade counter. (Courtesy of Atomic Instrument 
Company.) 

tors 10 sequential gating-type waveforms. Under these circumstances 
the tube behaves as a stepping switch. Tubes are also available with 12 
separate cathodes. Such a tube, shown in Fig. 11-14, could be used, 
depending on the external cathode connections, to divide by 2, 3, 4, 6, 
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or 12. Lastly, it is worth noting that if the connections to 1G and 2G 
are reversed, the tube will count backward, that is, it will subtract 
instead of add. 

11-8. A Vacuum-type Counter Tube. We wish to discuss now a 
vacuum-type counter tube which is designated generally as a trochotron 
or a beam switching tube. It will be necessary, first, to make a short 
digression to review the nature of the motion of an electron in perpendic- 
ular electric and magnetic fields.” 

The motion of an electron in uniform perpendicular electric and mag- 
netic fields is illustrated in Fig. 11-15. The path is termed a trochoid. 
The solid-line path a of Fig. 11-15 corresponds to the circumstances in 
which the electron is introduced into the fields with zero initial velocity. 
In this case the path is a common cycloid and has sharp cusps. In the 
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Fig. 11-15. The trochoidal paths of electrons in perpendicular electric and magnetic 
fields. 


more general case of nonzero initial velocity the path may have subsid- 
iary loops as in curve b or blunted cusps as indicated in curve c. 

It is to be noted particularly that the motion of the electron in the 
direction of the electric field (see Fig. 11-15) is oscillatory and of restricted 
amplitude. The general motion of the electron upon which the oscilla- 
tory motion is superimposed is in the direction perpendicular to the elec- 
tric field, that is, in the direction of the electric equipotential surfaces. 
Assume that a cathode serves as a source of electrons in perpendicular 
fields, the electrons being emitted with a distribution of initial velocities. 
Then individual electrons will follow trochoidal paths, but the electrons 
generally will form a broad beam which follows an equipotential. 

An electrode placed in a vacuum tube which has a trochoidal electron 
beam has two important properties. The first of these is its ability to 
guide the direction of the beam; the second is referred to as the self-lock- 
ing feature. We examine first the guiding property. Consider the sim- 
ple configuration indicated in Fig. 11-16. Here two parallel plates main- 
tained at 0 and 100 volts, respectively, provide an electric field, while a 
magnetic field exists perpendicular to the figure. A cathode K main- 
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tained at 50 volts and situated midway between the plates emits elec- 
trons. These electrons leave the cathode and individually follow a 
trochoidal path. The beam, however, is guided by the 50-volt equi- 

- potential. Suppose now that the 


Ex 100v electrode S is also maintained at 50 
ey volts; then the 50-volt equipotential 

bpded 2 5 50v intersects the electrode S and the 

S77 BERT K beam follows path 1 and will be 

(3) collected. If, however, the elec- 

Ov eee trode S is maintained at less than 

Fre, 1116 The guiding elect onan le, 59 volts, the 50-volt equipotental 
of Tele-Tech.) passes above the electrode and the 


beam follows path 2. Similarly, if 
the electrode is maintained at a voltage higher than 50 volts, the beam 
follows path 8. 

The self-locking feature may be appreciated by considering the volt- 
ampere characteristic of the electrode S in the presence of the trochoidal 
beam. A plot of current, z vs. e, for the electrode S will clearly have a 
maximum at e = 50 volts, since at this voltage the beam goes directly 
toward the electrode. As e is varied in either direction, the current 
decreases as the beam moves to one or the other side of the electrode. 
The general appearance of the volt-ampere characteristic is shown in 
Fig. 11-17. If the electrode voltage e results from the application of a 
voltage Ey, through a resistor R, the resultant electrode current may be 
determined by superimposing the load line on the volt-ampere charac- 
teristic. There are three equilibrium points given by A, B, and C in 
Fig. 11-17. Of these, point B is unstable, since here a change in elec- 
trode current in either direction changes the electrode voltage in such a 
direction as to cause an additional cur- 
rent change in the same direction. In 
other words, to the right of the maxi- 
mum the volt-ampere characteristic 
exhibits a negative resistance. We 
are left then with two stable points 
A and C. Suppose, then, that the 
initial operating point is at A. If Fie. 11-17. The volt-ampere charac- 
the electrode voltage is lowered tem- BSeHe, (OF cam celecire ge eae (arta 

choidal beam. 
porarily, the beam may then be di- 
rected toward the electrode. The current collected by this electrode 
may now maintain the electrode at reduced voltage and the operating 
point will be shifted permanently, i.e., locked at point C. The current 
at operating point C' is less than the total beam current and may, as a 
matter of fact, be made a very small part of the total current if R is 
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large. The beam then barely skims along the surface of the electrode S 
and the rest of the beam current may be collected, if desired, by an 
auxiliary collector plate, not indicated in Fig. 11-16. Observe that the 
beam is in a stable position when it skims along one side of the electrode S 
but not when it skims along the other side. | 

The mechanical arrangement which is characteristic of trochoidal coun- 
ter tubes is indicated in Fig. 11-18. The tube has cylindrical structure. 
A central cathode is surrounded by 10 electrodes which, because of their 
shape, are referred to as spades. This entire structure is surrounded by 
a cylindrical plate electrode. The spades shield the electrons from the 
field of the plate except when the electrons are very close to the plate. 
The formation of the trochoidal beam is therefore determined entirely 
by the spade voltages. A small 
permanent magnet maintains a 
magnetic field along the tube axis. 
If all spades are maintained at a 
positive potential, say, 100 volts, 
the beam simply circles around the 
cathode as in a static magnetron 
and no tube current flows. The 
static field potential lines and the 
beam formation which results when 
one of the spade voltages, S, is re- 
duced to zero is shown in Fig. 11-18. Si 
The boundaries of the beam are Fre. 11-18. Static field plot and beam for- 
indicated by the dotted lines. An mation in a trochoidal tube. (Courtesy 
individual electron whose trajec- ofthe) 
tory lies within these boundaries executes many trochoidal revolutions 
before reaching the plate. It is difficult to account with precision 
for the path taken by the beam, but we may note that the beam follows 
the general contour of the equipotential. The beam eventually skims 
along that side of the zero-voltage spade which corresponds to the stable 
operating point. That part of the beam which misses the spade is col- 
lected by the plate. If all the spades are initially at the same potential 
but are connected through resistors to a common supply voltage, then 
the beam may be formed by applying a short negative pulse to, say, S1. 
The self-locking action described previously will maintain the beam. 

Suppose now that the plate voltage should drop. Then the beam will 
be rejected by the plate and will be forced to strike spade Sz on the side 
adjacent to Si. This side of spade Sz is the unstable side, and the beam 
will move across spade Se to the stable side. If the plate voltage con- 
tinues low, the beam will continue to move in the clockwise direction 
{rom spade to spade at a rate determined by tube characteristics and 
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loading capacitances present in the circuit. If, however, the plate volt- 
age is lowered by the application of a pulse whose duration is compara- 
ble to the time required for the beam to move from one spade to the 
next, then such a pulse will advance the beam by only one spade. 

The duration of the pulse which is applied to the plate to cause the 
beam to be forwarded by one step depends critically upon the spade 
time constants. If the pulse is too narrow, then the spade to which the 
beam is locked may not be able to rise sufficiently in potential and the 
adjacent spade may not be able to fall sufficiently to cause a switch from 
one spade to the next. On the other hand, if the pulse width is too great, 
it is possible for the beam to move forward more than one spade per 
pulse. This latter difficulty is avoided with the addition of a wire (called 
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Fig. 11-19. A trochotron tube used as a decade counter. (Courtesy of IRE.) 


a switching grid or byspade) between each spade. These grids are 
arranged in two groups, every other grid being interconnected. A push- 
pull voltage of rectangular waveform is applied to the two grid groups. 
Yor example, the output from one plate of a binary is used to excite one 
group and the output from the other plate of the multi goes to the second 
grid group. When a grid is pulsed negatively, the beam progresses to 
the next spade, and here it finds itself in the region of a positive grid. 
Hence, no matter how slowly the grids are pulsed the beam can never 
proceed by more than one step with each input pulse. 

A trochotron used as a decade counter is illustrated in Fig. 11-19. 
The zero-set switch is normally closed. <A hole is placed in the plate at 
one point between the spades so that the beam current can be collected 
by the output electrode. Negative pulses are applied to the plate, and 
each tenth pulse restores the beam to its original position, giving an out- 
put signal. Where it is required that an indication be made available of 
the count of the tube, additional plate holes and output electrodes may 
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be included. A typical trochotron has about the same dimension as a 
standard receiving-type tube. It requires a magnetic field of about 
350 gauss. ‘The supply voltage is of the order of 100 volts and the tube 
current of the order of 10 ma. Typical input-pulse requirements are a 
negative pulse of about 100 volts amplitude 
and 0.3 ywsec duration. Counting rates as 
high as 5 Me are attainable. 

11-9. Ring Counters.’ The basic binary 
circuit may be generalized to a scale of n by 
arranging n tubes in a ring, as indicated in 
Fig. 11-20. One tube in the ring is in a 
state, say 1, which is different from the 
states of all the other tubes. The input 
pulse is applied simultaneously to all tubes 
and causes state 1 to progress one step 
around the ring. Jn such aring counter it 
is required that every plate be coupled to every grid and as a result the 
circuit becomes unmanageably complicated for large n. Additionally the 
shunt capacitance to ground soon becomes prohibitively large so that 
such an arrangement is seldom used if n exceeds 5. 

The above difficulty is overcome by using 27 tubes to count by the 
factor n. Each pair of tubes is essentially a scale-of-2 and these are 
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Fig. 11-21. Circuit of a ring counter. 


again arranged in a ring, as in Fig. 11-20. A somewhat more detailed 
diagram is shown in Fig. 11-21. For the sake of simplicity, the coupling 
resistors and the commutating capacitors of the individual binaries have 
been omitted. Note that in addition to the usual coupling within each 
binary there is coupling from each right-hand plate to the right-hand 
grid of the succeeding binary. Initially the right-hand (b) section of Ty 


344 PULSE AND DIGITAL CIRCUITS 


is conducting, while in every other tube the a section is conducting and 
the 6 section is off. If the tube current is J, the drop across R, is I Rx. 
The total current from the a sections is (n — 1)J. The seeond cathode 
resistor has been selected to be R;,/(n — 1) to make the cathode-to- 
ground voltage the same for both sets of cathodes. 

The operation of this counter is as follows. The negative input trigger 
turns on T14, and hence 7'» goes off. The plate Py, rises and the positive 
step applied through the capacitor to Ga, turns on T», and Tq goes off. 
There is a tendency for the input trigger applied at Ko. to turn Tq on 
again unless the pulse shape and amplitude have been properly chosen. 
(The ENIAC computer in which this ring counter is employed uses a 
very special pulse-forming circuit in order to effect this “ pulse dodging.’’) 
When 7’ goes on, P» drops and the consequent negative step applied to 
Gz, has no effect since 7'y is off. The net effect of the input pulse has 
been to switch the on state from Ty to 7, all other tubes remaining 
unaffected. 

A decade ring counter of the type just described requires 10 double 
triodes, while a binary decimal counter requires only 4 double triodes. 
Economy, therefore, usually favors the decade counter or one of the spe- 
cial counting tubes discussed in Secs. 11-7 and 11-8. 

The ring arrangement is analogous to a stepping switch where each 
pulse causes an advance of one step. Hence, this circuit is used as a 
distributor or sequencer. 

11-10. Application of Counters. We shall describe here briefly some 
of the many situations in which counters find application. 

Direct Counting.® One of the earlier applications for counters arose in 
connection with research into the properties of the nucleus of an atom. 
In order to determine the radioactivity of a source, it is necessary to 
count individually the emitted particles for a given time interval. The 
emission of a radioactive particle may be converted into an electrical 
pulse through the use of a device known as a geiger tube. With a weak 
radioactive source, a mechanical register may, in many instances, act 
with sufficient speed, but more usually an electrical counter may have to 
be interposed between source and mechanical counter. For example, a 
scale-of-64 counter followed by a mechanical register will be able to 
respond to geiger pulses which occur at a rate 64 times greater than the 
maximum rate at which the mechanical register will respond. The net 
count in such a case will be 64 times the reading of the mechanical reg- 
ister plus the count left in the scale-of-64 counter. 

Direct counting also finds application in many industrial processes. 
Counters will operate with reliability where human counters fail because 
of fatigue or limitations of speed. It is required, of course, that the 
phenomenon which is to be counted first be converted into an electrical 
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signal, but this requirement usually imposes no important limitation. 
For example, objects may be counted by passing them single file on a 
conveyor belt between a photoelectric cell and a light source. 

A preset feature may be incorporated into a counter to allow control 
of industrial processes. A preset counter is one which has been modified 
(at the expense of additional tubes and components) so that it will 
deliver an output pulse when the count reaches a predetermined num- 
ber. Such a counter may be used, for example, to count the number of 
pills dropped into a bottle. When the preset count is attained, the out- 
put pulse is used to divert the pills to the next container and at the same 
time to reset the counter for counting the next batch. Decade preset 
counters which may be preset by push buttons at any count from 1 to 10 
are commercially available. 

Measurement of Frequency. The basic principle by which counters are 
used for the precise determination of frequency is illustrated in Fig. 11-22. 
The input signal whose frequency is to be measured is converted into 
pulses and applied through a gate to an electronic counter. To deter- 
mine the frequency, it is now only required to keep the gate open for 
transmission for a known time in- 
terval. If, say, the gating time is 
1 sec, then the counter will yield the 

Crystal 
oscillator 


frequency directly in cycles per 
second. The clock for timing the 
gate interval is an accurate crystal 

oscillator whose frequency is, say, 
1 Me. The crystal frequency 

drives a chain of dividers (discussed Fig. 11-22. A counter used in a frequency 
in Chap. 12) which divide the crys- ™°**" 

tal frequency by a factor of 1 million. The divider output consists of a 
l-cps signal whose period is as accurately maintained as the crystal 
frequency. This divider output signal controls the gating time. The 
system is susceptible to only slight errors. One source of error results 
from the fact that a variation of + one count may be encountered, de- 
pending on the instant when the first and last pulses occur in relation to 
the sampling time. A second source of error arises from jitter in the 
dividers (Chap. 12), which may produce an uncertainty of the order of 
0.1 usec in the sampling period. Beyond these, of course, the accuracy 
depends on the accuracy of the crystal. 

Measurement of Time. The time interval between two pulses may also 
be measured with the circuit of Fig. 11-22. The first pulse is used to 
open the gate and the second pulse to close the gate. The crystal oscil- 
lator signal (or some lower frequency from the divider chain) is con- 
verted into pulses, and these are passed through the gate into the coun- 
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ter. The number of counts recorded is proportional to the length of 
time the gate is open and hence gives the desired time interval. 

Measurement of Speed. A speed determination may be converted into 
a time measurement. Tor example, if two photocell-light-source com- 
binations are set a fixed distance apart, the average speed of an object 
passing between these points is proportional to the time interval between 
the generated pulses. Projectile velocities have been measured in this 
manner. 

Digital Computer. Counters constitute a basic building block in digital 
computers and are used to perform many functions. One of these func- 
tions is that of storage. Information is coded in digital computers in the 
form of binary numbers, and it is often required that the number be 
stored for future use. It will be immediately appreciated that a number 
may be stored in a binary register for an indefinite period of time. 


Negative pulses 
amplitude, E Voltage operated 
discharge switch 


Fig. 11-23. A two-diode counting circuit. 


Waveform Generation. The waveforms which occur at the plates or 
grids of binary counters may be combined either directly or in connec- 
tion with other circuits (see Chap. 17) to generate complex pulse-type 
waveforms. 

11-11. Storage Counters.!° We consider now a circuit, known as a 
storage counter, which operates on a principle which is basically different 
from the counters previously described. A two-diode storage counter 
circuit is shown in Fig. 11-23. Let us neglect, for the present, the volt- 
age-operated discharge switch and consider the output waveform ¢ which 
results from the application to the circuit of a train of negative pulses of 
amplitude FE. 

Consider that initially there is no charge on either of the capacitors Cy 
or Cy. The first input pulse will cause the capacitor C; to charge through 
the diode 7;. The time constant with which C; charges is the product 
of C; times the sum of the diode and generator resistances. If this time 
constant is very small in comparison with the duration of the pulse, then 
C; will charge fully to the value e; = EH, with the polarity indicated. 
During the charging time of C1, the diode T'2 does not conduct and the 
voltage across C, remains at zero. At the termination of the input pulse, 
the capacitor C, is left with the voltage e: = EH, which now appears across 


COUNTING 347 


T; and across the series combination of Tz, and C2. The polarity of this 
voltage is such that 7; will not conduct. The capacitor C,; will, however, 
discharge through 7’, into C2 until the voltages across the two capacitors 
are equal. The time constant with which this transfer of charge takes 
place must be quite small in comparison with the interval between pulses 
in order to allow equilibrium to be established between the capacitor volt- 
ages. The capacitor C2 is ordinarily quite large in comparison with C. 
As a consequence the voltage change across C2 is small in comparison 
with the voltage e, = EL across Cy. The next input pulse restores the 
voltage on C, to # and at the termination of the pulse C; discharges 


pulses 


0 1 2 3 4 5 6 7 8 9 
Pulse number 


Fia. 11-24. The output voltage e, for the circuit of Fig. 11-23. 


again into C2. Since now, however, C2 has some initial charge, the 
amount of charge transferred from C’; to C2 will be smaller than before. 
Hence the second increment of voltage across C2 will be smaller than the 
first. Each successive input pulse will cause a progressively smaller step 
in voltage at the output, the output approaching asymptotically the volt- 
age ce, = I, as in Fig. 11-24. In this figure the voltage is plotted as a 
function of pulse number, and not time. If, however, the pulses are 
regularly spaced in time, the plot of Fig. 11-24 also gives the output wave- 
form. Note, too, as indicated, that the voltage steps occur at the trailing 
edge rather than the leading edge of the pulse. 

The counter is completed by the addition of a tube circuit which oper- 
ates as a switch shunted across C2. This switch is normally open, but 
it closes when e, attains some preestablished reference value. One such 
switch circuit is shown in Fig. 11-25. The cathode of the blocking-oscil- 
lator tube is maintained at some positive voltage so that the tube is ini- 
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tially below cutoff. The blocking oscillator responds when the voltage 
across C', becomes high enough to bring the tube out of cutoff. At this 
point the capacitor C2 discharges rapidly because of the large grid cur- 
rent during the pulse formation and at the same time an output pulse is 
furnished. In the present application the blocking oscillator serves in 
the capacity of a comparator. A comparator (Chap. 15) is a circuit which 


Fia. 11-25. A blocking-oscillator switch used with a storage counter. 


responds when an input signal passes through some previously established 
voltage level. Quite generally, then, when some type of comparator- 
operated switch is included in the circuit, a counter results and the wave- 
form across C2 has the typical appearance shown in Fig. 11-26. Here the 
waveform has been drawn taking into account the possibility that the 
discharge switch may not discharge the capacitor C2 to zero. The count 


Operating level of 
ee switch 


Capacitor (C,) 
voltage at 


Voltage across Cy 


Time 


I 
| 
| 
4 1 23 41 23441 2 3 41 2 3 


Input pulses 


| 
{ 
| | I J Output pulses 


Fig. 11-26. The voltage across C2 in a 4:1 counter, showing the time relationships to 
the input and output pulses. 


down ratio shown is 4:1, since the comparator response voltage has been 
set between the voltage levels corresponding to the fourth and fifth pulse. 

The counting ratio may be increased by raising the voltage at which 
the comparator responds. As the counting ratio is increased, however, 
the counter operation becomes progressively less reliable since the size 
of the steps decreases, This lack of reliability results from uncertainties 
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in the level to which the voltage across C2 drops at discharge and uncer- 
tainties in the operating voltage of the comparator. An expression show- 
ing how the step size decreases with pulse 
number may be derived as follows. Suppose 
that after the nth pulse has produced the nth 
step the net voltage across C2 is en. Now let 
the (n+ 1)st pulse be applied. After the 
trailing edge of this pulse, diode 7 is open, 7’: 
is closed, and the voltage across C, is #. An 
equivalent circuit for computing the jump in 
voltage across C. when 7, conducts is shown Fra. 11-27. Equivalent cir- 
in Fig. 11-27, in which S represents the cuit for computing step size 
diode T7,. From elementary electrostatics we ake 

find that the jump in voltage across C2 after the (n + 1)st pulse is 

Ci 


Aen = €nt1 — Cn = (E = €n) Ci + Ce (11-8) 


If we introduce y,, defined by 
Yn =r — E (11-4) 


then Eq. (11-3) reduces to the homogeneous equation 


Cc 

Ynti — Yn = — Hat Yn (11-5) 

or Ynti = LYn (11-6) 
== — C2 Lect 

where £= G+ (11-7) 


Since the change in y, is proportional to yn, we may anticipate that yn, 
will vary exponentially with n. Hence, we shall seek a solution of the 
form 

Yn = Aer (11-8) 


where A and a are to be determined so as to satisfy (Eq. 11-6) and the 
proper initial condition. Substituting Eq. (11-8) into Eq. (11-6), we find 


Aee@t) = 7Ae or c= 2 (11-9) 
Hence y, = Az” and, from Eq. (11-4), 
én = E+ Ax (11-10) 


The initial condition is that the capacitor voltage e, equals Z,; for n = 0, 
and hence A = H,; — E. Finally, the complete solution is 


en = E — (E — Ey)x" (11-11) 
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The difference between the (x + 1)st voltage level and the nth level is 
Cnti — €n = (BK — Ey:)(1 — x)x” (11-12) 


If, for example, # — E,; = 100 volts and C2 = 9Ci, then x = %o and 
the first step has an amplitude of (100)(1 — %o) = 10 volts. The elev- 
enth step, on the other hand, is 100(1 — %0)(%{0)!° = 3.5 volts. 

Since step size decreases with increasing pulse number and because of 
the instability in the value of E,;, the comparator response voltage, and 
amplitude of input pulse, storage counters are normally not used for 
counting ratios larger than about 10. Storage counters, of course, may 
be cascaded to secure large counting ratios in the same manner that 
binary counters are cascaded. An important limitation of storage coun- 
ters is that they may be used ordinarily only to count pulses which occur 
fairly regularly. This feature results from the fact that the count is 
determined by the charge on a capacitor and this charge will leak off 
slowly because of capacitor leakage or through the resistance of any 
device which is used to read the count. Even in Fig. 11-25, for example, 
where no grid-leak resistor is indicated for 7'3, some leakage may result 
from the small grid current that may result from traces of gas in the 
tube. The leakage problem is complicated by the fact that the capaci- 
tors must be able to charge rapidly and must therefore be quite small. 
Still, where storage counters are applicable, they often effect a worthwhile 
economy of components over comparable binary counters. In compar- 
ing the binary and storage counters for economy, one must keep in mind 
that the storage counter must be driven from a pulse source of large and 
constant amplitude and of low impedance. The pulses must be of rea- 
sonably rectangular shape. 

The counter of Fig. 11-23 may be operated with a positive input pulse. 
In this case C; charges first through 7: and thereafter discharges through 
T,. The step at C2 then occurs at the leading edge of the input pulse. 
Similarly, with either polarity of input pulse, the counter may be oper- 
ated with both diodes reversed. In this latter case the steps in voltage 
across C2, are in the negative direction. | 

11-12. Linearization of Storage Counters. It is possible to extend 
somewhat the counting ratio of a storage counter by linearizing the enve- 
lope of the step waveform of Fig. 11-24 to yield steps of more nearly equal 
amplitude. The methods used to achieve this end are essentially the 
same as those used to linearize time-base waveforms, that is, bootstrap- 
ping and Miller integration (Chap. 7). Consider the circuit of Fig. 11-23 
modified so that the plate 7’; is returned to a positive voltage er rather 
than to ground. Under these circumstances, immediately after the input 
pulse the voltage across Ci is EH + eg rather than E. Hence Eq. (11-3) 
may be rewritten 


COUNTING 351 


Aen = (E + €er — €n) C+ 6; (11-13) 
where Ae, gives again the size of the nth step. If then we arrange to 
make er equal to e,, the step size will be independent of n. A cathode 
follower with nominally unity gain, as in Fig. 11-28, will achieve the 
desired end. It is not necessary that er be instantaneously equal to en, 
since it is sufficient that er follow the general rise of the output voltage en. 
A capacitor C may therefore be shunted across the output of the cathode 
follower to assist the rapid charging of C1. 

Although the circuit of Fig. 11-28 illustrates the bootstrapping prin- 
ciple, it is not a practical circuit. Let us consider the quiescent condi- 
tion when no pulses are present and the supply voltages are first applied 
to.the cathode follower. Since the grid-to-ground voltage e, is initially 


Fia. 11-28. Use of the bootstrap principle to make counter steps equal in amplitude. 
(See text for modifications necessary to convert this into a practical circuit.) 

zero, the cathode-to-ground voltage er of 7’; will be a few volts positive. 
This positive voltage causes both 7; and T'2 to conduct and the voltage 
én increases. This rise in grid voltage causes eg to increase, which, in 
turn, raises e, still further. This action continues until e, equals ez, 
so that the grid-to-cathode voltage is zero. If a pulse were now applied, 
this would tend to drive the grid positive and the circuit would not 
operate properly. 

The above difficulty can be avoided by returning the plate of 7; to a 
tap on the cathode resistor R; such that the voltage er is less than zero 
when the voltage e, = 0. This connection will reduce the gain of the 
cathode follower and cause the output to be somewhat less linear with the 
number of input pulses. However, if E., is large, the tap will be close to 
the cathode and the reduction in linearity will not be great. 

A second method for avoiding the d-c instability of the circuit of Fig. 
11-28 mentioned above is to reverse both diodes 7; and To. With no 
input pulses and the voltage across C, equal to zero, the voltage er will 
be a few volts positive, say H,. Hence, diodes 7; and T cannot conduct, 
and the action described above does not take place. The amplitude 
of the input pulse must exceed E, or 7, will never conduct. It should 
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be mentioned that in the two circuits just discussed the voltage across 
C', will become negative in the quiescent condition because some small 
grid current flows even for negative grid voltages. 

The use of the Miller integration principle to improve linearity is illus- 
trated in Fig. 11-29. Here the voltage e, between the cathode of 7’; and 
ground remains nominally zero. If the voltage across C2 increases, then 
the bottom side of C2 falls by this same amount in order to keep en 
constant. The virtual ground at the input terminals of the operational 
amplifier takes no current (see Sec. 1-12). Hence, all the charge C,E 


Fie. 11-29. Use of Miller integrating principle with storage counter. 


which leaves capacitor C;, must go to capacitor C2. The increase in 
voltage across C2 is, therefore, 


Aeg, = — Ae, = = (11-14) 


This equation verifies the fact that the output decreases by a constant 
amount for each input pulse. 

11-13. Applications of Storage Counters. Among the most important 
uses of storage counters are the following: 

A Divider. For every n pulses into the counter, one appears at the 
output. The waveform in such an application is illustrated in Fig. 11-26 
for n = 4. The pulses must be fairly regularly spaced, although an 
exactly constant interval between pulses is not required. A storage 
counter is more economical as a divider than is a binary counter. Fre- 
quency division is considered in more detail in Chap. 12 

Staircase Voltage Generator. The staircase waveshape of Fig. 11-26 is 
sometimes useful. One such application is to use the storage counter as 
a generator source to vary some voltage in a step fashion. A family of 
tube (or transistor) volt-ampere characteristics may be traced out on a 
CRO in this manner. 

Frequency or Counting-rate Meter. If the capacitor C2 in Fig. 11-23 is 
shunted by a resistor R, then the counter may be used as a frequency 
meter. Let E be the pulse amplitude and f be the pulse-repetition fre- 
quency. If Ci\Rf <1 and C,>(C,, then (see Prob. 11-17) the average 
output voltage is 

Ea. = ECi Rf (11-15) 
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Thus, for given values of Ci, R, and E a vacuum-tube voltmeter placed 
across the output may be calibrated in frequency or in pulses per unit 
time. Such a meter has found extensive application in nuclear radiation 
measurements!! and in frequency-modulation radar systems.” 

Capacitance Meter. If a known frequency is applied to a storage coun- 
ter which has been modified so that Eq. (11-15) is valid, then the output 
voltage is proportional to the capacitance of C;. Hence, this device 
may be used as a capacitance meter. 
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CHAPTER 12 


SYNCHRONIZATION AND FREQUENCY DIVISION 


A pulse or digital system may involve several different basic waveform 
generators. Such a system may require that these generators run 
synchronously, that is, in step with one another, so that each generator 
arrives at some reference point in its cycle at the same time. The fre- 
quency stability of waveform generators is never adequate to ensure syn- 
chronism. Even a very small frequency difference between generators 
will eventually cause the accumulation of a large error. In many pulse 
systems it. is required that the individual generators be synchronized but 
be permitted to operate at different frequencies. We may require, say, 
that one generator complete exactly some integral number of cycles while 
a second generator executes only one cycle. Such a situation is described 
as synchronization with frequency division. 

- This chapter will discuss the mechanism of synchronization on a one- 
to-one basis and also synchronization with frequency division. The two 
processes are basically so nearly alike that no clean-cut distinction will 
be drawn between them. 

The counting circuits of Chap. 11 may, of course, be used for fre- 
quency division. These counting circuits, with the exception of the stor- 
age counters, do not depend for their operation on the regularity of recur- 
rence of the input waveform. If, say, the input signal consists of pulses, 
the counters will divide correctly, independently of whether the pulses 
occur regularly or ina random fashion. In the present chapter, however, 
we contemplate only the case of an input waveform of a nominally fixed 
recurrence rate. This feature, as we shall see, permits considerable econ- 
omy in the circuits which may be used to achieve division. 

12-1. Pulse Synchronization of Relaxation Devices. The term ‘‘relax- 
ation circuit” is applied to any circuit in which a timing interval is estab- 
lished through the gradual charging of a capacitor, the timing interval 
being terminated by a relatively abrupt discharge (relaxation) of the 
capacitor. The relaxation circuits which have been described in earlier 
chapters include the thyratron sweep generator, the blocking oscillator, 
the multivibrator, and the phantastron circuit. Each of these circuits 
has in common a timing period and a relaxation (or recovery) period 
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and each exists in an astable or monostable form.* The mechanism of 
synchronization and frequency division is basically the same for all of 
these relaxation devices. 

In the monostable form, the matter of synchronization (1:1 division) 
to a pulse-type waveform is a trivial one. The circuit normally remains 
in a quiescent condition and awaits the arrival of a triggering pulse to 
initiate a single cycle of operation. It is only necessary that the interval 
between triggers be larger than the timing interval and recovery period 
combined. 

The important features of pulse synchronization of an astable relaxa- 
tion device may be exposed by examining the mechanism in connection 
with any of the circuits mentioned above. Let us select the thyratron 
sweep generator for examination since it is a slightly simpler circuit than 
the others. A thyratron sweep generator (see Sec. 7-2) is shown in Fig. 
12-1la. In the absence of synchronizing pulses at the thyratron grid a 
complete cycle terminates when the thyratron plate voltage e, reaches 
the breakdown voltage. Thereafter the capacitor C discharges abruptly 
through the tube, and the tube extinguishes at the extinction voltage. 
Then the capacitor starts to recharge and the cycle is again terminated 
when e, reaches the breakdown voltage. 

The situation which results when positive synchronizing pulses are 
applied to the thyratron grid is illustrated in Fig. 12-1b. The effect of 
the positive pulse is to lower, for the duration of the pulse, the thyratron 
breakdown voltage as indicated. A pulse train of regularly spaced pulses 
is shown starting at an arbitrary time ¢ = 0. The first several pulses 
have no influence on the thyratron sweep generator. which continues to 
run unsynchronized. Eventually, however, the exact moment at which 
the thyratron fires is determined by the instant of occurrence of a pulse 
(at time 7 in Fig. 12-1b), as is also each succeeding firing of the thyra- 
tron. From this point on, the sweep generator runs synchronously with 
the pulses. 

In order that synchronization may result, it is necessary that each 
pulse shall occur at a time when it may serve to terminate the cycle pre- 
maturely. This requirement means that the interval between pulses, T',, 
must be less than the natural period, 7, of the sweep generator. Addi- 
tionally, even if the requirement 7’, < T, is met, synchronization cannot 
result unless the pulse amplitude is at least large enough to bridge the 


* The so-called ““monostable multi” can be rendered astable, as has been described 
in Sec. 6-11. Similarly the so-called “‘astable multi’? may be rendered monostable 
by applying an appropriate fixed negative bias to one tube. The essential distinction 
between these circuits is that the monostable multi has a single timing period and a 
single recovery interval, while the astable circuit has two timing periods and two 
recovery intervals per complete cycle. 
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Kt 


Fig. 12-1. (a) A thyratron sweep generator. (6) An initially unsynchronized gen- 
erator falls into synchronization shortly after the application of synchronizing pulses. 
(c) Illustrating that for synchronization to result 7, must be less than T'’..  (d) Illus- 
trating failure of synchronization due to inadequate amplitude of sync pulses. 

gap between the quiescent breakdown voltage and the sweep voltage e,. 
In Fig. 12-1c the case is shown in which 7’, > T,. Here synchronization 
of each cycle does not occur. The pulses do serve to establish that four 
sweep cycles shall occur during the course of three pulse periods, but 
synchronization of this type is normally of no value. In Fig. 12-ld we 
have the case where 7’, is less than JT, as required, but the pulse ampli- 
tude is too small and again synchronization does not result. 


358 PULSE AND DIGITAL CIRCUITS 


12-2. Frequency Division in the Thyratron Sweep. In Fig. 12-2 we 
have a case in which 7, < JT, but in which the pulse amplitude is too 
small to permit each pulse to terminate a cycle. The sweep cycles are 
therefore terminated only by the alternate pulse marked ‘‘2” in the fig- 
ure. The pulses marked ‘‘1”’ would be required to have an amplitude at 
least equal to EH, if they were to be effective. The pulses marked ‘‘2” 
are effective because they occur closer to the time when the cycle would 
terminate of its own accord. The sweep generator now acts as a divider, 
the division factor being 2, since exactly one sweep cycle occurs for each 
two synchronizing pulses. If 7’, is the sweep generator period after syn- 
chronization, we have T/T, = 2. Note that the amplitude E/ of the 
sweep after synchronization is less than the unsynchronized amplitude £,. 

Suppose, referring again to Fig. 12-2, that 7’, is progressively decreased. 
Eventually a point would be reached where even the alternate pulses 


7, 
|. ly 


Time 
Fig. 12-2. Frequency division by a factor of 2 in a thyratron sweep generator. 


would be too small in amplitude to fire the thyratron. At this point it 
might be that 7, > 37,, in which case division by a factor of 3 would 
result. If the condition T, > 37, is not met, then again we should have 
no synchronization. If, on the other hand, we make the pulse ampli- 
tude large enough, we may make sure that every (n + 1)st pulse is in a 
position to ensure synchronization before the nth pulse loses control. 
The general behavior of the circuit for regularly spaced pulses of 
varying pulse period and pulse amplitude is illustrated in Fig. 12-a. 
This diagram may be verified by making sketches such as that in Fig. 
12-2. The amplitude scale extends from 0 to E,, where E, is the total 
sweep amplitude. (Any pulse amplitude Z, in Fig. 12-3 corresponds, 
of course, to a pulse amplitude H,/u at the thyratron grid, » being 
the thyratron grid-control ratio.) The shaded areas of the diagram 
represent the regions of synchronization, unshaded areas regions of 
lack of synchronization. The diagram is to be interpreted in the follow- 
ing way. Suppose that the pulse amplitude is fixed at H,. Then as the 
ratio 7',/T. decreases from 1, there will be a range during which 1:1 
synchronization will hold, followed by a range of no synchronization, fol- 
lowed by a range of synchronization in which 2:1 division will result, fol- 
lowed again by a range of no synchronization, and so on. If, on the 
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other hand, the pulse amplitude is large, say E2, then with decreasing 
T,/T. synchronization will always hold, the division changing abruptly 
from 1:1 to 2:1 to 3:1, and so on. 

Next suppose that we maintain a fixed value of 7,/7T., say 16 < 
T,/T. < 14. Then as the pulse amplitude is increased from zero, we 
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Fig. 12-3. (a) The ranges of synchronization for a thyratron sweep generator as a 
function of pulse amplitude or frequency. The sweep waveform is assumed to be 
linear. (6) The counting ratio as a function of pulse amplitude for fp/f. = 4.5. 


shall initially have no synchronization, followed by ranges of synchroni- 
zation where the counting ratio is first 4:1, then 3:1, then 2:1, and 
finally 1:1. The transitions in counting ratio are abrupt. This last- 
described characteristic is of much interest and is often represented in 
the form shown in Fig. 12-3b. Here the counting ratio is plotted as a 
function of pulse amplitude for the case where 7',/T, & 1/4.5, the ratio 
of pulse frequency to natural frequency being f,/f. & 4.5. We should 
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emphasize that as the pulse amplitude increases, the counting ratio 
decreases and the sweep amplitude also decreases. 

12-3. Other Astable Relaxation Circuits. The synchronization and 
use for counting purposes of other types of relaxation oscillators differ 
only in detail and not in basic principle from the synchronization of the 
thyratron sweep generator. 

Blocking Oscillator. The use of a blocking oscillator to accomplish 
pulse recurrence frequency (PRF) division by a factor of 4 is illustrated 
in Fig. 12-4. In Fig. 12-4a parallel triggering is indicated but, of course, 
any of the methods of trigger injection indicated in Sec. 9-17 may be 
employed. In Fig. 12-4b is shown the waveform at the blocking-oscil- 
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Fia. 12-4. (a) Blocking oscillator with parallel triggering. (6b) Grid waveform (except 
for oscillator pulse) showing PRF division by 4. 
lator grid. For simplicity, the pulse generated by the blocking oscillator 
itself is not shown. When the blocking oscillator fires, grid current 
charges the capacitor C, which is then left at an initial voltage H;. The 
oscillator will fire again when the grid reaches the cutoff voltage E.o. 
The injected pulses are now shown superimposed on the rising grid volt- 
age rather than on the critical firing voltage. The important point is that 
a pulse (No. 4) occurs at a time and has a sufficient amplitude to cause a 
premature firing of the oscillator. The oscillator therefore fires at a 
moment dictated by the occurrence of a pulse and is not permitted to 
terminate its cycle naturally. The synchronizing characteristics given in 
Fig. 12-3 for the thyratron sweep generator may be applied directly to 
the blocking oscillator, provided only that the sweep amplitude £, is 
replaced by the corresponding amplitude E,. — EH; for the blocking 
oscillator. 

Astable Multi.1 The astable multi in Fig. 12-5a may be synchronized 
or used as a divider by applying positive or negative triggering pulses to 
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Tp Positive pulses 
6 1 2 3 4 5 6 applied to G; 


Negative pulses 
KT,>] | | | | applied to both grids 
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Fia. 12-5. (a) An astable multi. (6) Grid waveform for division by 6 through appli- 
cation of positive pulses to one grid. (c) Grid waveforms for division by 5 through 
application of negative pulses to both grids. 

either tube or to both tubes simultaneously. These pulses may be 
applied either to the plate, grid, or cathode. If, for example, positive 
pulses are applied to G; or to Ps, or negative pulses applied to Ki, these 
pulses may produce synchronization by establishing the exact instant at 
which 7, comes out of cutoff. If negative pulses are applied to G2 or 
to Pi, or positive pulses are applied to Kz, then when T7'2 conducts, these 
pulses will be amplified and inverted and appear as positive pulses at G4. 
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Hence, again the pulses may establish the instant when 7’; comes out of 
cutoff. 

In Fig. 12-56 are shown the grid waveforms for the case where positive 
pulses are applied effectively to one grid, say G,. The division ratio is 6. 
The grid waveforms which would result if negative pulses were applied to 
one grid, say Ge, are the same with the following exceptions. The posi- 
tive pulses which appear on G; when 7 is conducting will be absent and 
instead negative pulses will appear superimposed on the Gz waveform 
during the time 7 is conducting. Observe that while the complete 
multi period has been synchronized, the individual portions are not syn- 
chronized. The waveforms have been simplified somewhat by neglect- 
ing the negative undershoot that occurs during the recovery periods 
which follow each timing interval. (See Fig. 6-17.) 

The situation illustrated by the grid waveforms of Fig. 12-5c corre- 
sponds to the case of the application of negative pulses to both multi 
grids simultaneously. Here the division ratio is 5. Both timing por- 
tions of the multi waveform are synchronized and are necessarily of 
unequal duration since the division ratio is an odd number. The posi- 
tive pulses superimposed on the exponential portions of the waveforms 
result from the combination of the negative pulses applied directly and 
the inverted and amplified (hence larger and positive) pulses received 
from the other tube. 

A special situation of interest is illustrated in Fig. 12-6. Here positive 
pulses are being applied to G, through a small capacitor from a low 
impedance source. During the time when 7) is conducting the grid 
draws current at each input pulse. At the end of the pulse the input 
capacitor discharges, giving rise to a negative overshoot. Alternatively, 
we may say that during the conduction period of 7; the pulse input time 
constant is small and the input pulse is quasi-differentiated. The nega- 
tive overshoot is amplified and inverted by 7; and appears at G2 as a 
positive overshoot, which may then serve to mark the end of the cutoff 
period of 72. Hence, the net result is that both portions of the multi 
cycle have been synchronized without the need for applying pulses to 
both tubes simultaneously. 

The diagram of Fig. 12-3a does not apply directly to the astable multi. 
However, for any particular method of synchronizing and degree of sym- 
metry of the multi a similar diagram may be drawn. The general results 
deduced from Fig. 12-3a do, however, apply equally to the multi. That 
is, for large pulse amplitude the counting ratio makes abrupt changes as 
the ratio T',/T. is increased. For smaller amplitudes, regions of synchro- 
nization are separated by intervals of no synchronization. Similarly, for 
a fixed ratio 7',/T., a plot of counting ratio vs. pulse amplitude has the 
same general appearance as in Fig. 12-3), 
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12-4. Monostable Relaxation Circuits as Dividers. Frequency divi- 
sion through the use of a monostable relaxation device, in this case a 
monostable multi, is illustrated in Fig. 12-7. Input pulses may be 
applied at G, or Pi, depending on the polarity. A coupling diode may 
be used (Fig. 6-14) to minimize the reaction of the multi on the pulse 
source. The waveform of Fig. 12-7b shows the voltage at G. with the 


Positive pulses applied to 


r 1 1 r 7 " i G, through small C from 


low-impedance source 


Time 


Fig. 12-6. Synchronization of both portions of astable multi waveform by applying 
positive pulses to one grid through small capacitor from a low impedance source. 
Illustrating synchronization resulting from pulse overshoot at G2. 


superimposed input pulses. Each fourth pulse causes a transition of the 
multi, the remaining pulses occurring at times when they are ineffective. 
Observe that while the total multi cycle, consisting of timing portion 
and recovery period, is synchronized, the separate portions are not 
synchronized. 

If positive pulses are applied, say, directly at G1 through a sma‘l capac- 
itor from a low impedance source, a situation may arise similar to the one 
illustrated in Fig. 12-6 for the astable multi. Here the overshoot due to 
differentiation of the input pulse may serve to terminate the timing cycle 
prematurely, as shown in Fig. 12-7c. In this case the two portions of the 
multi waveform will be synchronized. More importantly, in this latter 
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case the counting ratio will change with increasing amplitude of pulse 
input. If the overshoot is large enough, the timing cycle will be termi- 
nated by the overshoot at pulse 2 or pulse 1, in which case the counting 
ratio will become, respectively, 3 or 2. Finally, with a large enough 
overshoot, the timing portion will terminate at pulse 4 and the circuit 
will not operate as a multi at all. 

A second example of a monostable divider is shown in Fig. 12-8a. 
Here a monostable phantastron has negative pulses applied at the plate 
through a diode. The diode is not essential but makes the operation 
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Fic. 12-7. (a2) Monostable multi divider. (6) Waveform at G2 with no pulse over- 
shoot. (c) Waveform at Gz with pulse overshoot. 


more clean-cut. The plate waveform and timing with respect to the 
input pulses are shown in Fig. 12-80 for the case of division by a factor 
of 4. With the circuit in its stable state, the phantastron tube is at 
plate-current cutoff and the plate of T2 is at H,,. The plate and cathode 
of diode 7, are therefore at the same potential and a negative pulse will 
be transmitted through the diode to initiate the timing cycle. There- 
after, until the timing cycle and recovery period are completed, the diode 
is open-circuited and the circuit is insensitive to pulses. 

12-5. Stability of Relaxation Dividers. There will normally be some 
small delay between an input pulse to a divider and the output pulse. 
This delay is referred to as a phase delay and results from the finite rise 
time of the input trigger pulse and the finite response time of the relax- 
ation device. The phase delay itself is subject to variation with time 
due to variations in tube characteristics, supply voltages, etc. Occa- 
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sionally some extraneous signal may be coupled unintentionally into the 
divider. Such a signal may have an influence on the exact moment at 
which a grid waveform, say, reaches cutoff. In this case the phase 
delay may be subject to periodic variations. All these factors which 
affect the phase delay give rise to what is termed phase jitter. Even in 
the absence of an extraneous signal it is found experimentally that in the 
divider circuits described above, phase jitter is of the order of 0.1 usec. 
In a large-scale counter consisting of many stages, the phase jitter is, of 
course, compounded. In many applications phase jitter is of no particu- 
lar consequence, while sometimes, particularly in connection with milli- 
microsecond pulses, it constitutes an important difficulty. 


——> Time 
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(a) -E,, (b) 
Fig. 12-8. (a) Phantastron divider. (6) Plate waveform of phantastron and timing 
with respect to input triggers. 


A method for achieving division without phase jitter is illustrated sche- 
matically in Fig. 12-9 together with the waveforms depicting the opera- 
tion. The train of regularly spaced input pulses (J) is applied to the 
divider input. The output of the divider consists of the pulses shown in 
waveform (D). These latter pulses trigger a gating waveform generator 
(say, 2 monostable multi) which provides a gate of duration 7’, adequate 
to encompass each pulse labeled ‘‘1.’’ This waveform is applied to a 
gating or coincidence circuit (see Chaps. 13 and 14) which is opened for 
transmission for the duration 7. The input pulse train is applied to the 
gating circuit, and its output, waveform O, then consists of each pulse 
labeled ‘‘1.”’ We may take advantage of the phase delay between wave- 
form I and D (not shown in the figure) together with the finite rise time 
of the gating waveform to ensure that pulse n does not pass through the 
gating circuit. The duration of the gate is not critical, since it is only 
required that the duration be longer than the interval between pulses and 
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shorter than the interval between alternate pulses (T, < T, < 2T,). Of 
course, the coincidence circuit must introduce no phase delay. 

A much more commonly encountered jitter in dividers and synchro- 
nized relaxation oscillators results from the instability of the natural tim- 
ing period of the oscillator. This instability of period is caused princi- 
pally by the variability of tube characteristics and may result either in a 
loss of synchronism or an incorrect division ratio in a divider. For exam- 
ple, in an n:1 divider a change in natural timing period can cause the 
relaxation oscillator to fire at the (n — 1)st or the (n + 1)st pulse rather 
than at the nth pulse. Similarly, in a 1:1 synchronized device, if the 
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Fic. 12-9. Block diagram and waveforms for a divider without phase jitter. 


natural period 7, should drift and become smaller than the interval 
between pulses, then synchronization of each cycle will be lost. 

The factors which influence the stability of the natural period may be 
seen trom Fig. 12-10. The timing waveform starts from an initial volt- 
age H;. The timing waveform increases exponentially and asymptoti- 
cally toward the final voltage H;, but the natural cycle is terminated 
when the waveform approaches some critical voltage H,. This voltage 
EK, may be a cutoff voltage of a tube, as in a multi or blocking oscillator, 
or it may be the breakdown voltage of a thyratron. The period T, is 
easily computed, but for the present we merely note that 7, depends on 
E,, E., Ey, and the time constant of the exponential rise. The voltage E, 
is easily derived from a regulated source and no difficulty need be encoun- 
tered in reducing the instability of the time constant to a negligible 
amount. The voltages EH; and E., however, depend on tube characteris- 
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tics. These voltages are stabilized only with the greatest difficulty and 
constitute the major source of timing instability. 

In Chap. 6 it was pointed out (see Fig. 6-4) that it is customary to 
make E; large enough so that the portion of the timing waveform between 
E; and E, is approximately linear. In this way the change in 7, with a 
variation in Lis reduced somewhat. It is worthy of note, however, that 
in some cases the variability of E; exceeds by far the variability of EZ, and 
in such a case it may well be that a large value of EH, will add to the insta- 
bility. For suppose that HZ; is large enough so that the timing waveform 
is essentially linear between H; and E,. In this case a given percentage 
change in the voltage HE, — E; will clearly produce an equal percentage 
change in 7. On the other hand, it can be shown (see Prob. 12-13) 
that if Hy is reduced so that the timing interval T, is not linear, then a 
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Ba 


Fig. 12-10. Illustrating the factors which influence the stability of a relaxation divider. 


given percentage change in H, — EH; due to a variation in E; will produce 
less than an equal percentage change in 7’. 

All relaxation oscillators have this instability in H,;, but the worst 
offender in this regard is the blocking oscillator. The value #; depends 
on the charge accumulated on the grid capacitor during the interval when 
the tube draws grid current, and the grid-current characteristics are usu- 
ally not well-defined features of a vacuum tube. In any event, with 
regard to the selection of E;, an attempt should be made to adjust this 
voltage so as to reduce the uncertainty in JT, due to the variability of HE: 
or E.,, whichever variability is the larger. . 

The factors which determine the selection of the natural period T, and 
the amplitude of the synchronizing pulses may be seen from Fig. 12-10. 
If the timing waveform is nominally linear over the interval T., then the 
natural period should be chosen so that 7, = (n + 14)T, and the pulse 
amplitude H, should be equal to the voltage change of the timing wave- 
form between pulses. Such an adjustment in a divider will yield a fixed 
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counting ratio over the maximum range of variation of HE; or E,. And 
for such an adjustment the combined allowable variation in E; and E, is 
AE; + AE, = +\%E,. If noise pulses of nominal amplitude EL, are 
present, then this last equation should read E, + AE; + AE, = +14E,. 
The most straightforward method of ensuring reliability of synchroniza- 
tion at a fixed division ratio is to keep the counting ratio low. In 
dividers which must operate without readjustment for long periods, a 
division ratio of 10 or less is customary. 

12-6. Stabilization of Frequency Dividers by Resonant Circuits.? It is 
possible to use a resonant circuit to modify the grid-cathode waveform of 
a relaxation divider during its timing cycle in such a way as to improve 
the stability of operation. We shall illustrate the use of resonant sta- 
bilization in connection with a blocking oscillator. 

A blocking oscillator with a parallel resonant circuit in the cathode is 
shown in Fig. 12-lla. Positive synchronizing pulses are indicated as 
being introduced across a small resistor r in series with the grid capaci- 
tor. The grid-to-ground waveform with the superimposed pulses is 
shown in Fig. 12-116. The negative of the cathode waveform, —€zxn, is 
shown in Fig. 12-1le. At the time the blocking oscillator fires, a pulse 
of current flows into the cathode capacitor Cz, leaving the capacitor 
charged to a voltage E,. Immediately after the blocking-oscillator pulse 
the tube is cut off and the resonant circuit in the cathode oscillates freely. 
The cathode waveform is sinusoidal with a period T, = 24 ~W/LiC;. The 
case illustrated is one for which 7; = (1 + 14)T, = 6T,; that is, one 
and a half complete cycles of the cathode waveform and six cycles of the 
syne waveform occur during the synchronized period T, of the blocking 
oscillator. The resultant grid-to-cathode waveform with the superim-. 
posed synchronizing pulses is shown in Fig. 12-1ld. Actually, the cutoff 
voltage H,, in Fig. 12-11d is not exactly constant, since the cutoff voltage 
is a function of the plate-to-cathode voltage which varies because of 
the signal at the cathode. A change Ae;, in the cathode voltage produces 
a change of essentially Aez,n/u (u = amplification factor) in the cutoff 
voltage. The signal e,, has, therefore, a relatively small effect on E,.. 
In any event, since the amplitude of oscillation of the resonant circuit is 
not easily calculated with precision and since the effect of the variability 
of Eo is a second-order effect, we may, as in Fig. 12-11, neglect the matter 
entirely. The important feature to note is that the change in the grid- 
cathode waveform between the fifth and sixth pulse is appreciably larger 
than it would be if the resonant cathode circuit were not present. As a 
result, a larger synchronizing pulse may be used and the stability of 
synchronization is improved. 

Before proceeding further with the discussion of resonant stabilization, 
we shall now verify that the cathode waveform of Fig. 12-11c is correctly 
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Fia. 12-11. (a) A blocking-oscillator divider modified to include a resonant stabilizing 
circuit. (b) The grid-to-ground waveform. (c) The negative of the cathode-to- 
ground voltage. (d) The grid-to-cathode voltage. 

drawn. We shall also examine the situation which results if the resonant 
period 7; is not exactly equal to 114 free oscillations in the synchronized 
period 7. Thus, let us assume that T, = (n + 8)T;, where n is an inte- 
ger and 0 <@8< 1. We assume further that the damping of the reso- 
nant circuit is small enough so that no appreciable amplitude decrement 
occurs during the time 7,. Lastly, we consider that at each firing of the 
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blocking oscillator the tube delivers a pulse of current to the resonant 
circuit and that this pulse has a duration which is negligibly small in 
comparison with the resonant period. This impulsive current changes 
the voltage across C,, but the current in the inductor LZ, cannot change 
abruptly. When the blocking oscillator has been operating long enough 
for equilibrium to have been established, the total energy in the reso- 
nant circuit will thereafter remain constant. Since the coil current J 
is the same before as after the tube fires, the magnetic energy 14D,J? is 
unchanged. Hence, the capacitive energy 1$C,E,? after the impulse 
must equal its value before the tube fires. Therefore, the magnitude 
of HE, must remain unchanged at the discontinuity in capacitor voltage. 
This argument leads to the conclusion that if the capacitor voltage is 
— E, before the tube fires, it will jump to +H, immediately after the tube 
ceases conducting. 

We shall now find the phase @ of the free oscillation. The cathode 
voltage, for 0 <i < T,, is given by 


Cxn = En, COS (wet + 8) (12-1) 


where E,, is the peak voltage and E, = E, cos 6 is the voltage after the 
discontinuity (até = 0+). The inductor current 7, is equal to the capac- 
itor current during the free oscillations, and hence 

F denn ‘ 

i, =C Te wzC Em Sin (wet -+ 6) (12-2) 
From the physical concepts described above, it follows that at ¢ = 7’,— 
the voltage ezn must be the negative of its value at ¢ = 0+ and 7; at 
t = T,— must equal its value att = 0+. Since 7, = (n + 8)T; and 
since ox7', = 2r, the above conditions are equivalent to 


cos 6 = — cos (278 + @) and sin 6 = sin (278 + 6) (12-3) 
The solution of Eqs. (12-3) is 278 + 6 = r — 6, or 


@ = (1 — 28) 5 (12-4) 


For T, = (1+ 4)7;, n=1 and 6 = %. From Eq. (12-4) we find 
6=0. Hence, een = Em cos wt, which verifies the situation pictured in 
Fig. 12-11c. 

Although it is not necessary that we adjust the resonant frequency so 
that 7’, is exactly equal to (n + 144)T; (with 6 = 14), we see, from Fig. 
12-11d, that it is advantageous to satisfy this condition approximately. 
Under these circumstances the difference between the fifth and sixth 
pulse is accentuated by the sinusoidal cathode waveform, which is the 
desired effect. We note, however, that the second pulse has been lifted 
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closer to the cutoff level. If, say, the amplitude of the cathode wave- 
form were somewhat larger, it is possible that, as a result of the circuit 
instability, firing might take place at the second pulse. This situation 
may be remedied by including in the cathode two resonant circuits as in 


(d) 


#1, 
Fra. 12-12. (a) Two tuned circuits used to stabilize a blocking-oscillator divider. 


(b, c) The waveforms across the cathode-tuned circuits. (d) The resultant grid-to- 
cathode waveform. 


Fig. 12-12a, one tuned to a period 7; and the second to a period T2, 
where (1 + 14)7, = 67, and (2+ 14)T2 = 6T, = T;.. The waveforms 
which appear across the tuned circuits are shown in Fig. 12-12b and c 
and the combined grid-to-cathode waveform appears in Fig. 12-12d. 
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The amplitudes of the free oscillations here have each been adjusted to 
be one-half the amplitude of the free oscillation shown in Fig. 12-1lc. 
Observe that now the difference in level between the fifth and sixth pulse 
has been accentuated without moving any of the earlier pulses mate- 
rially closer to the cutoff level than they would be if the resonant circuits 
were not used. 

It is difficult to set down any general rules concerning the design of 
the resonant circuits except to note that each cathode circuit should be 
tuned so that n + 14 cycles occur during the synchronized period of the 
blocking oscillator. This period requirement for an individual tuned cir- 
cuit establishes only the product L,C;. We are therefore still at liberty 
to select C, to adjust the amplitude of the free oscillation. If, when the 
blocking oscillator fires, the total charge delivered by the tube is q, then 
the capacitor will be left charged to a voltage q/2C;, which then gives 
the amplitude £, of the oscillation. The amplitude depends, of course, 
on the pulse duration and pulse current. Therefore, the amplitude is 
affected by the tube used, the size of the grid capacitor, and the pulse 
transformer of the blocking oscillator. Ordinarily, there is no need to 
employ more than two resonant cathode circuits to achieve a good meas- 
ure of stability. 

The principle of resonant stabilization may be applied not only to a 
relaxation oscillator which is synchronized by an externally applied sig- 
nal but also to a free-running oscillator. A free-running blocking oscil- 
lator, say, with a resonant circuit in the cathode or grid circuit will have 
an effective grid-to-cathode voltage waveform similar to that which ap- 
pears in Fig. 12-11d, with the exception, of course, that syne pulses will 
be absent. The slope of the grid-to-cathode voltage at the time the E,. 
line is crossed may be increased by the use of a resonant circuit (6 & 0.25) 
with a consequent reduction of the sensitivity of period to variations in 
E; and Ey (Fig. 12-10). 

12-7. Synchronization of a Thyratron Sweep with Sinusoidai Signals. 
Up to the present we have considered the phenomenon of synchroniza- 
tion only for the case of pulse-type synchronizing signals. We have 
assumed that the synchronizing signal consists of a train of waveforms 
with leading edges which rise abruptly. We shall now consider the case 
in which the voltage variation of the syne signal is gradual rather than 
abrupt. We shall discuss explicitly only the case of a sinusoidal syne 
signal, but the results will easily be seen to apply to any gradually vary- 
ing waveform. Again, the mechanism of synchronization is so nearly 
identical for all types of relaxation oscillators that we may without loss 
of generality select any one of them, say, the thyratron sweep generator, 
for detailed consideration. 

Let us start then by considering the case of a thyratron sweep genera- 
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tor as in Fig. 12-la. To the grid of this tube is applied a sinusoidal sync 
signal whose period 7’ (corresponding to 7’, in Fig. 12-1b) is exactly equal 
to the natural period 7, of the thyratron sweep. For a positive value of 
the sync signal, the breakdown voltage is lowered, as indicated in Fig. 
12-18. Since the grid-control ratio of the thyratron (Sec. 7-2) is constant, 
the breakdown voltage will vary sinusoidally if the sync voltage is sinus- 
oidal. The general results to follow, however, depend no more on the 
constancy of the grid-control ratio than they do on the precise sinusoidal 
nature of the sync signal. 

Suppose that we consider that synchronization has been established. 
Since the syne signal period 7’ is equal to 7, synchronization requires 


A Time 
E,,= breakdown voltage in 
presence of sync signal 


E,,.= quiescent breakdown | 


(b) Maintaining voltage 


Fig. 12-13. Illustrating the timing relationship that must exist between H, and the 
sweep voltage in a synchronized thyratron sweep when 7’ = T,. (a) Syne signal 
at the grid. (6) Synchronized output sweep. 


that the period of the thyratron sweep shall not be changed by the sync 
signal. Hence, the voltages which mark the limits of the excursion of 
the sweep voltage must remain unaltered. The sweep cycle must there- 
fore continue to terminate at /,,. This result, in turn, means that the 
intersection of the sweep voltage with the waveform EH, must occur, as 
shown in Fig. 12-18, at the time when FE; crosses E,, at the points labeled 
O in the figure. The possibility that the sweep will terminate at the 
points marked O’ will be considered shortly. 

In the case of pulse synchronization we noted that synchronism could 
result only if the syne signal period was equal to or less than the natural 
period. This feature resulted from the fact that a pulse could serve reli- 
ably only to terminate a timing cycle prematurely and not to lengthen 
it. In the present case, however, synchronization is possible both when 
T < T, and when T > T,. The timing relationship between the sweep 
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voltage and the breakdown voltage for both cases is shown in Fig. 12-14a. 
The sweep voltage drawn as a solid line has a natural period 7” > T. 
The sweep voltage meets the Z, curve at a point below £,, and is con- 
sequently prematurely terminated. The dashed sweep voltage has a 
natural period T’’ < T. This sweep meets the EF, curve at a point above 
E,. and is consequently lengthened. In each case the synchronized 
period 7’, equals the period 7. The general situation may be described 
by reference to Fig. 12-14b. When T = T,, the sweep is terminated at 


Maintaining 
voltage 


Fic. 12-14. (a) Illustrating the timing of the sweep voltage with respect to EF, for a 
case in which 7 > JT, and in which T < 7,. (6) Pertaining to the general case when 
T # To. 


point O, leaving the period unaltered. When T > T,, the sweep termi- 
nates at a point such as X between O and the positive maximum A. 
When T < T,, the sweep terminates at a point such as Y between O and 
the negative maximum B. When the period T is such that the sweep 
terminates either at the point A or B, the limits of synchronization have 
been reached, since at A the sweep period has been lengthened to the 
maximum extent possible, while at B the shortening is at maximum. 
The following illustrative example will show how one may calculate the 
range of synchronization. 


ExamMpie. An 884 thyratron sweep operates with a maintaining voltage of 16 volts 
and a breakdown voltage E,. = 40 volts. A sinusoidal synchronizing voltage of 
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peak-to-peak amplitude 0.5 volt is applied to the grid. The grid-control ratio is 8. 
If the natural frequency of the sweep is 1,000 cps, over what range of sync signal 
frequency will the sweep circuit remain in 1:1 synchronism with the sync signal? 

Solution. The peak-to-peak amplitude of the a-c component of the breakdown 
voltage is 0.56 X 8 = 4.0 volts. The sweep amplitude may therefore lie in the range 
(40 — 16) — 2 = 22 volts to (40 — 16) +2 = 26 volts. A sweep of 40 -- 16 = 24 
volts is generated in 10-% sec. Hence, the times required to generate sweeps of 22 and 
26 volts, respectively, are 2244 X 1073 and 25g, X 1073 sec. The corresponding 
frequencies are 2449 X 103 = 1,091 and 24g, X 103 = 923 cps. Thus the sweep 
generator will remain synchronized as the sync-signal frequency varies over the range 
from 923 to 1,091 cps. 


We shall now look into the matter of the stability of a point of in- 
tersection of the sweep voltage with the E, curve, as X in Fig. 12-14b. 
Suppose that as a result of some transient disturbance the intersection 
point during one cycle should occur at some point other than X. Or 
suppose that when the sync voltage is first applied, the intersection point 
occurs initially at some arbitrary point. We shall now show that inter- 
section at X represents a stable situation and that with each successive 
cycle the intersection point will move closer and closer to point X. This 
result is easily seen from the graphical construction of Fig. 12-16a. Sup- 
pose that the intersection point required to make the sweep and sync 
periods equal is at point X. Consider that during a particular cycle the 
intersection actually occurs at Y, that is, a time At too soon. Then the 
timing of the sweep during the nezt cycle is as shown by the dotted line. 
The intersection is now at Z, closer to X. We may now easily continue 
this graphical construction, which will show the intersection point mov- 
ing closer to X at each cycle, eventually reaching X in the limit. 

The syne voltage accomplishes its function by lengthening or shorten- 
ing the sweep as required to make the sync and sweep periods identical. 
Referring to Fig. 12-146, it will be clear that this end might be achieved 
if the sweep terminated at some point on the E, curve between C and A 
as well as at some point between A and B. Suppose then, as in Fig. 
12-16b, the correct intersection point is at X’ but that during a particular 
cycle the intersection occurs at Y’, at time At too late. Then the con- 
struction shows that during the next sweep cycle (dotted line) the inter- 
section point moves to Z’, further away from X'. Hence X’ is not a 
stable point. Continuation of the graphical construction will show that 
the intersection point will move progressively with each succeeding cycle 
until it reaches the point X. Here the sweep period is the same as at X’, 
but at X the situation is stable, while at X’ it is unstable. 

In summary, we may conclude that a relaxation oscillator may be syn- 
chronized stably only on the positive slope portion (AOB of Figs. 12-13 or 
12-14b) of a sinusoidal input sync voltage. The particular phase @ of the 
input sine wave at which synchronization takes place is seen from Fig. 
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12-146 to be given by 


6 = arcsin = 
En 
where £ is the minimum voltage required for synchronization and E,, is 
the peak value of the sine-wave voltage. 

12-8. Sine-wave Frequency Division with a Thyratron Sweep. The 
operation of a thyratron sweep as a divider is a natural extension of the 
process of synchronization. Figure 12-15 (solid lines) shows the sweep 
and synchronizing waveforms for division by a factor of 4. This case is 
one in which the natural period 7’, is slightly smaller than 47. The syne 


Se, a Time” 


Fia. 12-15. The thyratron sweep used asacounter. Illustrating the change in counting 
ratio with sync-signal amplitude. 


signal changes the sweep period from T, to 7;, where T, = 47. The 
dotted waveforms in Fig. 12-15 show that for the situation illustrated an 
increase in amplitude of the syne signal can change the counting ratio 
from 4 to 3. Quite generally one may make the following observation 
with respect to a thyratron sweep as a counter. If the sweep terminates 
on the descending portion of the £, curve and if as a consequence the 
period 7’, is lengthened or shortened to 7’, where T, = nT’, then the thy- 
ratron will operate stably as an n:1 counter. 

It was tacitly assumed earlier that the range of synchronization (or 
counting) extends from the point where the sweep intersects the H, curve 
at a maximum to the point where the intersection is at a minimum of the 
Ey curve. Such a result normally holds for small values of sync voltage, 
but may not necessarily apply when the sync amplitude is comparable 
to the sweep amplitude. Observe, for example, in Fig. 12-15 that the 
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| | 
—| Atk— 
Fie. 12-16. (a) Showing that when the intersection point of the sweep with the E, 
curve occurs on the descending portion of the E, curve a stable situation results. 
(b) Showing that instability results if the intersection point occurs on the ascending 
portion of the E, curve. 
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sweep will never be able to terminate at a maximum of E, since to do 
so would require that the sweep first cross the previous negative excur- 
sion of the EH, waveform. Figure 12-17 illustrates a case (dotted sweep) 
where the syne amplitude is in principle just large enough to cause 1:1 
synchronization. The actual sweep waveform, however, as shown, con- 
sists of alternate long and short sweeps. Figure 12-17 suggests that when 
a thyratron sweep is used in connection with a cathode-ray oscillograph 
it is advisable always to use as small a sync signal as possible. A sweep 
waveform as in Fig. 12-17 will cause a piecewise display of each cycle of 
the signal being observed on a cathode-ray oscillograph. 

We shall now compare the general results which hold for sine-wave 
synchronization with the characteristics associated with pulse synchroni- 
zation. The features of pulse synchronization are effectively summa- 
rized in Fig. 12-8. Asin Fig. 12-3, so in the case of sine-wave synchroni- 
zation we find that, for small syne signals, synchronization holds over a 


Time 
Fig. 12-17. Illustrating a possible result of excessive sync signal in a thyratron sweep. 


small range in the neighborhood of integral relationships between T and 
T.. With sine waves, however, unlike the situation that results with 
pulses, synchronization persists for variations of T/T in either direction. 
In both cases the range of synchronization increases with increasing sync- 
signal amplitude. Finally, with pulses, for large syne-signal amplitudes, 
synchronization holds for all values of T./T', > 1, abrupt jumps in 
counting ratio occurring at critical values of T./T,. With sine waves, 
however, while the range of synchronization may be large for large sync 
amplitudes, we cannot be sure that synchronization in a useful fashion 
will persist for all values of T,/T. This last feature is in part brought out 
in Fig. 12-17. 

12-9. Sine-wave Synchronization of Other Relaxation Devices. The 
mechanism of sine-wave synchronization of relaxation devices other than 
the thyratron sweep is similar in principle to that already discussed. Let 
us consider, as an additional and representative example, the sine-wave 
synchronization of an astable multivibrator. 
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To achieve synchronization, a syne signal must be applied in such a 
manner that it can influence the instant at which a timing cycle is termi- 
nated by a regenerative action. This regeneration occurs when a tube 
comes out of cutoff, and therefore the sync signal may be injected at a 
grid, a cathode, or a plate. In the latter case the syne signal is prin- 
cipally effective because it is coupled to a grid through a plate-to-grid 
coupling capacitor. The precise details of synchronization will depend 
on the manner of sync injection, on whether the sync is applied to one or 
both tubes, and also in each case on the impedance of the syne source. 

Let us consider that a sinusoidal signal from a low-impedance source is 
applied to one grid, say Gi, in Fig. 12-5a. When 7’; is cut off, the sync 
voltage will appear superimposed on the exponential G; waveform. Dur- 
ing the time 7’, is cut off, the amplified and inverted sync voltage will 
appear superimposed on the G, waveform. If, as is normally the case, 
the gain from G to G2 in the multi is large, then the sync voltage on G, 
will be large in comparison with the sync voltage on G;. Hence, we shall 
not make a serious error by neglecting the syne voltage on G; and assum- 
ing that the instant Gi comes out of cutoff is unaffected by the sync volt- 
age. In other words, the first portion of the multi is unsynchronized. 
To determine graphically how the sync voltage on G, influences the 
instant at which the timing cycle of G2 is terminated, we may either add 
the sine voltage to the exponential at G2 or else we may invert the sine 
voltage at G2 and add it to the cutoff voltage. <A typical situation illus- 
trating synchronization is indicated in Fig. 12-18. In Fig. 12-18a we 
show the sinusoidal sync voltage at Gi. In Fig. 12-18) this voltage has 
been amplified, inverted, and added to the exponential waveform at Go. 
In Fig. 12-18c the sinusoidal sync voltage of Fig. 12-18) has been inverted 
and added to the cutoff level to give the effective cutoff-voltage curve 
shown. The waveform which would be observed on an oscilloscope whose 
input is at G2 is that indicated in Fig. 12-18b. However, the construction 
in Fig. 12-18c is more useful from the point of view of analyzing the effect 
of the synchronizing voltage on the behavior of the multi. As previously 
discussed, stable synchronization requires that the multi exponential ter- 
minate on the effective cutoff voltage while the latter has a negative 
slope. And the general characteristics suggested by Fig. 12-3a and 6 
apply to the astable multi as well. 

To increase the range of synchronization of the multi, it is advanta- 
geous to synchronize both timing cycles of the multi by applying syn- 
chronizing signals to both grids simultaneously. Ordinarily in divider 
applications a multi is adjusted for nominally symmetrical operation, 
since no special advantage results from asymmetrical operation. For 
such a symmetrical multi, it is best to apply in-phase sync signals if the 
division ratio is to be an even number and to apply out-of-phase syne 
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signals if the division ratio is to be odd. These results may be seen from 
Fig. 12-19. In Fig. 12-19a the division ratio (4:1) is even, the sync sig- 
nals are in phase, and it appears that both timing exponentials meet the 
effective cutoff voltage in a manner to ensure stability. In Fig. 12-19b 
the division ratio (3:1) is odd, the sync signals are again in phase, and 
_ while the exponential of the G1 waveform is synchronized in a stable fash- 
ion, the Gz waveform is not. Similarly, it is easy to show, by drawing 
_ appropriate waveforms, that, when the sync signals are out of phase, 


Sync signal applied to oN 7 a 


(a) Time. 


Cutoff 


/<———- Capacitor discharge exponential 


Capacitor discharge exponential 


(c) 


Fig, 12-18. Graphical construction to show synchronization of an astable multi to 
sine waves. (a) Sync waveform at G1; (b) syne combined with exponential discharge 
waveform at G2; (c) syne combined with cutoff voltage at G2. 


both parts of the multi grid waveform will be synchronized in a stable 
fashion only for odd division ratios. 

A blocking oscillator may be made to provide its own sinusoidal syn- 
chronizing signal by using the principle of resonant stabilization. Refer- 
ring to Fig. 12-11, we note that, neglecting the sync pulses, the super- 
imposed sinusoidal waveform may give the net grid-to-cathode waveform 
a larger slope near the termination of the cycle than that of the expo- 
nential itself. As a result, the usual sources of instability in a blocking 
oscillator may give rise to much reduced frequency instability. 

Before leaving the subject of sine-wave synchronization of relaxation 
oscillators we wish to emphasize that such a divider does not deliver a 
sinusoidal output. In most cases the waveform is more nearly ‘‘square”’ 
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Fira. 12-19. Sync signal applied in phase to both grids. (a) The synchronization is stable 
for both portions of the multi waveform when the division ratio is even. (b) The 
division ratio is odd and the G2 timing waveform is not locked in a stable fashion. 
(from a multi) or “triangular” (from a gas-tube sweep or blocking oscil- 
lator). Ifa sinusoidal waveform is desired, then the output of the relaxa- 
tion divider is applied to the input of an amplifier whose plate load is a 
tank circuit tuned to the desired frequency. Circuits for obtaining sinus- 
oidal division without using a relaxation device are given in the next two 
sections. 
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12-10. A Sinusoidal Divider Using Regeneration and Modulation.? 
The relaxation dividers do not normally operate reliably at frequencies 
beyond about 1 Me. At these high frequencies the times of the regen- 
erative transition between states and the recovery periods become com- 
parable to the time of duration of a stable or quasi-stable state. The 
natural period of the divider becomes very unstable, being seriously 
affected by small variations in stray capacitance, and stable frequency 
division is achieved only with great difficulty. 


Input 
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Fie. 12-20. Divider employing modulation and regeneration. (a) Block diagram; 
(b) schematic of a 10:1 divider. (Courtesy of Reeves-Hoffman Corp.) 


Input signal, 10f 


A divider for a sinusoidal signal which is capable of operating at very 
much higher frequencies than relaxation dividers is shown in functional 
form in Fig. 12-20a. The signal of frequency nf, whose frequency is to 
be divided by the factor n, is applied to an amplitude modulator. Simul- 
taneously a signal of frequency (n — 1)f, whose origin will appear shortly, 
is also applied to the modulator. In the modulator the signal nf is mod- 
ulated by the signal (n — 1)f. The modulator output contains many 
frequencies, among which are the input frequencies (n — 1)f and nf 
as well as the sideband frequencies nf + (n — 1)f = (Qn — 1)f and 
nf —(n—1)f =f. The filter selects the frequency f which then 
appears as the output. The output is applied to a frequency multiplier 
which multiplies by the ratio » — 1 to produce the feedback signal of 
frequency (n — 1)f whose existence was postulated at the outset. The 
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loop gain at the frequency f must exceed unity if the oscillations are to be 
sustained. This statement explains the use cf the word regeneration in 
connection with this type of divider. 

The modulator (refer to Fig. 12-20b) usually consists of a pentagrid 
converter tube such as is used in a radio receiver to heterodyne the 
incoming radio-frequency signal with the local oscillator signal to pro- 
duce the intermediate-frequency signal. Such pentagrid converter tubes, 
of which the 6SA7 and the 6BA7 are examples, have two control grids. 
The signal component of the plate current of these tubes is essentially 
proportional to the product of the signals of the two control grids and for 
this reason the tube may be used as a modulator. The filter at the mod- 
ulator output need consist of nothing more elaborate than a parallel- 
tuned LC circuit in the plate lead of the modulator tube. The frequency 
multiplier may be of the conventional type in which a pentode is driven 
by a large-amplitude grid signal, the plate load of the pentode being a 
resonant tank tuned to the (n — 1)st harmonic of the input signal. If 
the input signal is large enough so that the plate current flows in pulses, 
this current will be rich in harmonics of the input signal. Assuming a 
high Q tank circuit, the output voltage will equal the product of the 
tank-circuit impedance at its resonant frequency times the component of 
plate current at this frequency. The upper frequency of operation of 
dividers of the type given in Fig. 12-20a is limited only by the frequency 
at which modulators, filters, and multipliers may be operated. A sche- 
matic of a 10:1 divider using two multipliers in cascade is shown in 
Fig. 12-20b. 

We shall now show qualitatively that the only stable frequency at 
which the circuit can operate is precisely f. Assume, for example, that 
the output frequency momentarily drifts from f to some higher value 
f +6, where 6 >0 and 6</f. Then the output of the multiplier will 
be (n — 1)(f + 6) and the modulator frequency will shift from f to 
nf —-(n-DG4+5 =f — (n — 1)6, which frequency is less than f. 
Hence, if the frequency tends to increase, the circuit acts in such a direc- 
tion as to counterbalance this tendency. ‘Therefore, f may be a stable 
frequency. 

If the multiplier were designed to deliver a frequency (n + 1)f instead 
of (n — 1)f, then the output frequency would also be f. However, such 
a system is unstable. For example, if the output drifts from f to some 
higher value f + 6 momentarily, then the modulator output will shift 
from fto(n + 1¢+ 6) —nf =f+tmt+ 16. Since this frequency is 
further away from f than the assumed deviation 6, then the circuit causes 
the output frequency to drift away from the initial value f. When the 
frequency drifts far enough away from the central frequency of the tuned 
circuits (in the modulator and multiplier), the loop gain becomes less 
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than unity and the output drops to zero. Therefore, we conclude that 
the multiplier must be designed for a frequency (n — 1)f and not (n + 1)f. 

The special case n = 2is of some interest. Sincen — 1 = 1forn = 2, 
then the multiplication is by 1. Hence, division by 2 is accomplished 
without the use of a multiplier. 

In the case of a relaxation oscillation we saw that increasing the size of 
the sync voltage might cause a change in division ratio. This result is 
not obtained with the circuit now under consideration. There exists a 
minimum voltage below which the circuit output is zero. However, if 
the sync voltage is increased beyond the minimum value, the frequency 
of the output remains unchanged, although the amplitude of the output 
increases. 

The divider of Fig. 12-20 has two disadvantages. The first of these is 
its relative complexity. Second, it may turn out that the divider is not 
self-starting. The reason for this last feature is not difficult to see. The 
multipliers depend for their operation on having a large input signal so 
that the tubes will be vigorously overdriven. When the driving signal is 
small, the tubes may operate quite linearly and, hence, provide no appre- 
ciable harmonic components of plate current. Hence, the multipliers 
wait for the circuit to supply large driving signals, whereas the circuit 
cannot do so until the multipliers operate. To start the divider, it may 
be necessary to allow the tubes to warm up, to apply plate voltage, and 
then to introduce a large transient voltage into the circuit. The start- 
ing switch S in Fig. 12-20b is intended to introduce just such a large 
starting transient. 

On the other hand, the divider in Fig. 12-20 has a number of worth- 
while advantages. The first of these, of course, is its ability to operate 
at high frequencies. Second, the proper division ratio depends essen- 
tially only on the tuning of several passive filter circuits, which tuning is 
not critical, and not on the stability of tube characteristic. Lastly, if 
the tuning of the tank circuits should happen to drift out of range or if 
the input signal should be missing, the divider will furnish no output. 
The circuit, therefore, operates to give the correct output signal or it 
does not operate at all. These features are to be compared with, say, 
the astable multi which will divide incorrectly if the tube characteristics 
drift excessively and which will continue to give an output signal, neces- 
sarily incorrect, if the input signal should fail. 

12-11. The Locked Oscillator as a Divider. A sinusoidal oscillator 
can be used as a frequency divider. Assume that the natural frequency 
of the oscillator is f, and that a nominally sinusoidal synchronizing sig- 
nal of frequency f,, nearly equal to nf, (n = an integer), is injected into 
the oscillator. The oscillator frequency will change from f, to f,/n and 
thereafter will run synchronously with the injected signal. Under these 
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conditions the oscillator is said to be locked. The locked oscillator divider 
shares the advantage of the divider using modulation and regeneration in 
that it may be used at frequencies beyond the range of relaxation dividers. 
The locked oscillator has the further advantage of simplicity when com- 
pared with the divider using modulation and regeneration. It suffers, 
however, from the relative disadvantage that it continues to yield an 
output even in the absence of a synchronizing signal. 


Fria. 12-21. Locked oscillator circuits. (a) Using pentagrid converter for combining 
sync and oscillator signals. (b) The syne and oscillator signals are applied to one grid. 
(c) A cathode-coupled circuit. 


A careful analysis of the mechanism by which a sinusoidal oscillator 
locks to a synchronizing signal is difficult to achieve. This difficulty 
does not arise because any basically new principle is involved. The 
mechanism of locking in oscillators is similar to the mechanism involved 
in the divider using modulation and regeneration. The complication 
arises in the present case because all the functions of modulation, regen- 
eration, and harmonic generation are accomplished in a single tube. The 
tube nonlinearity is essential to the locking mechanism. Since a non- 
linear characteristic is difficult to handle analytically, most locked oscil- 
lator design is carried out experimentally. 

Several locked oscillator dividers are shown in Fig. 12-21. In Fig. 
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12-21a the third grid of a pentagrid converter is used as the control grid 
for a tuned-plate oscillator, while the sync signal E, is introduced on the 
first grid. In Fig. 12-21 the sync and oscillator signals are applied to the 
same grid. A cathode-coupled oscillator is shown in Fig. 12-21c in which 
the syne signal is introduced at the free grid. 

12-12. Synchronization of a Sinusoidal Oscillator with Pulses.® 
Synchronization is basically a mechanism in which the phase of the syne 
signal is compared with the phase of the oscillator (relaxation or other- 
wise) and a continuous correction is applied to the oscillator to maintain 
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Fie, 12-22. (a) A cathode-coupled reactance tube. (b) The equivalent circuit for 
calculating the input admittance. (c) The effective input admittance. 
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some fixed phase relation. An extension of adaptability and certain 
other useful features may result if the operations of phase comparison 
and phase correction are carried out separately. We shall illustrate the 
process by discussing the one-to-one synchronization of a sinusoidal oscil- 
lator to a pulse-type sync signal. 

The system to be described involves a reactance tube and a phase com- 
parison circuit which we shall first describe very briefly. One of a num- 
ber of possible methods of using a tube as a reactance tube is shown in 
Fig. 12-22a. The point of interest in connection with this circuit is the 
admittance Y; presented at the input terminals. The capacitor C’ is a 
d-c blocking capacitor of negligible reactance. The tube is a pentode so 
that its plate current is given by g,,Hjz. Hence, the equivalent circuit is 
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as drawn in Fig. 12-22b. (Since the plate resistance r, of the pentode is 
large compared with Ry, or R, it has not been included in Fig. 12-22b.) 
The ratio J;/H; = Y;, and we find 


a 
Ry 1 + gmf + YL 


where Y, = jwC is the admittance of the capacitor C. In the applica- 
tion under consideration (Fig. 12-25), C = 0.015 uf, R = 10 ohms, and 
f = 15,750 so that |Y.R| = (2r)(15,750)(10)(1.5)10-§ = 0.015. Also, 
the largest value of gm is 10-? mho and hence g,R = 0.1 maximum. 
Since this value and also the value of |Y,R| is much smaller than unity, 
we may divide the numerator of the second term in Eq. (12-5) by its 
denominator and neglect all but the first term ing, R + Y.R. Thus 


a (12-5) 
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The input circuit is effectively a capacitance in parallel with two resis- 
tors, as indicated in Fig. 12-22c. We must emphasize that the reactive 
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Fig. 12-23. A phase comparator or discriminator circuit for a pulse and sine wave. 


component of the input admittance depends on g,,, which is a function 
of the quiescent tube current and which, in turn, depends on the bias 
voltage. If this reactance tube is now shunted across the tank of an 
oscillator, we shall then have a means for controlling the oscillator fre- 
quency by varying the d-c bias of the reactance tube. The voltage fur- 
nished by the RC phase-shifting network is introduced into the cathode 
of the reactance tube so that there will be a free grid for controlling the 
frequency. 

A circuit suitable for comparing the phase of a sinusoidal signal and a 
pulse is shown in Fig. 12-23. The sinusoids are introduced into the 
meshes A and B in phase opposition with respect to the polarities of the 
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diodes. The pulses are introduced in such a manner as to appear with 
the same polarity in both meshes. Let us neglect tentatively the effect 
of the pulses. Then, as a result of the sinusoidal input, unidirectional 
currents will flow in mesh A and mesh B on alternate half cycles of the 
sinusoidal voltage. The voltage drops ez. and é, are as shown in Fig. 
12-24a. The combined voltage e,, is then a complete sinusoidal signal 
whose average value is zero. This signal is integrated by the RC inte- 
grating network which then provides zero output voltage. Now con- 
sider that positive pulses are applied which occur at such a time that 
the pulses exactly straddle the time when the sinusoidal signal passes 


No pulse Pulse centered Pulse centered at 
at time sinusoid time before sinusoid 
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Fig. 12-24. The waveforms in the circuit of Fig. 12-23. 


through zero. The waveforms are indicated in Fig. 12-24b. We see 
again that the average value of the voltage e., is zero and hence that the 
output voltage will again be zero. Finally, from Fig. 12-24c, it may be 
seen that if the pulse occurs earlier than the moment of zero phase of the 
sinusoids, the average value of e., is not zero and the integrating circuit 
in this case will provide essentially a positive d-c output voltage. Simi- 
larly, if the pulse is delayed, the output will be a negative d-c voltage. 
The reactance-tube circuit and the phase-comparator circuit described 
above may be used to synchronize a sinusoidal oscillator to a pulse 
waveform. The pulse waveform and the oscillator signal are applied 
to the comparator whose output is used to control the bias of a reactance 
tube bridged across the oscillator tank. Suppose that the pulse fre- 
quency and the sinusoid frequency are identical and that an initial 
phasing adjustment has been made so that the circuit of Fig. 12-23 
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yields zero output. Now let the frequency of the sinusoidal signal 
decrease slightly. Then with each succeeding cycle the phase error will 
become progressively larger and an ever-increasing, positive, nominally 
d-c voltage will appear at the phase comparison circuit output. This 
output is applied to the reactance tube to increase its grid voltage and 
hence to increase the transconductance gn. From Eq. (12-6) an increase 
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Fig. 12-25. A horizontal synchronizing system of a television receiver. Illustrating 
the use of a servo system for synchronization. (Courtesy of Proceedings of the Institute 
of Radio Engineers.) 


in gm will decrease the effective capacitance in the tank circuit, and 
hence the oscillator frequency will increase. Thus, an assumed decrease 
in frequency has resulted in a circuit reaction which has changed the 
frequency in the opposite direction. It is to be noted that the system 
here envisaged is basically a servo system in which the phase comparison 
circuit is the error-sensing device and the reactance tube is the agency 
through which the correction is applied. 

A practical system employing this servo principle is shown in Fig. 
12-25. This circuit is to be found in many television receivers where it 


390 PULSE AND DIGITAL CIRCUITS 


is used to synchronize the horizontal-deflection generator (15,750 cps) to 
the horizontal synchronizing pulses received from the transmitter. The 
tuned transformer 7’ serves both as the tank circuit for the Hartley oscil- 
lator and as the sine-wave input coupling system to the phase compara- 
tor. The effective tuning capacitance of the oscillator, as demonstrated 
above, is C; = C(1 — gmR), where C is the fixed capacitance shunted 
across the oscillator tank. Since the 6AC7 has a gm which varies by 
+5 X 10-3? mhos and & = 10 ohms, then C; varies by +5 per cent. 
Since the oscillator frequency varies inversely as the square root of Cj, . 
then the frequency range of control of the servo system is $2.5 per cent. 
If the oscillator drifts further than this amount, it must be retuned, say, 
by adjusting the slug in the transformer 7. The capacitor C; shunting 
the resistor R, of the integrating network is found to be necessary to 
prevent the servo system from hunting. 

In a television receiver the synchronized output of the circuit of Fig. 
12-25 is used in turn to trigger the horizontal sweep generator of the 
receiver. In connection with television receivers this present system 
has the distinctive advantage of providing relative immunity from noise 
pulses which are received ‘with the sync pulses. The noise pulses will 
occur at random times and hence at random phases with respect to the 
sinusoidal voltage. Any individual noise pulse will have a negligible 
effect on the comparator output voltage and the combined effect of a 
large number of noise pulses will average out to zero. 

The servo system of synchronization is a system of quite general appli- 
cability, although it has the disadvantage of involving usually fairly com- 
plicated circuitry. If it is required to synchronize a waveform generator 
of any arbitrary waveshape to a sync signal again of arbitrary form, it is 
only necessary to devise an appropriate phase-comparator circuit and fre- 
quency controlling device. The phase comparator of Fig. 12-23 is an 
example of a gating circuit. Gating circuits will be discussed in detail in 
Chap. 14. And a frequency control mechanism is usually not difficult to 
find. If, for example, the oscillator to be synchronized is of the relaxa- 
tion type; the frequency can usually be varied conveniently through the 
adjustment of a grid bias. 
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CHAPTER 13 


DIGITAL COMPUTER CIRCUITS 


A gate is a device having several inputs and one output. Some of the 
inputs may be called signal inputs and others may be designated as con- 
trol or selector inputs, although often the inputs are indistinguishable 
from one another. 

There are two general classes of gates. The first, called the transmis- 
sion or linear gate, is defined as one in which the output is approximately 
a replica of one of the inputs, but the output occurs only during times 
selected by the control inputs. Thus, the gate transmits the signal from 
input to output in a linear manner (minimum distortion) during selected 
times. This type of gate is discussed in Chap. 14. 

The second class of gate, called the switching or logical gate, is defined 
as one in which the output is a pulse which may have no resemblance to 
any of the inputs except that the pulse occurs during the interval selected 
by the control voltages. The term logical is applied to these gates 
because the input-output characteristic of these circuits is suggestive 
of logical operations. . 

These gates find wide applicability in all fields of pulse circuitry, but 
are used particularly extensively in digital computers. For this reason 
we shall take our illustrations of the applications of these switching gates 
principally from the field of computers. 

13-1. Some Features of a Digital Computer.! An electronic digital 
computer is a machine which solves problems of numerical computation 
of such complexity that solution by human calculators is not feasible. 
We may get some sense of the basic processes involved by thinking of 
the computer as a device which is able to perform numerical computation 
and to follow instructions with extreme rapidity but which is not able to 
make any decisions for itself. The numbers and the instructions which 
form the program the computer is to follow are stored in a part of the 
computer which is referred to as the memory and which is the first essen- 
tial part of the computer. A second essential part of the computer is 
the central control. The function of the control is to interpret orders. 
The control must convert the order into an appropriate set of voltages to 
operate switches, etc., and thereby carry out the instructions conveyed 
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by the order. A third basic element of a computer is the arithmetic unit 
which is the device which actually performs the arithmetic computations: 
addition, division etc. Finally, a computer requires appropriate input- 
output devices for inserting numbers and orders into the memory and for 
reading the final result. 

Suppose we consider that as part of a larger routine an order to per- 
form an addition or division, etc., has been transmitted to central control. 
In response to this order the control must select the correct operands 
from the memory, it must transmit these operands to the correct arith- 
metic unit, and it must return to the memory in some previously desig- 
nated place the result of this computation. The memory serves, then, 
not only to store the original input data but also the partial results which 
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Fia. 13-1. Showing interrelationship of basic elements of a digital computer. (From 
C. H. Page, Digital Computer Switching Circuits, Electronics, vol. 21, pp. 110-118, 
September, 1948.) 


will have to be used again as the computation proceeds. Lastly, if the 
computation is not to cease with the execution of this order and the stor- 
age of the partial result, the order must convey to the control instructions 
with respect to where in the memory the control is to find its next order. 

In terms of this crude representation of the functioning of a digital 
computer the interrelationship of the various components is as indicated 
in Fig. 18-1. The connection of the control unit back to the input is to 
permit insertion of more data when room becomes available in the 
memory. 

In a computer a number is represented by a train of pulses. The 
individual pulses (or absence of pulses) represent, respectively, the 1 or 
0 digits in the binary representation of the number. For example, the 
pulse train of Fig. 18-2 represents the binary number 11010111, which in 
decimal notation is 215 (conversion from the binary to the decimal sys- 
tem is explained in Sec. 11-2). In a similar way, the instructions which 
must be conveyed from place to place are also transmitted in the form of 
a train of pulses. Actually, then, a waveform representing a number is 
indistinguishable from a waveform representing an instruction. Since, 
however, numbers are dispatched only to the arithmetic unit and orders 
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only to the control unit, no difficulty arises from this situation. In a 
pulse train, as in Fig. 13-2, the individual pulses are referred to as bits or 
characters, while the entire pulse train is referred to as a word. Thus, 
the pulse train of Fig. 13-2 represents an eight-bit word. 

We shall be concerned in this chapter with the matter of transmitting, 
combining, modifying, etc., the pulses or pulse trains which compose the 
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1 1 1 0 1 0 1 1 = 11010111 = 215 
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Fia. 13-2. A pulse train representing an order or a number in a digital computer. 

language of digital computers. Two points are to be kept in mind, how- 
ever. First, it is to be noted that the circuits to be described are of very 
wide applicability and are by no means restricted to computers. Second, 
the ‘student should not expect to be left with an understanding of the 
detailed operation of a digital computer-—-any more than he would expect 
to understand the operation of a telephone exchange on the basis of an 
understanding of the operation of a telephone receiver, transmitter, and 
of a relay. 

13-2. The OR Circuit.2. The OR circuit is basically a buffer or mixing 
circuit which permits a number of pulse sources of common pulse polarity 
to be connected to a common load. The OR circuit minimizes the inter- 

Ro ~=—«‘T; action of the pulse sources on each 
other. The circuit has two or more 
inputs and a single output. If a 
pulse is applied to any one or more 
of the inputs, a pulse appears at 
the output. The circuit derives its 
name from the fact that an output 
pulse appears when a pulse is applied 
at input 1 or input 2 or any other 
input. 

A diode OR circuit is shown in Fig. 
13-3. The diode symbol is used to 
represent either thermionic or semiconductor diodes (usually germa- 
nium). In the present application, as in others, the germanium diodes 
have advantages with respect to space, power, and capacitance and dis- 
advantages with respect to operation at high temperatures and low diode 
back resistance. . 

If a negative pulse is applied at input 1, diode 7, will conduct and a 
negative pulse will appear at the output. If the load R is much larger 


(er) 


Fig. 13-3. A diode OR circuit. 
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than the generator output impedance, then, neglecting the small diode 
forward resistance, the output pulse amplitude will be nominally equal 
to the input pulse. As the pulse forms at the output, all the other diodes 
are biased in their high impedance direction and the presence of the 
other generators does not result in an additional load on the generator é1. 
If two or more pulses all of equal amplitude are applied simultaneously 
at the input, an output pulse will appear whose amplitude is equal to the 
input-pulse amplitude. If the input pulses are of unequal amplitude, 
the output will be of an amplitude equal to the amplitude of the largest 
input pulse. The circuit of Fig. 13-3 is appropriate for negative pulse 
inputs. For positive pulses, the diodes must be reversed in polarity. 
The influence of the shunt output capacitance and the diode capaci- 
tance on the output pulse is easily seen. Assume, for simplicity, that 
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R, 


: (b) 
Fia. 13-4. (a) Equivalent circuit for an OR circuit with one input excited. (6) Output 
waveform in response to input pulse. 


only one generator is furnishing an input pulse. Since, therefore, all 
diodes but one are back-biased during the input pulse, the capacitance 
shunted across the output is C = C, + (n — 1)Ca, in which C, is the 
capacitance across R and C, is the diode capacitance. We neglect here 
the impedances of all generators connected to the back-biased diodes 
and also assume that R >> R,, where R, is the output impedance of 
the generator supplying the pulse. This input pulse will appear at 
the output with a rounded leading edge whose time constant is FC. 
The equivalent circuit and waveform are shown in Fig. 13-4a and Db. 
When the input voltage rises at the end of the pulse, the output capacitor 
will sustain the output voltage and every diode will be back-biased. 
The capacitor C (whose capacitance is now equal to C, + nCq) must dis- 
charge through R&. The trailing-edge decay time will therefore be very 
much longer than the leading-edge rise time. The number of input 
circuits which may be used is determined by the required transient 
response of the network. There will also be a small amount of coupling 
between generators because of the diode capacitances, but this effect 
need not be serious. 


396 


PULSE AND DIGITAL CIRCUITS 


When capacitive coupling is employed, as in Fig. 13-5, additional shunt 


diodes are required for d-c restoration. 


The diode polarities shown are 


Fig. 13-5. An OR circuit with capacitive inputs. 


appropriate for positive input pulses. 
pared with R and may even be omitted altogether. 


Fig. 13-6. OR circuits employing triodes. 
(a) Load in plate; (b) load in cathode. 


The resistors R, are large com- 
When an input is 
excited by a pulse, the correspond- 
ing input capacitor will acquire a 
charge due to the current which 
flows through the series diode. At 
the termination of the pulse the 
capacitor will discharge through the 
shuntdiode. Capacitive and direct 
inputs may be used simultane- 
ously if required. 

OR circuits using triodes are 
shown in Fig. 18-6aandb. Inboth 
cases the tubes are initially biased 
beyond cutoff. And in both cases 
the application of a positive pulse to 
one or more grids will result in an 
output pulse, negative if the load is 
in the plate circuit and positive if 
the load is in the cathode circuit. 
These circuits have the advantage 
over the diode circuit of providing 
a higher input impedance and some- 
what better isolation of the input 
sources. These advantages must, 


however, be balanced against the extra expense, space, and supply drain. 
If, in Fig. 13-62, two inputs are excited simultaneously, the output pulse 
will be larger than if one input is excited. If, however, the load R is very 
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large in comparison with the plate resistance of the tube, the output pulse 
will not be a very sensitive function of the number of inputs excited. 
The reason for this feature is that if R is very large, then, in response to 
a positive signal on any one grid, the plate voltage will bottom (see Sec. 
4-3). If, then, additional inputs are excited, no appreciable increase in 
current through 2 will result. A similar result applies to the cathode- 
loaded circuit of Fig. 13-6b. In this case, when one input has been 
excited, the corresponding tube presents at its cathode a very low imped- 
ance. The additional current furnished now by any other tube which 
is caused to conduct will not cause any large change in output voltage. 

The general appearance of an output pulse from either of the circuits 
of Fig. 13-6 will be as shown in Fig. 13-4. That is, the leading edge will 
have a faster rise time than the trailing edge. The reason is again that 
the total shunt capacitance across the output will charge through an 
impedance which is relatively low when the tubes are conducting. At 
the termination of the pulse, however, the capacitance must discharge 
through F alone. 

Still another OR circuit is shown in Fig. 13-7. Here we make use of a 
tube which has two grids, either of which may be used to effect the 
plate-current cutoff. Among tubes of 
this type are the 6AS6, the 5915, 6CS6, 
7AK7,and6BN6. Pentagrid converters 
such as the 6SA7 and the 6BA7 may 
also be used for the present purpose. In 
Fig. 13-7 the shading represents the fact Tr 
that initially the biases on both grids 
have been adjusted so that the tube is TT 
conducting plate current. If now a 
sufficient negative pulse is applied either 
to grid 1 or grid 2 (or both), the plate + 
current will cease and an output pulse Fic. 13-7. A two-control-grid tube 
will result. This circuit is restricted, of #8 used as an OF gate. 
course, to only two inputs. . 

13-3. The AND Circuit.2, The AND circuit (also called a coincidence 
circuit) has two or more inputs, to each of which is applied a pulse of 
common polarity. The circuit has a single output at which a pulse 
appears if and only if a pulse is applied simultaneously to all inputs. If 
the input pulses are not of the same time duration, the output pulse will 
appear during the time interval that the input pulses overlap. 

The OR circuits of Figs. 13-3, 13-5, and 13-6 may be modified for use 
as AND circuits by the simple expedient of adjusting the circuits so that 
in the quiescent condition the tubes or crystals are conducting current 
rather than being in a cutoff condition. Negative input pulses must be 
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used in the circuits of Fig. 13-6. Similarly, the OR circuit of Fig. 13-7 
may serve as an AND circuit if the bias on each control ane is set below 
cutoff and if positive input pulses are used. 

A diode AND circuit for positive input pulses is shown in Fig. 13-8. 
The diode 7, is not essential, but has nevertheless been included for a 
reason to appear shortly. To understand the operation of the circuit, 
assume initially that all the source impedances R, are zero and that the 
diode T, is not present. In this case, in the quiescent condition the out- 
put e, will be clamped to ground since 
the diodes are conducting. If now posi- 
tive pulses of amplitude EH, or larger are 
applied simultaneously to all the inputs, 
the diodes will be back-biased and a pulse 
of amplitude E,, will appear at the out- 
put. If, however, even one input fails to 
receive a pulse, the corresponding diode 
will continue to conduct, the output will 
remain clamped, and no output pulse 
will appear. If one or more of the input 
pulses has an amplitude less than Hy, the 
output pulse will have an amplitude equal to the smallest input pulse, 
since when the output rises to the smallest input amplitude the corre- 
sponding diode will conduct. 

Because of the finite value of the R,’s in a practical circuit, the initial 
clamping level will be somewhat positive, and even if there is no coinci- 
dence of pulses at all inputs the output e, will respond slightly to the input 
pulses. If & is very much larger than the R,’s, the response at a coinci- 
dence will be very much larger than the response resulting even if all but 
one of the diodes is caused to stop conducting. In an AND circuit even 
this slight response to something less than a complete coincidence is often 
undesirable and to minimize this feature the diode T, has been added. 
It is possible to achieve the same effect with a diode placed in series with 
the output (see Prob. 13-8). 

In Fig. 13-8, Ez must be adjusted so that the individual diode currents 
11, Is, . . ., In (which are nominally equal to one another) are each 
larger than the current J. In this case, even if all but one diode is back- 
biased by input pulses, the diode 7, will be required to continue to con- 
duct, and the output will remain clamped to Hz. If, however, all the 
input diodes stop conducting, the diode T, must also stop and an output 
signal will form. A limitation on the number of input circuits which 
may be employed is the current-carrying capacity of the diode T,. The 
diode T, keeps the output close to Er for anything less than a complete 
coincidence but, of course, will not act as a perfect clamp because of the 


Fig. 13-8. A diode AND circuit. 
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finite forward resistance R, of T,. If, say, some number m < n diodes 
are cut off, the current in 7, must change by an amount AJ, and the out- 
put will change by (AJ,)R;. The magnitude of this change is easily 
calculated and may be made quite small in comparison to the output 
which results at a coincidence. 

The waveform of the AND circuit output pulse will now be discussed. 
If we neglect the capacitance across the diodes, we may easily compute 
the form of the output pulse. When the output pulse is formed, all 
diodes are back-biased and the output capacitance C, must charge 
through R. The output will therefore rise from Er toward Ey with a 
time constant RC. At the termination of the input pulses, the diodes 
Ti, ..., TU, conduct and the output capacitance discharges at a 
rate determined by C, and the parallel combination of FR and n resistors. 
Each of these n resistors consists of the diode resistance in series with the 
output impedance of the generators. The output pulse will therefore 
decay much more rapidly than it rises. 
The waveform is indicated in Fig. 13-9a 
for input amplitudes # greater than Ey. 
This result is to be compared with the 
corresponding result for the OF circuit. 
The rise time may be improved at the 
expense of amplitude by making the Fia. 18-9. Effect of capacitance on 
input-pulse amplitude E smaller than hla Pye fe T oa. 
Ex. Under these circumstances the 
output rises toward E,, but is clamped at the voltage E by the diode con- 
nected to the generator supplying this pulse #. This waveform is 
indicated in Fig. 13-9b. If the diode capacitances are taken into account, 
the output waveforms are modified only slightly from those indicated in 
Fig. 13-9. 

An adaptation of the diode AND circuit to capacitive coupling is 
shown in Fig. 13-10. The source impedances of the driving pulse gen- 
erators have been omitted for simplicity. The input sides of the diodes 
have here been returned to a negative source so that the quiescent level 
of the output may be at ground. The resistors R; are required to pro- 
vide a continuous path for the quiescent diode current. Each input 
capacitor may charge rapidly through its own diode and through 7, so 
that the negative excursion of the pulse at the input side of T1, .. . , Tn 
may be rapidly restored to zero. In this way the peak positive excursion 
of the input side of 7), ..., 7, is always maintained equal to the 
peak-to-peak input-pulse amplitude independently of the duty cycle of 
the input pulses. 

A triode AND circuit with a series diode is shown in Fig. 13-11. The 
input pulses are negative and drive the individual tubes beyond cutoff. 
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If less than a complete coincidence occurs, the small rise in the common 
plate voltage does not appear at the output because of the diode. Ata 
complete coincidence, the plates rise to £,, and an output pulse appears. 
The leading edge of the output pulse will be slower than the trailing edge 
for the reason already discussed in connection with the diode AND cir- 
cuit. AND circuits corresponding to the OR circuits of Figs. 13-6b and 
13-7 may readily be drawn. 


Fia. 13-11. A triode AND circuit. 


13-4. The NOT Circuit. A circuit which inverts the polarity of a pulse 
is called an INVERTER or NOT circuit. A plate-loaded triode, for 
example, therefore constitutes a NOT circuit. The discussion which fol- 
lows will make clear the reason for this terminology. 

Suppose that we have a variable voltage which is distinctive in that it 
can assume only one of two possible values. We might then designate 
these two voltages by the symbols A and B, 0 and 1, low and high, up 
and down, etc. A pulse or train of pulses constitutes just such a vari- 
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able voltage, the pulse edges representing the (ideally) abrupt transition 
between the two possible states. A device which inverts a signal would 
then have the property that if the input were, say, in the state A, the 
output would be in the state B. Since, however, only two states are pos- 
sible, rather than to say that the output is in state B we may say instead 
that the output is in the state NOT A. A NOT circuit is shown in Fig. 
13-12a. The inverting pulse transformer constitutes basically the NOT 
circuit. The d-c restorer has been added to establish the absolute levels 
of the two states at the output. A NOT circuit is frequently used to 
advantage in conjunction with other switching gates, as will be illus- 
trated in the next section. 
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Fia. 13-12. (a) A NOT circuit. (b) Defining the operation of a NOT circuit. 


A NOT circuit actually does somewhat more than simply invert a 
pulse. We may note that the reason a computer may work digitally, 
even though vacuum tubes are employed, is that each tube is either con- 
ducting heavily or nonconducting and never in an intermediate condition. 
Hence, within any particular digital circuit there are only two voltage 
levels which are recognized. If a NOT circuit simply inverted a pulse, 
we would have three levels to deal with, i.e., a positive pulse, a negative 
pulse, and no pulse. Hence, strictly, a NOT circuit is defined by the oper- 
ation indicated in Fig. 13-12), that is, it inverts the waveform but keeps the 
variable operating between the same two limits, ZH, and H2,asshown. For 
example, in the NORC computer (International Business Machines Cor- 
poration Computer designed for the Naval Ordnance) the levels ZH, and E» 
are —25 volts and +10 volts, respectively. The INVERTER or NOT 
circuit used is a d-c amplifier in cascade with a cathode follower, as shown 
in Fig. 13-13. If the input changes from —25 volts to +10 volts, the 
output goes from 10 volts to —25 volts. 

13-5. The INHIBITOR Circuit.2 Let us describe a pulse train by say- 
ing that the waveform is in state A when the waveform is at its lower 
voltage level and in state B when the waveform is at its higher voltage 
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level. In terms of the NOT terminology we may describe a diode AND 
circuit as follows. When one or more inputs is at A, the output is at A; 
when all inputs are at B, the output is at B. Suppose now that we have 
an AND circuit with n + 1 inputs and that the (n + 1)st input is pre- 
ceded by a NOT circuit, as in Fig. 13-14a. Such a circuit is called a 


+150v 


—82v —150v 
Fig. 13-13. The NORC NOT or INVERTER circuit. 


NOT-AND circuit, an INHIBITOR circuit, or an anticoincidence cir- 
cuit and has the following properties. If the input at the (n + 1)st ter- 
minal of the composite circuit is A, then the input to the (n + 1)st AND 
circuit terminal is B. Hence, if all other inputs become B, the output 
becomes B. If the input to the NOT circuit is B, then the input to the 
corresponding AND terminal is A and the output of the AND circuit 


Inputs 


ee ee ee 


Output 


Inhibitor 


(5) (d) 
Fic. 13-14. Symbols representing an INHIBITOR circuit. 


must remain at A, even if inputs 1,2,...,nareat B. Stated other- 
wise, the circuit has the property that an output pulse will appear if and 
only if pulses are applied simultaneously to inputs 1 to n and no pulse is 
applied at the (n + 1)st input. The pulse applied to the (n + 1)st ter- 
minal is called the inhibiting pulse and the corresponding terminal is 
called the inhibiting terminal. When the NOT-AND circuit is repre- 
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sented by a single block, as in Fig. 13-14b, the inhibiting terminal is 
distinguished by the half circle, as indicated. Frequently no special 
recognition is taken of the NOT component of the INHIBITOR and 
the circuit is represented as in Fig. 13-14c or d. 

An a-c coupled diode INHIBITOR circuit is shown in Fig. 13-15. 
The separate component parts have been included in dotted boxes. The 
resistors and capacitors not included in a box serve simply as a-c cou- 
pling inputs of the signal pulses. Initially, diode 7,41 is not conducting, 
while all other diodes are conducting. If inputs 1 to n go from the low 
level to the high level simultaneously, all diodes will be nonconducting 


tL —_ 


Signal 
inputs 2 


Inhibitor 
input -——-—-——-— 


Fig. 13-15. An a-c coupled diode INHIBITOR circuit. 


and the output will rise. If an inhibitor signal of amplitude large enough 
to overcome the back-biasing voltage + ..2 is applied, then 7,4; will 
conduct and keep the output clamped at the low level even if diodes 
T,, ..., 2, stop conducting. When an output signal does form, it will 
have an amplitude Hy, E.ce, or E (the signal input amplitude), which- 
ever is the smallest. 

If an inhibitor pulse is to allow none of the signal to be transmitted 
through the gate, it is necessary that the inhibitor pulse begin earlier 
and last longer than the signal pulses. In a system in which all pulses 
are nominally of the same duration some means is required effectively to 
stretch out the inhibitor pulse. Figure 13-16 represents schematically the 
use of delay lines to ensure that the inhibitor pulse completely overlaps 
the signal pulse. The signal pulse is delayed by the delay line D, so that 
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the inhibitor pulse arrives at the AND circuit before the signal pulse. 
The delay line D; has a longer delay than D, so that the inhibitor pulse 
also arrives after the signal pulse. 

When a parallel set of triodes is used as an AND circuit (load either 
in common plate or cathode lead), the conversion of this circuit to an 
inhibitor requires again only that a NOT circuit be inserted in the path of 
one of the input signals. A similar modification will convert a multi- 
grid AND amplifier into an INHIBITOR circuit. 

13-6. An Example of a Switching Circuit.? <A digital computer uses a 
very large number of switching gates. Hence, the fundamental circuits 


Signal 
inputs 


Inhibitor 
input 


Fia. 13-16. Illustrating the use of delay lines to ensure that the inhibitor pulse shall 
overlap the signal pulses. 


which are used over and over again are mounted into a minimum num- 
ber of plug-in packages. The advantages with respect to manufactur- 
ing, replacement, and trouble shooting are apparent. One of the basic 
packages used in the National Bureau of Standards Computer, SEAC, 
which uses resistors, germanium diodes, and a single tube and pulse 
transformer, is shown in Fig. 13-17. The circuit has 15 input terminals 
and is able to drive simultaneously as many as 14 input terminals of a 
number of other similar packages. At the input we find 5 separate AND 
gates. Those input terminals which are in use are maintained at 
—8 volts, this voltage level being set usually asa result of being coupled to 
the output of a preceding package. The AND diode gates therefore 
conduct, as they should, and the voltage at the input side of the OR 
diodes is also about —8 volts. The output side of the OR gate diodes 
and the 6AN5 grid are clamped to —5 volts. The OR gate diodes are 
therefore back-biased to the extent of 3 volts. This 3-volt back bias 
prevents the OR gate diode from responding to anything less than a 
complete coincidence at any of the input AND gates. 
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When a coincidence occurs at one of the AND gates, the voltage at 
the 6AN5 grid will be driven highly positive because it is connected 
to the bleeder arrangement consisting of +62 volts, 10 K, 39 K, and 
—65 volts. The grid resistance of the 6AN5 is not low enough to limit 
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Fia. 13-17. The SEAC switching gate package. (From R. D. Elbourn and R. P. Witt, 
Dynamic Circuit Techniques Used in SEAC and DYSEAC, Proc. IRE, vol. 41, pp. 
1380-1387, October, 1953.) 


the grid voltage to a reasonable value and thus the additional clamping 
diode is used to clamp the grid at +2 volts. The 6AN5 grid, therefore, 
swings between —5 and +2 volts in response to which the 6AN5 plate 
current changes by about 42 ma. This grid swing produces the maxi- 
mum tube-current change consistent with the allowable grid dissipation. 
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The pulse which appears at the low impedance secondary WANCINES of the 
transformer has an amplitude of about 20 volts. 

We examine now the output circuit. The positive output circuit is 
designed so that the signal at the positive terminal may be used to drive 
the AND gates of a succeeding switching-gate package. The positive 
output circuit is redrawn in Fig. 13-18. Diode 7’; represents the parallel 
combination of the five OR gate diodes and 7, the parallel combination 
of the five clamping diodes. We neglect temporarily the 130-ohm 
resistor which shunts the OR gate diodes. 

To see the need for the output circuit arrangement of Fig. 18-18, con- 
sider that the indicated arrangement is replaced by one in which the 
transformer output winding is connected directly to the positive output 
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Positive output circuit AND gates to be driven 


Fig. 13-18. The positive output circuit of the switching gate package of Fig. 13-17. 


terminal. Assume also that this terminal is connected to one diode in 
each of a number of AND gates. Suppose that this output circuit is 
quiescent (no pulse) but that all the other diodes of the gates are pulsed. 
Then all the current which previously flowed in all other diodes must now 
flow back into the positive output terminal and through the transformer 
winding. The voltage at the positive output terminal must remain 
nominally constant in the presence of this pulse of current if the AND 
circuits are to be restrained from responding. It is therefore required 
that the transformer-winding output impedance be very low. In the 
SEAC computer the basic repetition rate of the pulses is 1 Mc, and even 
at this frequency the impedance of the transformer output winding is of 
the order of 300 ohms. Hence 7; is used to prevent the current from 
flowing back into the transformer. 

In the circuit of Fig. 13-18 note that before the connection of the posi- 
tive terminal to the AND gates (J, = 0) the diode 7, conducts, clamping 
the output to —8 volts, as required. This current continues through R 
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(Iz = I), and diode 7, is back-biased. When now connection is made 
to the AND gates, the current J, will have no appreciable effect on the 
output until J, exceeds nominally the current J. For when J, = J, then 
I. will become zero. But for J, less than J, the difference J — I, must be 
supplied by 7’. and the output will remain clamped at —8 volts. To 
avoid unnecessary drain of the supply voltages, the resistor R is made 
adjustable (between 0.53 K and 1.25 K) so that it can be tailored to the 
number of AND gates to be driven. 

When a positive pulse does develop across the transformer winding 
due to a pulse at the 6AN5 grid, this pulse is coupled to the output ter- 
minal through the diode 7;._ Under these circumstances the succeeding 
AND circuit diodes coupled to the output are driven to the back-biased 
direction and consequently do not load the output. If, however, a posi- 
tive pulse is to appear at the output, the diode 72 must stop conducting. 
Hence, the transformer output winding must now supply a current 
greater than J through the five-parallel-diode OR circuit. 

The 130-ohm resistor in Fig. 13-17, heretofore neglected, is used as a 
transformer damping resistor. It will be recalled (Sec. 9-7) that the 
pulse derived from a transformer output winding is necessarily accom- 
panied by an undershoot which may be oscillatory in nature. The damp- 
ing is necessary to prevent the positive cycle of an oscillation from 
behaving as a false pulse. During the pulse itself the 1380-ohm resistor is 
shunted across the conducting diode 7; and hence has little effect. When 
the circuit is quiescent, the 130-ohm resistor permits about 15 ma to flow 
through the pulse transformer. 

The negative output winding, because of its reversed polarity, con- 
stitutes essentially a NOT circuit and is used when a succeeding AND 
gate is to be used as an INHIBITOR. Observe that the quiescent 
+4-volt level of the negative terminal is appropriate to keep nonconduct- - 
ing the diodes of the AND gate to which it is connected. 

The direct output is used for driving delay lines which present a nomi- 
nally resistive load and to drive OR gates other than the output OR gate. 

If it were desired to use the circuit of Fig. 13-17 simply as an OR gate, 
this result could be achieved by connecting a single input to all the diodes 
of one of the input AND circuits. This arrangement would then cer- 
tainly seem uneconomical. However, the fact is that more generally the 
arrangement of a number of AND circuits followed by an OR circuit 
followed by a NOT circuit is one which fits nicely into the general switch- 
ing requirements of a digital computer. 

Throughout the remainder of this chapter we shall discuss a number 
of applications of the various switching gates. 

13-7. The AND Circuit Used for Pulse Reshaping. In a digital com- 
puter the various mathematical manipulations required are performed by 
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operations on pulses. Pulses, or better, pulse trains, represent the num- 
bers on which the computer performs operations. Even the instructions 
which direct the computer are conveyed by means of pulse trains. An 
individual pulse may be required to pass through several hundred trans- 
mission devices before it has completely served its purpose. In the course 
of its successive transmissions a pulse may become appreciably deterio- 
rated. That is to say, its amplitude may have been attenuated and its 
rise and fall time increased to the point where the pulse is no longer 
usable. The pulse must, therefore, be reshaped periodically. 

Now there is available, in a digital computer, for exactly the purpose 
presently contemplated, a continuous sequence of master clock pulses. 
These are pulses of good waveshape whose recurrence rate is estab- 
lished usually by a crystal oscillator. This stable oscillator determines 
the basic rate at which the computer operates and for this reason is 


Fra. 13-19. (a) Clock pulses. (b) A train of deteriorated pulses. (c) The reshaped 
pulses produced by an AND gate. 


referred to as the clock. These clock pulses are distributed to all parts 
of the computer, where they are used to maintain the timing of the com- 
puter and to restore the pulse waveshapes. 

One method of pulse reshaping is shown in Fig. 13-19. In Fig. 13-19a 
is shown the continuous sequence of clock pulses, while in Fig. 13-19b we 
have a train of deteriorated pulses. If these two signals are applied to a 
two-input AND gate, the output waveform will appear as in Fig. 13-19c. 
To see how the waveform of Fig. 138-19¢ comes about, it is only necessary 
to recall that the output of an AND gate is equal instantaneously to the 
smaller of the two inputs. Figure 13-19 is drawn on the basis that the 
deteriorated pulse overlaps and is larger than the clock pulse. 

In Fig. 13-20 is illustrated the situation in which the clock pulse is 
larger than the deteriorated pulse. In this case the output of an AND 
gate still bears a vestige of the deterioration. The pulse may, however, 
be restored in amplitude and shape by an amplifier which limits at the 
level indicated by the dotted horizontal line. 

In Figs. 13-19 and 13-20 we have tacitly assumed that the clock pulse 

‘and information pulse are centered with respect to one another. This 
assumption, however, is unrealistic since each transmission device in the 
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computer will introduce some delay into the signal pulse so that even if the 
pulses were initially centered they would not long remain so. It is there- 
fore netessary to make available in a computer a number of sources of 
clock pulses, each of different phase. Note that when a delay has 
accumulated in the signal pulse equal to the time interval between clock 
pulses, the original phase of the clock pulse 
may once again be used for reshaping since it | | 
does not matter with which clock pulse a 
particular signal pulse coincides. In the l l (a) 
SEAC computer, for example, four crystal | 
oscillator clock pulses are available, each one 
shifted in phase successively by 90°. _ oo (b) 
After reshaping, a signal pulse has the form 
of a clock pulse. As this reshaped pulse con- 
tinues along its path, we shall want toreshape 9 —--—-7-—--|]-~-— 
it again before its deterioration becomes par- (c) 
: , Fig. 13-20. A reshaped pulse 
ticularly pronounced. Hence, thesignalpulse produced by an AND circuit 
will never be very much broader thanthe clock for the case where clock 
pulse, and even with a number of phases of Pulse (@) is larger than 
; : ; : signal pulse (b). The re- 
clock pulses it will be difficult to achieve the shaped pulse is shown in (c). 
ideal situation in which the signal pulse com- 
pletely overlaps the clock pulse. The required overlap may be achieved 
by combining an AND circuit with regeneration to achieve reshaping by 
the principle of regenerative broadening. 'This method is described in Sec. 
13-8. A completely different principle for pulse reshaping and retiming 
is explained in Sec. 13-13. 
13-8. Regenerative Broadening.? Suppose that we have two pulses P; 
and Pe: which have a certain time interval of overlap. If these pulses are 


Fig. 13-21. A regenerative broadening circuit. 


applied to an AND circuit, the output pulse will persist only for the time 
of the overlap. Hence, the output pulse will be terminated at the time of 
termination of either P; or P2, whichever occurs first. If, however, we 
require that the output pulse terminate only at the termination of P, and 
not of Pi, we may achieve this end by the regenerative broadening circuit 
given in block form in Fig. 13-21. The blocks represent, respectively, 
an OR circuit, an AND circuit, and an amplifier. The operation of the 
circuit will be clear from Fig. 18-22. When P; and Pz overlap, there will 
be an output from the AND circuit and, hence, an output from the 
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amplifier. This output is returned to the AND circuit through the OR 
circuit. Even if P drops to zero, the place of P; is taken by the feedback 
signal and the output P, continues to persist. When, however, Pz is 
terminated, the AND circuit output falls and the pulse P, is terminated. 
Observe that in this case, where P, terminates after P,, the output P, has 
been stretched or broadened to the time of termination of Pz Waveform 


Fre. 13-22. Illustrating regenerative Fic. 13-23. A degenerated signal pulse 
broadening. (a) and (b) are input pulses (a) is reshaped into P, in (c) by the clock 
to circuit of Fig. 13-21. Outputisshown pulse Pein (6). 

at (d). Waveform (c) would result if P1 

and Ps. were applied to a simple AND 

circuit. 


c of Fig. 13-22 represents the output that would be furnished by a simple 
AND circuit. 

The circuit of Fig. 13-21 is called an active element. The application 
of this circuit to pulse reshaping is shown in Fig. 13-23. In Fig. 13-23a is 
shown the degenerated signal pulse P; which is derived from some previ- 
ously reshaped pulse shown dotted. The pulse P2 in Fig. 13-23) is the 


Clock pulse 


Output 


Signal pulse 
Fie. 13-24. Another form of regenerative broadening circuit. 


clock pulse, while P, in Fig. 13-23c is the output reshaped pulse. Observe 
that, to secure a reshaped pulse, it is no longer required that P; completely 
overlap Pz. It is only necessary that P; overlap the leading edge of Po. 
An alternative form of the regenerative broadening circuit is shown in 
Fig. 13-24. Note that this arrangement of AND, OR, and amplifier cir- 
cuits allows a direct adaptation of the SEAC package of Fig. 13-17. 
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13-9. The EXCLUSIVELY-OR Circuit. An EXCLUSIVELY-OR cir- 
cuit is a gate with two inputs which performs the following logic. If a 
pulse appears at either input terminal, an output results; but if pulses 
appear simultaneously at both in- ,, 
puts, no output pulse results. The 
circuits of Fig. 13-25a and b will 
accomplish this gating function. 

In Fig. 13-25a individual pulses 
at input A or B will pass through the 
OR circuit and the INHIBITOR 
circuit to the output. If pulses are 
present at both inputs, the output 
of the AND circuit will provide a 
signal at the inhibitor terminal of 
the INHIBITOR circuit which Boe 
will prevent a pulse from reaching 
the output. Similarly, in Fig. Fic. 13-25. Two types of BEXCLU- 
13-25b if pulses are present at both S/V#2LY-OF circuits. 
inputs, both INHIBITOR circuits will prevent pulses from reaching the 
output. 

We may note that there is no output from the EXCLUSIVELY-OR 
circuit if and only if A = B. Hence, this circuit may be used to test for 
the equality of two words. Advantage is taken of this property to check 
the operation of a computer. For example, a digital computer may con- 
sist actually of two identical machines which operate side by side on the 
same problem. Corresponding points in the two computers are coupled 
to the two inputs of an EXCLUSIVELY-OR circuit and if the words at 
these corresponding positions are not identical an output is obtained 
which provides a warning signal. 

The EXCLUSIVELY-OR circuit is also known as the AN D-NOT gate. 

13-10. Registers. Suppose that it is required to perform an arithmetic 
operation, say addition, on two numbers which are stored in the main 
computer memory. Now, ordinarily, it will not be possible to abstract 
both numbers from the memory simultaneously. Since the unit which 
will actually perform the arithmetic may require that both numbers be 
applied simultaneously, it will generally be required that at least one of 
the numbers be stored, temporarily, in a one-word memory device. 
Similarly, it may not be feasible to return the arithmetic unit output 
immediately to the main memory. In this case, again, a one-word 
memory‘ or storage device, which is called a register, is needed. 

A set of n binary circuits may clearly be used to store an n digit binary 
number since we have but to set the states of the binaries at 0 or 1, 
depending on the value of the digit which the binary is to represent. The 
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binary number may appear in serial form as a train of pulses, and one 
method for inserting the number into the binary-circuit register is as 
shown in Fig. 13-26. The input pulse train is applied to a delay line 
which is tapped at intervals D equal to the basic pulse separation time. 
Hence, at the moment the last pulse of the train appears at the input of 
the delay line, the earlier pulses will appear at the delay-line taps. If, at 
this moment, the register line is pulsed, then the AND circuits will 
transmit to each binary the pulse (or lack of pulse) at the corresponding 
delay-line taps. The output of the AND circuit is coupled unsymmetri- 
cally to the binaries in such a fashion that the AND circuit pulse (if one is 
present) will leave the corresponding binary in state 1. The register 
may be cleared by a pulse on the clear line. This pulse is again applied 
unsymmetrically and in a manner which will cause each binary to remain 
in or return to state 0. 


Delay line 


Input o 


Clear pulse 


Register pulse 
Fig. 13-26. A register using binaries. 

Consider that the output plates of successive binaries are coupled 
through a second set of AND circuits to corresponding points of an 
additional delay line which is a duplicate of the input line. Then the 
clear pulse, which is also applied to the second set of AND circuits, will 
not only clear the register but also establish on this output line the 
initial temporal arrangement of the pulses. Hence, the clearing opera- 
tion will also regenerate the original pulse train. 

A second type of register, known as a shift register, may be constructed 
from binaries by using the scheme represented schematically in Fig. 13-27. 
The input consists again of the train of pulses which is to be stored in the 
register. The shift pulse line is excited now, not by a single pulse, but 
rather by a continuous train of pulses which are timed to occur nominally 
midway between the pulses of the input number. The delay sections 
have a delay much smaller than the time interval between pulses and are 
required to ensure that an individual binary shall not receive a triggering 
signal simultaneously from the shift line and from a preceding binary. 
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Both sets of pulses are applied unsymmetrically. The shift pulses always 
drive the binaries to state 0. The coupling between binaries is such that 
a succeeding binary will respond only if the preceding binary goes from 
state 1 to state 0. And the pulse which results from this transition will 
drive the succeeding binary to state 1. 

Now suppose we want to register the number 1011. The pulse pattern 
is as indicated in Fig. 13-27. The first pulse (a) drives binary B; to 
state 1. The shift pulse now returns binary B; to 0 and a short time 
later (depending on the delay D) binary Bz is driven to state 1 by the 
pulse received from the previous binary. The first digit (@) which was 
initially registered in binary B; has been shifted to Bz and B; has been 
cleared (returned to 0) so that it may now register the next pulse (0). 
We may now easily follow the procedure from this point and see that, by 


Input signal 

OU 20 598. De 

a b c d =1011 (binary) 
Time 


Shift pulses 
Fig. 13-27. A shift register using binaries. 


this process of registering and shifting to make room for the next pulse, the 
input number will eventually become installed in the register. Of course, 
the shift pulses must cease at the moment the number has been registered. 

To read this register, it will only be necessary to apply four shift pulses. 
In response to these shift pulses the original number will appear at the 
output of binary Bo. 

13-11. Dynamic Registers.’ The techniques used in constructing the 
registers of Sec. 13-10 are known as static techniques. The reason for this 
designation is that when a register is simply storing a number all voltage 
levels in the circuit are fixed. The basic mechanism of a dynamic register 
is the following. The word (pulse train) is introduced at one end of a 
delay line whose delay time is equal to the time duration of the word, 
and the output signal is returned to the delay-line input so that the word 
continues to circulate around a closed path. A dynamic register is shown 
in Fig. 13-28a; the portion of the circuit which is enclosed in the dotted 
box will be recognized as the regenerative broadening circuit of Fig. 13-21 
which is used to reshape the pulses after each loop trip. The clock pulses 
in the present case are used not only for reshaping but also to maintain 
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synchronism between the circulating pulse train and the pulses in other 
portions of the computer. This synchronization is required since the 
word may take many trips around the circuit and if the total loop delay is 
even slightly incorrect a large error may accumulate. The dynamic 
register has the following advantages over the static register: (1) Fewer 
tubes are required. (2) The output may be read without removing the 
information from the register. (3) The output of the active element 
may drive many auxiliary circuits. (4) The circuit is more stable. 

The pulse train circulates and reappears continuously at the output. 
The register may be read by exciting the read lead of the output AND 
circuit by a number of pulses equal to the digits in one word. A some- 
times useful feature of the circuit is that the register may be read without 
destroying the register content. The register may be cleared by exciting 
the erase lead of the inhibitor in the circulation path. Note that to erase 
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Active element, AE 
(a) (o) 
Fig. 13-28, Two recirculating storage circuits with regenerative pulse reshaping and 
retiming. 


an n-digit word, n consecutive erase pulses are required, which pulses 
coincide with the clock pulses. Alternatively a single erase pulse may be 
used whose duration is sufficient to encompass the entire word. 

Another form of dynamic register is indicated in Fig. 13-28b. This 
circuit can be constructed from the SEAC package of Fig. 13-17. 

In order to represent a ten-digit number in the decimal system requires 
34 binary bits. If the clock-pulse repetition rate is 2 Mc, then one word 
will require 17 psec. If the total storage capacity of the computer is 
1,000 words, then a single delay line 17 msec long could supply all the 
storage. However, a prohibitively long waiting time would then be 
required before a word is available. As a compromise between speed 
and equipment some 50 lines, each 20 words (or 340 usec) long, might 
be used. The attenuation of electrical delay lines (about 6 db/usec delay 
at a frequency of a few megacycles) is excessive for the present applica- 
tion. An improvement results if the block marked D in Fig. 13-28 is an 
acoustical delay line. The pulse train representing a word is used to 
modulate a carrier frequency of 30 Mc. These 30-Mc pulses in turn 
drive a quartz crystal transducer which generates waves in a mercury 
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column. A receiving crystal at the other end of the line detects the pulses 
after they have traveled down the column. 

Many different memory systems,* besides the mercury line, are now in 
use or have been suggested for future computers. These memory devices 
include solid acoustical lines, magnetic drums, a magnetic-core matrix, 
electrostatic storage on a CRT, and others. 

13-12. The Dynamic Binary. The dynamic register circuit of Fig. 
13-28 suggests an interesting special case. Suppose the input were to 
consist of a single pulse instead of a pulse train and that the total circuital 
delay were adjusted to be equal to the time interval between pulses. In 
this case the circuit could exist in either of two possible states, i.e., a state 
0 in which there is no circulating pulse or a state 1 in which there is a 
circulating pulse. This one-digit (or one-bit) dynamic storage circuit 
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Fig. 13-29. A dynamic binary counter circuit. 


then shares the basic digital property of a bistable multivibrator and may 
be used in similar applications. 

A three-stage dynamic binary counter is drawn in Fig. 138-29. This 
circuit consists essentially of a cascade of three one-digit storage cells of 
Fig. 13-28a. The output of each binary is taken at the junction of the | 
delay D and the OR circuit and is fed toan AND circuit, asshown. The 
input to each stage is also fed to the AND circuit which couples this 
stage to the next. Note that the input to the entire circuit is fed from 
the extreme right in Fig. 13-29. This arrangement puts the least sig- 
nificant binary digit at the right, as is customary. 

To study the operation of the counter, assume that each binary is 
initially in the 0 state, and consider what happens as each pulse arrives 
at the input. The first pulse appears at the AND circuit at input A. 
There is no pulse at input B of this AND circuit because binary Bo is in 
the zero state. Hence, there is no output C from this AND circuit and 
no pulse is delivered to binary B, or any of the succeeding binaries, 
Therefore these binaries all remain in the 0 state. 

The input pulse enters binary By at the OR circuit. Since there is no 
pulse at the INHIBITOR input terminal, the INHIBITOR circuit will 
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deliver a pulse to the active element (AE) and this pulse will circulate 
around the loop of binary By. Hence, its state has been changed from the 
0 to the 1 state. After the first pulse, the counter reads 001 in binary 
language, or 1 in decimal arithmetic. 

Assume that a second pulse is now applied to the input. This appears 
at A and since the circulating pulse is at B there is an output at C. This 
pulse will change the state of binary B, from the 0 to the 1 condition but 
will leave binary Be, in the 0 state. The second pulse is applied to the 
OR circuit of binary Bo, but the JVHIBITOR pulse from C prevents this 
pulse and the circulating pulse from reaching the active element (AZ). 
Hence, binary Bo is switched back to the 0 state, so that after the second 
pulse, the counter reads 010 in binary language, or 2 in decimal arith- 
metic. Tosummarize, a pulse changes a0 to a 1 state and delivers no carry 
pulse. A pulse changes a 1 to a O state and delivers a carry pulse. 

If these rules are followed, then the 010 reading after pulse 2 is changed 
to 011 after pulse 3 and 100 after pulse 4, etc. These are the correct 
binary representations of the decimal numbers 3, 4, etc., and hence the 
counter is operating properly. 

It should be noted that the carry time in this type of dynamic counter 
is very small since the only delays are those in the coupling circuits 
between stages. A 12-stage counter has been constructed® with less than 
0.3 usec carry time. 

Some simplifications have been made in the circuit of Fig. 13-29. 
Actually the coupling element between stages is not an AND circuit, but 
is rather an active element which permits the pulses to be reshaped and 
retimed between stages. Additionally, the clock pulses required for each 
active element have been omitted in Fig. 13-29. 

13-13. The Havens Delay Circuit. A fundamental circuit used for 
pulse reshaping and retiming (and many other applications to be described 
below) was invented by B. L. Havens of the Watson Scientific Computing 
Laboratory of International Business Machine Corporation. It is used 
to a limited extent in the IBM 701 Electronic Data Processing Machine.*® 
This circuit is the basic element of the NORC (Naval Ordnance Research 
Calculator), there being over 1,500 delay circuits in this machine. 

The clock in NORC is a 1-Me crystal-controlled oscillator. ‘The com- 
puter operates between two levels, +10 volts (considered a 1) and 
— 25 volts (considered a 0), and each of these levels is maintained for a full 
microsecond in synchronism with the clock. The delay circuit is an 
element which receives a deteriorated 1-ysec pulse during any microsecond 
interval and produces a reshaped l-ysec pulse during the succeeding 
microsecond interval. The circuit diagram is drawn in Fig. 13-380 and the 
basic waveforms in Fig. 13-31. The sync and clamp pulses shown in the 
latter diagram are obtained from the master clock and are transmitted 
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throughout the computer. In Fig. 13-30, 7; is a critically damped 
tuned-plate amplifier in which the plate coil resonates with its stray 
capacitance. This tube has a diode AND circuit (73 and 74) at its 
grid terminal. When there is a 0 at the input, the grid of 7; is at —25 
volts and this tube is cut off. The storage capacitor C; is connected to 
the plate of 7’; through C2 and diode 7's. Point A is clamped to —30 volts 
by diode 7. When there is no pulse at the input, C; is held at approxi- 
mately —380 volts by the clamp signal of Fig. 13-3lc through diode 7; 
and the 1.2-K resistor. One input to the AND circuit is the syne signal 
of Fig. 138-31b which is above ground level only during the last one-third 
of any microsecond interval. If a pulse should appear at the input in 
coincidence with the sync, T, will conduct and cause a negative swing at 


+150 


— 82 Clamp —g2y 
Fia. 13-30. Havens delay unit. 


its plate, as shown in Fig. 13-3ld. This fall in plate voltage is not trans- 
mitted to C; because it causes 7's to be back-biased. When 7, is again 
cut off at the end of the sync, there is a positive swing at the plate of 7; 
which causes the capacitor C’; to be charged to approximately +10 volts. 
Although the clamp is present during the positive overshoot, its effect is 
overridden because the overshoot is of longer duration. Capacitor C; 
will then stay charged until the next clamp pulse which will restore C to 
—30 volts, provided there is no input during this l-ysee interval. The 
output is taken from the cathode follower 72, the grid of which is con- 
nected to C;. The dotted lines in Fig. 13-31a show the minimum levels 
and time duration of the input which will give satisfactory operation. 
Therefore, a pulse which has passed through a series of logical elements 
which cause a deterioration of rise and fall times and a loss of d-c level 
will be restored and retimed by the delay unit, provided that the pulse 
exceeds zero voltage within the first 0.7 usec. It is of interest to note 
that all power-supply voltages used are unregulated. 
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Among the many uses which are made of the delay unit in the NORC 
are the following: (1) The unit is used for the basic applications of 
reshaping and retiming pulses, as has already been described. (2) 
Sixteen of these units are cascaded to give accurate time delays in 1-ysec 


Minimum input signal for | Curves and voltages shown 
satisfactory operation are only approximate 


0 
Input 
—1§$-------- (a) 
0 
Sync 
a (b) 
0 
Clamp 
(c) 
Plate of 7; 
(d) 


+150-—— 


Output of T> 
(2) 


Fig. 13-31. The waveforms in the circuit of Fig. 13-30. 


steps up to 16 usec. (3) Eight delay circuits are cascaded in a ring (with 
the output of the eighth connected back to the first) to form an octal ring 
or commutator. (4) In Fig. 13-32a is shown the delay unit (the block 
marked pz) connected as a one-bit storage cell or register. This circuit 
should be compared with the one-bit memory of Fig. 13-28, The wave- 
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forms of the register are given in Fig. 13-32b. (5) Units of the type indi- 
cated in Fig. 13-32a may be interconnected to form a shift register. (6) 
A dynamic binary counter, analogous to that indicated in Fig. 13-29, may 
be formed from p, OR, AND, and INHIBITOR blocks (Prob. 13-20). 
(7) If the signal delay unit in Fig. 13-32a@ is replaced by 16 Hu blocks in 
cascade, then a 16-bit dynamic memory results. 

13- 14, Binary Addition.’ A digital computer must obviously contain 
circuits which will perform arithmetic operations, i.ce., addition, subtrac- 
tion, multiplication, and division. The basic operations are addition and 
subtraction, since multiplication is essentially repeated addition, while 
division is essentially repeated subtraction. It is entirely possible to 


INHIBITOR 


Erase 


Input 


eee ee 
Output 


(b) 7 Time 


Fig. 13-32. (a) A one-bit storage circuit using the delay unit ». (b) The sitvatuaiik: 


build a computer in which an adder-subtractor is the only arithmetic unit 
present. Multiplication, for example, may then be ‘performed by 
programming; that is, the computer may be given instructions telling it 
how to use the adder repeatedly to find the product of two numbers. 

In Fig. 13-33a and b are shown typical pulse trains representing, 
respectively, the decimal numbers 13 and 10. . Pulse trains representing 
the sum (23) and difference (3) are shown in Fig. 13-33c and d, respec- 
tively. A serial adder is a device with two inputs and a single output 
which will take as inputs the two waveforms of Fig. 13-33a and b and 
deliver the output waveform in Fig. 13-33c. Similarly, a subtractor will 
yield the output shown in Fig. 13-33d. 

One form of an adder-subtractor is composed of two half adder-sub- 
tractors, a delay line, and an OR circuit. We shall first state how a half 
adder-subtractor is constructed from the basic gate circuits and finally we 
shall show how the complete adder-subtractor is assembled 
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‘A half adder-subtractor has two inputs and three outputs and is repre- 
sented by the symbol in Fig. 18-34. The inputs A and B are synchronous 
pulse trains such as the waveforms of Fig. 13-338a and b. Three output 
pulse trains result: d (digits), c (carry), and b (borrow). In a half adder 


oe. igty oe. gr, 98 Binary Decimal 
notation notation 
(a) i. —tUL— = 01101 = 13 
T 
(6) . JLHHJ Le =onwo = 1 
(c) LILI] [| = 10111 = 23=(a)+(b) 
(d) LI] = 90011 =  3=(a)—(b) 


Time 
Fic. 13-33. (a) and (b) Pulse waveforms representing numbers. (c) Pulse waveform 
representing sum (a) + (b). (d) Pulse waveform representing difference (a) — (0). 


d and c are used, while in a half subtractor d and b are used. Considering 
the pulse trains as consisting of periodic transitions between state 1 
(pulse) and state 0 (no pulse), the operation of the half adder-subtractor is 
specified by Table 13-1, which gives the state at d, c, and b for all possible 
combinations of states at A and B. 

A d (digits) The relevance of Table 13-1 to arith- 
B e (carry) metic in the binary system may be 
"—~ b (borrow) seen from the following. The d col- 

Ra rd aie beac of a half umn represents the sum of A and B 
so long as the sum can be represented 

by a single digit. When, however, the sum is larger than can be 
represented by a single digit, the d column gives the digit in the result 
which is of the same significance as the individual digits being added. 
Thus in the first three rows of Table 13-1, d gives A + Bdirectly. Inthe 


TABLE 13-1. States at THE OvuTpuT or A Hautr ADDER-SUBTRACTOR 
FOR ALL PossIBLE COMBINATIONS OF STATES AT THE INPUTS 


last row, d = 0 because 01 + 01 = 10in binary notation. Thec (carry) 
column gives the digit which must be carried to the place of next higher 
significance. Finally, where subtraction (A — B) is contemplated, the 
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b (borrow) column gives the digit which must be borrowed from the place 
of next higher significance when the subtraction may not be carried out 
directly, as when B is larger than A. 

From Table 13-1 we see that d obeys the logic of an EXCLUSIVELY- 
OR circuit, c follows the logic of an AND circuit, and b obeys the logic 
“B but not A.” Figure 13-35 shows a circuit which meets this logic, 
based upon the EXCLUSIVELY-OR circuit of Fig. 13-256. Another 


EXCLUSIVELY-OR 


INHIBITOR 


i 


_ ee er | 


Fig. 138-35. Block diagram of a half adder-subtractor. 


form of half adder-subtractor is possible using the configuration of Fig. 
13-254. 

The sum of two multidigit numbers may be formed by adding to the 
sum of the digits of like significance the carry (if any) which may have 
resulted from the next lower place. With respect to the pulse trains of 
Fig. 13-33, the above statement is equivalent to saying that, at any instant 
of time, we must add (in binary form) to the pulses A and B the carry pulse 


~<— Delay line 


Delay=time between 
digit pulses 


Fig. 13-36. Construction of a complete adder from two half adders. 


(if any) which comes from the resultant formed one period 7’ earlier. 
The carry pulse may be due to the direct sum of two digits (each 1) or to 
the addition of the digits 1 and 0 and a carry 1 from the preceding interval. 
The logic outlined above is performed by the full adder circuit of Fig. 
13-36, which consists essentially of two half adders in cascade. The delay 
line D in series with the carry has a delay equal to the time 7’ between 
pulses. Hence, the carry pulse (from either of the two sources mentioned 
above) is delayed 7 sec and added to the digit pulses in a and b, exactly 
as it should be. 
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The adder of Fig. 13-36 becomes a subtractor if the c outputs of the half 
adders are replaced by the b (borrow) outputs. 

It is possible to construct a complete adder without the use of half 
adders. This circuit has three inputs: A, B, and the carry c. Twosuch 
circuits are indicated in Probs. 13-26 and 13-27. 

13-15. Code-operated Multiposition Switch. As noted earlier, in a 
digital computer, instructions as well as numbers are conveyed by means 
of pulse trains. If, say, 5 pulses of a word are set aside to convey instruc- 
tions, then 32 different instructions are possible. These instructions are 
coded in binary form. There arises frequently in computers a need for a 
multiposition switch which may be 
operated in accordance with this 
code. 

A code-operated four-position 
switch is shown in Fig. 13-37. The 
triodes are connected to the output 
leads of the binaries. Assume that 
the voltage levels of the binary out- 
puts have been adjusted so that 
when binary Bo is in state 0, 7; 
conducts heavily, while 7. is well 
beyond cutoff. Similarly, consider 
that when binary B, isin state 0, 7's 
conducts and 7, is cutoff. Then 
when Bo is in state 1, triode 7 will 
Fig. 13-37. A’ four-position code-oper- eonduct and 7; will be cut off, and 
ated switch. ae ee ee 

similarly when B, is in state 1, 
triode 7’, will conduct and 7’; will be cut off. Let us assume for the sake 
of simplicity that a conducting triode behaves essentially as a short circuit 
so that if, say, 7’, conducts then its plate is essentially at ground. And 
let us further assume that the diodes indicated are perfect. 

Suppose now that the binaries are registering the number 2. In 
binary notation the state is 10, which means B, is in state 1 and Bo is in 
state 0. We may easily verify from Fig. 13-37 that in this case the leads 
marked 0, 1, and 3 will be shorted to ground through one or more diodes 
so that the voltage at each of these leads is zero. On the other hand, lead 
2 is not shorted, so that at output 2 the voltage is H. We may then say 
that the signal at leads 0, 1, and 3 is in state 0 while the state at lead 2 is 1. 
Hence, generally, it is seen, we may single out a particular lead and 
change its state, the particular lead selected depending on the instruction 
registered in the binaries. The change in state at some particular lead 
may be used to control a gate elsewhere in the computer. By changing 
the instruction registered in the binaries we may then change some 
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operation in the computer. To get the instruction recorded in the 
binaries, we may connect the binaries as a static register, as in Fig. 13-26. 
The network array of Fig. 13-37 is referred to as rectangular because of 
the rectangular array of wires between which the diodes are connected. 
The design of a rectangular array is not difficult to achieve. As an 
example, consider a 16-position switch, and let us consider how to connect 
diodes to some arbitrary output lead, say, to (decimal) lead 12. These 
connections are shown in Fig. 13-38. Here, for simplicity, the binaries 
and switching triodes of Fig. 13-37 have been replaced by single-pole 
double-throw switches, each position corresponding, as indicated, to the 
stateOor1l. The binary code for decimal 12is 1100. For this code, lead 
12 should be unshorted. If any of the switches is connected in the 
complementary digit position (1 instead of 0 or 0 instead of 1), the lead 
should be shorted to ground. This result is achieved by connecting 
diodes from lead 12 to the vertical wires 0011 of binaries B; to Bo. — 


R 


= 
| 1 fo 1 fo 1fo fo 
~ B; B, By Bo 

Fia. 13-38. Illustrating the design of a code-operated multiposition switch. 


If n binaries are used, the number of switch combinations, instructions, 
or positions available will be 2”, and in this case (n)(2") diodes will be 
required in a rectangular array. For example, a 256-position switch will 
require 2,048 diodes. Because of the large number of diodes required, 
crystal diodes rather than thermionic diodes are employed. It turns 
out that where the number of switch positions is 16 or more, it is possible 
to rearrange the network into other than a rectangular array with an 
attendant saving in diodes. For example, the most economical 256-posi- 
tion switch requires only 598 diodes against 2,048 for the rectangular 
array. The effect of the finite back resistance of crystal diodes used in a 
multiposition switch is considered in Ref. 8. 

Additional applications for the multiposition gate suggest themselves. 
In Fig. 13-39 the circuit has been used not to generate gating voltages but 
rather as the gating circuit itself. For any one configuration of the 
switches, only one of the inputs ¢o, é1, €2, or es will reach the output ter- 
minals. A diode OR circuit has been added so that all the signals may 
appear at a common-output terminal. The circuit is, of course, suitable 
only for positive pulse-type inputs. 
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Fia. 13-39. A multiposition code-operation switch used for direct gating. 


The circuit may also be used as an electronic distributor or com- 
mutator. Suppose that in Fig. 13-37 the binaries are coupled together 


92-9190 
Fig. 13-40. A modification of a code- 
operated switch to transform decimal 
numbers into binary code. 


and to an external pulse source to 
form a scale-of-4 counter. The cir- 
cuit will then commutate from one 
channel to the next at the occur- 
rence of each input pulse. 

Finally, in Fig. 13-40 is shown a 
scheme for translating a decimal 
number into the binary code. The 
circuit is referred to as being degen- 
erate, since only half the usual num- 


‘ber of diodes are required. Suppose 


that initially all switches are open 
and that therefore the voltages at 
terminals A, B, and C are zero. 
Now let switch 5 close. Then the 
relay coils associated with terminal 
A and C will be excited and the 
corresponding armatures will lift, 
while the relay armature at B will 
remain down. The voltages at A 
and C will change abruptly from 0 
to E, and this voltage change may be 
differentiated to give positive pulses. 
Of course when switch 5 opens, the 
relay armatures will fall and negative 
pulses will result, but one may easily 
arrange to eliminate the negative 
pulses. The relays employed here 


for simplicity may be replaced by vacuum-tube circuits which will ac- 


complish the same function. 
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13-16. Magnetic-core Binary Elements.’ We have seen the impor- 
tance, in pulse and digital circuitry, of binary elements, that is, elements 
which can remain in one of two stable states. A type of binary element, 
which offers advantages in reliability and economy in many applications 
that do not require very high speed, is a toroidal core of magnetic mate- 
rial. These cores consist either of a ceramic ferrite material or of an 
extremely thin ferromagnetic alloy tape wound on a nonferromagnetic 
spool. The essential features of these cores is that they exhibit a very 
nearly rectangular hysteresis loop, as indicated in Fig. 13-41. If a posi- 
tive magnetizing force H is applied to the core and then removed, the core 
will be left with a residual magnetic flux ¢,. If the magnetizing force is 


p 


+r 


state 1 


r 
state 0 


Fie. 13-41. A nearly rectangular Fig. 13-42. Representation of a 
hysteresis loop. magnetic-core binary with three 
windings. 


negative, the core will be left with a residual flux —¢,. These two condi- 
tions of residual flux + ¢, and — ¢, constitute the two states 1 and 0 of the 
magnetic binary element. An obvious advantage of a magnetic binary 
is that it will remain in either of its two states without the consumption of 
power. Depending on the application, the magnetic toroids vary in size 
from about {9 in. to an inch or so in diameter. . 

A magnetic-core binary with three windings is represented schemati- 
cally in Fig. 18-42. The dots indicate the winding directions and the 
convention is that a current into a dotted end sets the core in state 1. 

13-17. Applications of Magnetic Binary Cores.1° Weshall illustrate the 
use of magnetic binary cores by considering their application in a shift 
register and in a counter. 

A magnetic-core shift register is shown in Fig. 13-48. Digital informa- 
tion is ‘‘ written” into the magnetic core when a current pulse (of the order 
of magnitude of 150 ma) is applied to its input winding. After “write-in,” 
the information is shifted down the line by the simultaneous application 
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of a shift pulse to all register stages. At each application of a shift pulse, 
the stored data is advanced one stage. The operation proceeds as 
follows. 

When the shift pulse is applied to the shift windings, all the cores are 
reset to the state 0. Any core that was initially in the state 1 will develop 
a voltage across its output winding as it resets to0. This voltage drives a 
current through the diodes into the temporary-storage capacitors C. 
After the decay of the shift pulse, any capacitor which has acquired a 
charge will now discharge into the input winding of the next core and thus 
set this core into state 1. If a core is in state 0, it does not charge the 
capacitor, and hence the succeeding core will be left in the state 0 where 
it was set by the shift pulse. It is therefore clear that after each shift 


Input Output 


—> 
Shift current 


Ecc 
Fia. 13-43. Magnetic-core shift register. 


pulse each magnetic core is left in the state of the previous core. Mag- 
netic registers are available (Raytheon SR-500) which will operate at 
repetition rates up to 500 ke. 

A magnetic binary counter is shown in Fig. 13-44. The magnetic cores 
require at least four windings. A fifth winding may sometimes be 
included to allow for feedback to change the scale of the counter. Only 
two windings of the input magnetic core need be used and M; may be 
viewed as an ordinary pulse transformer. The 2° digit is stored in Mo, 
the 2! digit is stored in M,, etc. The bias —F#,, is enough to keep all 
tubes 7';, T., T1, etc., below cutoff in the quiescent condition. Let us con- 
sider that all cores are initially in state 0 and that a positive pulse is 
applied at the grid of T;. 

This first pulse sets core Mo in state 1 because of the pulse of current 
in winding A». Asa result of the reversal in state of Mo a pulse voltage is 
induced in Bo. The polarity of the voltage in By is such to make the point 
X go negative. A voltage is also induced in D; because of the current in 
C; and this voltage is of a polarity to make point X more positive. These 
two voltages are in opposite directions, and the net change in voltage at 
A is not enough to cause tube 7'y to enter its grid base. Also, at this 
reversal in Mo, the voltage pulse induced in Dy is negative so that T, also 
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remains cut off. The net effect of the first pulse is that Mo has reversed 
state, while all succeeding cores remain in state 0. 

The second input pulse, initially at least, has no effect on Myo. Now, 
however, the positive voltage pulse which appears in winding D, is no 
longer balanced by a negative pulse across By. The net positive pulse at 
X is integrated by the RC network. The purpose of this network is to 
stretch the pulse so that the grid of 7’) is within its grid base even after the 
current through A» has ceased. The consequent current through winding 
Co resets core My to the state 0. The same current which resets Mo to 
state zero, in flowing through winding A,, sets M@, into state 1. One may 


—Ece = c r = 
Fig. 13-44. A magnetic binary counter. 


now easily follow the operation on succeeding pulses. The third pulse 
will set Mo to state 1 and leave M, in state 1. The fourth pulse will set 
M, and M, to 0 and will set M; to 1, ete. 

Magnetic-core binaries may be used as the basic building blocks in 
many of the digital circuits discussed in this chapter, such as the AND, 
OR, etc., circuits.'! 
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CHAPTER 14 


TRANSMISSION GATES 


An ideal transmission gate is a circuit in which the output is an exact 
reproduction of an input waveform during a selected time interval and 
is zero otherwise. The time interval for transmission is selected by an 
externally impressed signal which is called the gating signal and is usually 
rectangular in waveshape. These gates are also referred to as time- 
selection circuits. In many applications, a less than ideal gate is entirely 
acceptable. It may be, for example, that the input signal consists essen- 
tially of a unidirectional pulse. In such a case a gate will be required to 
respond to an input signal of only one polarity. Furthermore, it is fre- 
quently required only that an output pulse appear in response to an input 
pulse, and the preservation of the input waveshape is not critical. Under 
such circumstances it is not even required that the gate operate linearly 
during its transmission interval. It will be recognized that the AND 
circuit of Chap. 13 is just such a unidirectional gate. In other applica- 
tions, on the other hand, a gate is required which will not only handle 
signal input excursions of both polarities, but additionally, linearity of 
transmission is of prime importance. In the present chapter we shall dis- 
cuss gate circuits of both these latter types. 

14-1. Basic Operating Principle of Gates. The basic principle of a 
linear gate is illustrated in Fig. 14-la and b. In Fig. 14-la, switch S is 
normally open and is closed during the desired transmission interval. In 
Fig. 14-1b, switch S is normally closed and is opened during the desired 
transmission interval. In practice, the switches will be replaced by 
diodes (thermionic or semiconductor), triodes, or multigrid tubes which 
will be biased in the conducting or nonconducting direction as required. 
Ideally, the switches should have zero resistance when closed and infinite 
resistance when open, but, of course, in practice such will not be the case. 
When thermionic devices are used as the switches, the circuit of Fig. 
14-1a is usually favored over the circuit of Fig. 14-16. The reason for this 
preference is that in the nonconducting direction a thermionic device may 
be counted on to have a nominally infinite resistance. Hence in Fig. 
14-1a when S is open, the output will be zero as required. In Fig. 14-16 


the output should be zero when S is closed. Since, however, the con- 
429 
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ducting or forward resistance Ry; will range from several hundred to 
several thousand ohms, it will be necessary that & be quite large; that is, 
it is required that R >> R; in order for the shunting effect of the switch 
to be effective. In this latter case, some small residual output will con- 
tinue to persist. Also, during the transmission interval, the input and 
output will be separated by the large resistance R. If then there is some 
stray capacitance shunting the output, it will not be possible to transmit 
fast waveforms without deterioration of the waveform. 


Switches operated 
we by gating signal Bio 
Cin R “out ein S Cout 


(a) (b) 
Fia. 14-1. Illustrating the principle of a linear gate. (a) Using a series switch. (b) 
Using a shunt switch. 

The advantage of the circuit of Fig. 14-la over the circuit of Fig. 14-1) 
is, however, by no means clean-cut. In Fig. 14-la we shall have to take 
into account the inevitable stray capacitance across S, which will permit 
some signal transmission when S is opened. Additionally, in Fig. 14-la 
the signal is transmitted through S, and hence there will be attenuation 
and distortion introduced by the nonlinearity of the tubes used for this 
switch. In Fig. 14-1b the nonlinearity of the switch in its closed position 
has no effect on the transmission of the signal. 


~E,—- is 
Gate or control 
input 
-£, nie 


Fig. 14-2. Unidirectional diode gate. 


Semiconductor diodes do not have infinite back resistance and their 
forward resistance may lie in the range of only several ohms. When such 
diodes are employed, there is no generally apparent advantage in either 
circuit and the decision with respect to the circuit of choice must depend 
on the particular application. 

14-2. Unidirectional Diode Gate. The gate of Fig. 14-2 is suitable for 
a positive-going input signal. The gate signal (also called a control pulse, 
a selector pulse, or an enabling pulse) is a rectangular waveform which 
makes abrupt transitions between the negative levels —H, and — Fp». 
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When the gate voltage is — £,, the diode is heavily back-biased and there 
will be no response at the output to an input signal unless the peak ampli- 
tude of the input signal is larger than the magnitude of the back-biasing 
voltage. (Actually, because of the capacitative coupling, the signal 
input voltage will appear at point A with an average value of zero. 
Hence the peak positive excursion of the signal at A, with respect to zero 
voltage will be smaller than the peak-to-peak voltage of the input signal. 
For simplicity, we shall neglect this feature and consider simply that the 
input signal consists, say, of a very low duty-cycle pulse train, in which 
case this effect would be negligible.) When the gate rises to its higher 
level — £2, a time-coincident signal input pulse may be transmitted to the 
output. The effect on the output of the level (—H,) attained by the 
gate waveform is illustrated in Fig. 14-8. In Fig. 14-8a, —H, = —5 volts 
and for a 10-volt input pulse a 5-volt output pulse appears. Operation 


Output 


a 
: ‘peice a 


<< (4) ~<——— (b) —_—>- ——-(c) 


Fig. 14-3. Illustrating effect of gate voltage (— 2) on gate output. 


in this manner is often advantageous when the base line of the input 
signal has some noise signal superimposed. The level —H, may be 
adjusted so that only that part of the signal above the noise threshhold 
appears at the output. When used in this manner, the circuit is referred 
to as a threshhold gate. In Fig. 14-8b, —H. = 0 and the entire input 
pulse is transmitted to the output, while in Fig. 14-8c, — E2 is positive and 
the signal appears superimposed on a pedestal. 

The waveforms of Fig. 14-3 are unrealistic in that they have neglected 
the fact that the Ry — C, network constitutes an integrating network for 
the gate waveform. Hence, the gate voltage will not appear abruptly 
at A as required, but rather will rise exponentially with a time constant 
R,C; and fall at a similar rate. Hence, this type of gate is not particu- 
larly suitable for selecting a portion of a continuous waveform. If, 
however, the signal is a pulse whose duration is reasonably smaller than. 
the gate width, the result may be entirely satisfactory, as shown in 
Fig. 14-4. 

The advantages of this gate are the following: (1) It is extremely 
simple. (2) There is very little time delay through the gate since the 
input is coupled directly to the output through C,; and the diode. (8) 
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The gate draws no current in its quiescent condition (i.e., no ‘stand-by ”’ 
current). This feature becomes very important in a system requiring 
many gates. In this respect also, the present gate should be compared 
with the AND gate which will accomplish the same general result as the 
present gate but which does draw stand-by current. (4) As is shown in 
Sec. 14-4, this gate is easily extended into a multi-input OR circuit with 
an INHIBITOR terminal. 

The disadvantages of the gate are the following: (1) There will be 
interactions between the signal source and control-voltage source. (2) 
The gate is of limited use because of the slow rise of this control voltage 

at the diode. The rise time of the control 


+10 voltage at A may be improved by reduc- 
| id ing R, but only at the expense of increasing 


Oy ey the coupling between signal and gate. If 

an attempt is made to improve the rise 

15 ree time by reducing C, other complications 

voltage ensue. For example, suppose a gate time 

at A _ constant of 0.2 ywsec is required and that 

Fic, 14-4. Illustrating the dis- yalues of Ri less than 10 K permit too 
tortion of the effective gate ‘ 

waveform at A in Fig..14-2. much of the control signal to couple back 


to the signal input. Then for Ri = 10 K, 
C; = 20 uuf. Now suppose that the output capacitance C, shunted 
across the output terminals is C, = 10 uuf. Then the gate will attenuate 
the signal, allowing only two-thirds of the signal to pass through. 

The rise-time difficulties of the control pulse may be eliminated by 
replacing the capacitor C; by a resistor Re. A first disadvantage of such 
an arrangement is that now the signal will be attenuated. For example, 
if Re = Ri, the attenuation will be 44. Additionally, in such a case, d-c 
coupling of the signal will be required, and such coupling may not be 
feasible. 

14-3. An Application of the Unidirectional Diode Gate. One applica- 
tion of the gate of Fig. 14-2 is as a coupling circuit between stages of a 
binary counter in order to reduce the carry time. The carry time of a 
binary chain is the time required for the chain to complete its response to 
an input pulse. The carry time is longest when all binaries in the chain 
are in state 1. For, in this situation, the next input must cause all 
binaries to change state. Any particular binary will not respond until 
the previous binary has nominally completed its transition. Hence, the 
carry time will be of the order of the sum of the transition times of all the 
binaries. If the binary chain is long, then the carry time may well be 
longer than the interval between input pulses. And, in such a case, it 
will not be possible to read a counter between pulses. 

The carry time of a long binary chain may be reduced appreciably by 
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interposing gates between the binaries in the manner indicated in Fig. 
14-5. The control input terminal of the gate is connected to a point in 
the binary which is at a high voltage when the binary is in state 1 and 
consequently at a low voltage when the binary is in state 0. Hence the 
gate is open for transmission when the preceding binary is in state 1 and 
closed against transmission when the binary is in state 0. Consider then 
that all the binaries are in state 1. When the next input pulse occurs, 
each of the binaries will make the required transition in response to this 
input pulse which is transmitted down the chain through the gates. And 
the delay before the last binary responds is the sum of the very small 
delays in the gates rather than the sum of the transition times of all the 
binaries. ‘To compensate for the attenuation through the gates, it may 
be necessary to interpose amplifiers between stages. However, even 
with the additional delay of these amplifiers, the carry time is quite small. 


Fic. 14-5. The use of gates to reduce the carry time of abinary counter. The amplifier 
output is transformer coupled, and pulses of cither polarity are available. 

For example, a 5-stage 2-Mc counter has been built,* using gates between 
stages, in which the carry time is only 0.16 usec. For this counter the 
minimum interval between input pulses is 0.5 usec, and hence there is 
time to read and reset the counter between pulses. 

Note, that in the above application, it has been assumed that the con- 
trol voltage remains essentially constant over the signal pulse time. For 
example, when a pulse changes binary By from a 1 to a 0 state, then Go 
must remain enabled long enough for the signal pulse to pass through. 
In this respect, observe, then, that the relatively long transition time of 
the binary is of advantage. We may assist further in satisfying this 
requirement by making the time constant iC, large enough to allow the 
voltage at point A (Fig. 14-2) to fall relatively slowly. 

14-4. Other Forms of the Unidirectional Diode Gate. The unidirec- 
tional diode gate may be adapted to accept more than one signal input, as 
in Fig. 14-6. Here two signal inputs e,; and e,2 are indicated but, of 
course, more than two may be used. When the control signal is at its 
higher level (say zero voltage), the circuit is recognized as a capacitive 
OR circuit (see Sec. 13-2). When the control voltage is at its lower level, 
the gate is closed against all inputs. Hence, the negative of the control 


* At the Electronics Research Laboratories, Department of Electrical Engineering, 
Columbia University- 
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pulse may be considered an inhibitor signal. Here then is a multi-input 
OR circuit with an INHIBITOR terminal. 

A difficulty associated with the arrangement of Fig. 14-6 is that the 
loading on the control input becomes increasingly heavy as the number of 
inputs increases. This difficulty may be corrected through the use of one 
additional diode, as indicated in Fig. 14-7. In this latter circuit the con- 
trol input voltage does not feed into the signal sources. In neither case, 
however, is there any stand-by current. 


Control input 


Control 
Fig. 14-6. The unidirectional diode gate Fig. 14-7. A two-input gate in which the 
adapted for more than one signal input. signal sources do not load the control 

signal. 


It is possible to arrange the diode gate so that it will be open for trans- 
mission only as the result of the simultaneous occurrence of a number of 
gate voltages. Such a circuit is shown in Fig. 14-8. Suppose that the 
_ control signal levels are zero and —H. Then when any one of the control 
signals e, is at —H, point A is negative with respect to ground by an 
amount, say, HE’, and the gate is closed unless the input signal is larger 
than H’. When all control voltages are at zero, the back bias on diode 7, 
is removed, and the gate will be open. It will be recognized that this 
circuit, except for the signal input connection and capacitor, is an AND 
circuit (Sec. 18-3). This circuit differs from the gates previously described 
in that it draws a quiescent current from the /,, supply, although this 
current may be kept low. 

A threshhold gate which may be opened by any one of a number of 
control signals (an OR circuit) is given in Prob. 14-4. 

All the forms of the unidirectional diode gate considered up to the 
present have a common feature which may, on some occasions, constitute 
a disadvantage. This feature may be noted in Fig. 14-2 where it appears 
that unless the upper level of the gating waveform is exactly zero, then 
either a portion of the input signal will not get through the gate or else the 
transmitted signal will be superimposed on a pedestal. This situation 
may be corrected as in Fig. 14-9 by the use of an additional diode. 
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Initially, in the absence of an enabling signal at the control terminals, 
diode 7’; conducts and the consequent current through FR keeps diode 7, 
back-biased. <A positive-going gate signal causes 7’, to cease conduction 
and the gate is thereby opened for transmission. The signal must be 
d-c coupled but the gate may be either a-c coupled as indicated or d-c 
coupled. If a-c coupling is employed, then, of course, the time constant 
RC must be large in comparison with the gate duration. 


= Ecc 


Fig. 14-8. A unidirectional gate which Fie. 14-9. A gate whose response is. not 
opens only at a coincidence of a number _ sensitive to the upper level of the gating 
of gate voltages. voltage. 


14-5. Bidirectional Gates Using Multielement Tubes. All the above 
gates have the limitation that they pass only unidirectional signals. We 
shall defer consideration of diode bidirectional gates until we have 
examined first some simpler bidirectional gates which employ multi- 
element tubes. 

Several examples of linear gates using multielement tubes are shown 
in Fig. 14-10. In Fig. 14-10a the signal voltage e, and the control voltage 
€- are applied through a resistor matrix R,; and FR, to the grid of a triode 
(or pentode). The gating voltage is again a pulse waveform between the 
levels — H, and — EF, with a duration ¢, equal to the required transmission- 
interval duration. When the control voltage is at its lower level — Fj, 
the tube is biased well below cutoff. However, when the selector voltage 
is at its upper level — Ez, this bias brings the grid up out of cutoff and into 
the grid base. So long as the gate persists, the amplifier will amplify the 
signal voltage, which will then appear at the output. 

In the gating circuit of Fig. 14-10b separate grids are available for the 
signal and gating voltage. This arrangement lowers the loading on the 
gating and signal sources and eliminates the coupling between the two 
sources. When the control voltage e, is at its upper (positive) level 
+, the bias on 7; is of such a magnitude that tube 7 is cut off because 
of the large drop across the cathode resistor. When the selector is at its 
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lower (negative) level —H, tube 7 is driven below cutoff and 7. then 
operates as an amplifier. 

In Fig. 14-10c is illustrated the use of a multigrid tube as a gate. The 
tube employed has, in addition to the usual control grid, a second control 
grid which may be used for plate-current cutoff. Initially, the second 
control grid is biased for plate-current cutoff. The application of the gate 
voltage e, to this grid permits the tube to operate as an amplifier. This 
circuit is similar to the OR circuit of Fig. 13-7. 


Ey, 


i 


= 
ip 
|tp lx 


(a) (b) 


am * 
; LL 
b Osi 


(c) 


Fic. 14-10. Examples of linear gates. 


14-6. Reduction of Pedestal in a Gate Circuit. The gate circuits of 
Fig. 14-10 share a common feature which may on occasion constitute a 
disadvantage. Initially, the voltage level at the output is Hy. When 
the gating signal is applied, the amplifier tube draws current and the out- 
put therefore establishes itself at a new lower quiescent level. When, 
now, the signal is applied, the output signal is superimposed on this new 
quiescent level. The appearance, typically, of the output during a gating 
interval is as shown in Fig. 14-11, where it appears that the gated portion 
of the signal is superimposed on a pedestal. 
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The appearance of the pedestal can be largely suppressed by the sym- 
metrical arrangement shown in Fig. 14-12. Here the gating circuit 
employed is essentially that indicated in Fig. 14-10a or b, except that, for 
simplicity, the gating and signal voltages have been placed directly in 
series. The gating tube is 71, while 72 is used to minimize the pedestal. 
Gating voltages of opposite polarity are applied to the tube grids. 
During the nongating time, 7’. draws current, while 7’; does not. During 
the gating interval, 7, draws current, and 7. does not. The bias voltages 
—KE <1 and —E.2 and the gate signal amplitude have been adjusted so 
that the two tube currents are identical and as a result the quiescent out- 
put voltage level will remain constant. 

If, as is usually the case, the gate waveform has a finite rise time, then 
the arrangement of Fig. 14-12 does not solve completely the problem of 


“S/W: Signal 


Exp 
Output of 
gate circuit 


“Leck 4 wae ce2 


Fie. 14-11. Illustrating the pedestal asso- Fic. 14-12. A linear gate circuit with 
ciated with the linear gates of Fig. 14-10. _ provision to cancel the pedestal. 

the pedestal, as may be seen from the following considerations. Let us 
assume, for example, that the gate signal is large in comparison with the 
grid base so that each tube, when it is not conducting, is biased far below 
cutoff. Then when the gate voltage appears, 7's will be driven to cutoff 
before 7’; starts to conduct, while at the end of the gate 7; will be cut off 
before JT. starts to conduct. Hence, as a result of the gate signals them- 
selves, the output will appear as in Fig. 14-138. The gated signal voltage 
will appear superimposed on this waveform. If the gate waveform rise 
time is small in comparison with the gate duration, these spikes may not 
be seriously objectionable. 

For unidirectional (positive) signals, the circuit of Fig. 14-10 may be 
used without generating a pedestal if tube 7'2 is operated at cutoff. 
However, in order to be certain not to lose small signals, it may be neces- 
sary to adjust the bias so that a slight quiescent current exists. Such a 
bias will result in a small pedestal which may be acceptable. Even 
though the tube is operated near cutoff, the circuit will be quite linear 
because of the degeneration introduced by the large cathode resistor. 
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Gain is sacrificed for linearity. This circuit has been used successfully 
to gate the video signals from a radar system. 


Gate on T, 


Gate on T, 


Fia. 14-14. A bidirectional diode gate. 


14-7. A Bidirectional Diode Gate.! A bidirectional gate may be con- 
structed, using diodes instead of multielement tubes. Such diode gates 
have advantages of linearity of 
operation and ease of adjustment 
to ensure zero pedestal. Such a 
bidirectional gate is shown in Fig. 
14-14. We may observe that the 
gate consists essentially of two 

= gates of the type shown in Fig. 
14-2 with the modification that C; 
Fig. 14-15. The circuit of Fig. 14-14 re- = PEpIe ced py. 2 Peeler pete 
drawn in the form of a bridge network. cuit is redrawn in the form of a 

bridge is Fig. 14-15. Two sym- 
metrical gating voltages +e,and —e,are now required. When the gating 
or control voltages are at the levels EZ, and — £,, respectively, the diodes 
are nonconducting and the gate is closed against transmission of the 
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signal e,. When the control signals are at the levels ZH, and —E., the gate 
is open for transmission. Provided that the diodes are identical in char- 
acteristics (the diodes need not be perfect), it follows from the complete 
symmetry of the circuit that no pedestal can appear at the output in 
response to the gating voltages. In the following discussion we shall 
compute some of the properties of this gating circuit. or simplicity, we 
shall neglect the impedance of the 
signal source. The formulas given 
below are modified in Ref. 1 to 
take into account this signal source 
impedance R,. 

Gain. The gain of the gate is 
defined as the ratio e,/e, during the 
transmission interval. The gain is 
easily calculated from the equiva- 
lent circuit of Fig. 14-16. This cir- 
cuit is derived from the circuit of 
Fig. 14-14 through the application 
of Thévenin’s theorem. The con- 
trol voltages cancel at the output. Fra. 14-16. An equivalent circuit for the 
Let Ry equal the diode forward bidirectional diode gate. 
resistance, R, equal the parallel am — tte i 
resistance of R, and Re, and Har Ke Past te 
R; = Ri + Ry. Theimpedance to ea Rane ae 
the left of point P in Fig. 14-16 is R;/2 and the open-circuit voltage from 
P to ground is ae,. Hence, the gain is given by 


Rr i. Rr 


A= >_< ——- 
“Ri + R3/2 R.+ R2 Rt + R3/2 


(14-1) 


The Control Voltage E,.. Suppose that the signal voltage attains a 
maximum voltage £,. Then there is a minimum control voltage EH, that 
is required to ensure that both diodes will continue to conduct. That 
there is such a minimum required value for ZH, may be seen from the 
following considerations. Initially, in the presence only of the gate 
voltages the diodes 7, and 72 conduct equal currents. The load current 
is zero and the pedestal is zero. Now assume, say, that e, is a positive- 
going signal. Then the current in 7’; increases and the current in 72 
decreases, the difference current flowing through Rz. Eventually the 
current in 7’, will become zero. 

To compute the required minimum £,, assume that diode 7, has just 
stopped conducting. Then the voltage across R3 associated with 7's is 
zero. Hence, the voltage aH, — (1 — a)H, must equal the output volt- 
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age, or 
Rr : 
go es (a, 1—a)E,] = aH, — (1 — ? - 
Rag Be + (lL -@)BJ= 0B, -(1—a)E, (142) 
from which we find 
. = Re Rs —— 
E, = R; R; + 2k, E, = (Ee) min (14-3) 


We note from Eq. (14-3) that (#.)min decreases with increasing Rr. 
There is, however, an important consideration which limits the size of 
Ry. Suppose we consider that a total stray capacitance C shunts the 
output terminals in Figs. 14-14 or 14-16. Suppose also that at the end 
of the gating interval the output is at some finite voltage level due to the 
signal e.. Then, when the gate closes and the diodes cut off, the output 
voltage must decay to zero with a time constant R,C. This difficulty 
is of the same type described in Sec. 4-3 in connection with diode 
selectors and in Sec. 18-2 in connection with logical gates. 

The Control Voltage En. Just as there is a minimum control voltage 
(E.)min required to keep both diodes conducting over the full range of the 
input signal so there is also a minimum control voltage (Hn) min required 
to ensure that both diodes are back-biased when the gate is required to be 
closed. The voltage (Hn)min is the voltage necessary so that current will 
flow in the inverse direction in both diodes. Hence, the expression for 
(En) min MTMay be obtained from Eq. (14-38) by replacing R3 by 


Rk, = Rit 


in which R, is the diode back resistance. When thermionic diodes are 
employed, values of R, of the order of 100 Meg may be obtained with some 
care. Hence, normally, we shall have that Rj >> Rx and therefore 


~Nw Re 7 
(Bs)min = PE, (14-4) 


In practice, the control voltage EZ, and FE, should be somewhat larger, 
say 25 per cent larger, than the minimum values given in Eqs. (14-3) and 
(14-4). In the case of EH, this additional voltage is essentially a safety 
factor. In the case of E, the additional voltage is not only a safety factor 
but also serves to improve the gate linearity. The larger F,, the greater 
is the ratio of control current to signal current in the diodes. Hence, the 
more nearly constant will be the diode forward resistance R; over the 
range of the signal current. 

14-8. Balance Conditions in a Bidirectional Diode Gate. The gate 
circuit of Fig. 14-14 has been redrawn in Fig. 14-17a to make the sym- 
metry of the circuit more evident. Here the signal source impedance R, 
(not previously shown) has been included in the circuit. We may note 
now, that as a result of this symmetry, not only is the output free of 
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pedestal but also that no current flows through the signal-source imped- 
ance ft, in response to the control voltage. The inverse is, of course, not 
true. The signal source does cause a current to flow through the control 
signal generators. 

If the two control voltages are equal in amplitude, the points A and B 
in Fig. 14-17a are at voltages which are equal but opposite in polarity. 
Hence, the junction point of the diode resistors Rs and the junction point 
of the resistors Re are both at zero potential and balance is ensured at 
both output and input. If it is not convenient to establish precisely 
equal control signal amplitudes or if the circuit components are not pre- 
cisely matched, balance may be restored by either of the potentiometers 
ry OF re indicated in Fig. 14-17). 


o+ 
ey 
a 


(a) "2 (b) 
Fia. 14-17. (a) The bidirectional gate drawn to exhibit symmetry. (b) Potentiometers 
used for balance of the gate. 


An initial adjustment to make the control voltages equal or a slight 
adjustment of the gating circuit to correct for small unbalance is usually 
not difficult. We have considered that the gating waveform is rectangu- 
lar in shape. However, unless it is important that the gate open and 
close rapidly, there is no need for the gating waveform to make an abrupt 
transition between levels. Similarly, if the control voltage levels are 
able to keep the diodes either definitely conducting or definitely non- 
conducting, there is no need for the control voltage to remain absolutely 
constant between transitions. What is important, with respect to 
balance, is that whatever the shape of the control voltages, these voltages 
must be identical in waveshape, except, of course, for polarity. If, for 
example, the two control voltages have different rise times, voltage spikes 
will appear at the output at the times of opening and closing of the gate. 

When the gate signal duration is long in comparison with the gate 
signal rise time, the spikes which appear may not be objectionable. 
However, when gates of the order of, say, a microsecond duration are 
required, it may well be difficult to reduce the gate rise times sufficiently. 
In such cases it may be necessary to resort to extreme measures to ensure 
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identical waveforms. One method which often proves effective is to 
derive the control signals from identical and bifilar-wound windings of a 
pulse transformer. 

In Sec. 4-4 we found that the effect of the finite emission velocity of 
electrons from a thermionic diode is equivalent to a voltage source Hy in 
the cathode lead. It may be seen that these voltage sources added to 
Fig. 14-17 balance to give no resultant current either through the load 
R, or the impedance R,, provided the sources are equal in voltage. 

14-9. Signal Input Impedance and Connections. The current drawn 
from the input signal source does not depend on the control voltage 
except in so far as it depends on whether or not the diodes are conducting. 
This result follows from the fact that, as we have seen, no current flows 
through 72, in response to the control voltages. Assuming that the diode 
resistances FR, and R, are zero and infinity, respectively, we may write the 
input impedances by inspection from Fig. 14-14 or Fig 14-15 as 


Zin = Bet tes diodes open (14-5) 


in 


and in & RoR + a diodes conducting (14-6) 
An equivalent circuit which gives the correct gain and input impedance 
and which takes into account the absence of pedestal and reaction of 
control signals on input is shown in Fig. 14-18. Switch S is closed or 
open, depending on whether or not the diodes are conducting. 

So far we have considered only d-c coupling of the signal input. We 
may, however, also use a-c signal input coupling. In the case of the 
unidirectional gate of Fig. 14-2, the use 
of the input coupling capacitor C,; had 
the markedly disadvantageous effect 
that the capacitor prevented the gate 
voltage at the diode from rising ab- 
ruptly. In the present case, however, 
Fie. 14-18. An equivalent circuit no such difficulty exists and the gate 
of the bidirectional gate which gives will operate basically in the same man- 
ae the gain and input im- ner independently of whether or not 

an input capacitor is employed. This 
feature results from the fact that no current flows through the input 
capacitor due to the control signals. 

14-10. Effect of Circuit Capacitances. Example. The capacitances 
which have a principal effect on the operation of the gate circuit are the 
following: (1) the capacitance C, across the gate output terminals, (2) the 
capacitance Ca across each diode, and (3) the shunt capacitances C;, 
to ground from each of the junctions of the resistors R. and R,. The 
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capacitance C, has an adverse effect on the ability of the gate to transmit 
fast waveforms. The capacitance C, not only accentuates this inability 
to transmit fast waveforms but also limits the speed with which the gate 
can be opened and closed. Finally, the 
diode capacitances Cg provide a trans- a4 
mission path across the gate even when R/2 Pw 4 
the diodes are not conducting. “S- 
When the diodes are conducting, the 
shunt capacitances effect the high-fre- 
quency response. From the equivalent 0 
circuit of Fig. 14-19 (derived from Fig. Fira. 14-19. Illustration of the 
14-18 through the use of Thévenin’s ¢°#Pacitances which influence trans- 
mission in a bidirectional diode 
theorem), we see that the gate behavesas gato, 
a low-pass resistance-capacitance circuit 
whose time constant is (, + 2C, times a resistance equal to the parallel 
combination of Rz, R,/2, and R2/2. | 
The residual transmission which results owing to the capacitance which 
shunts the diodes may be calculated from Fig. 14-19 by opening switch 
S and shunting across the switch a capacitance equal to the sum of the 
diode capacitances. 


ExampLe. In the circuit of Fig. 14-14 consider that Rz, = R. = 100 K, R. = 50K, 
and that the signal e, has a peak value of 20 volts. Find A, (H.)miny (En) min) and Zin. 
Also, calculate the upper 3-db frequency of the gate. 

Solution. In view of the order of magnitude of the impedances involved, we may 
assume that the diodes are perfect (that is, Ry = Oand R, = ~). 


RR, 
Re + R. 


Ry = = 33.3 K=R; 


From Eqs. (14-1), (14-3), and (14-4), we find 
A = 0.57 (E.)min = 5.7 volts (En) min = 40 volts (14-7) 
the impedance seen by the signal source is given by Eqs. (14-5) and (14-6) as 
Zin = 75 K (diodes open) Zin = 58 K (diodes conducting) (14-8) 


Now R,/2 (= 16.7 K) in parallel with Rz (= 100 K) is equivalent to 14.3 K. If we 
assume a total shunting capacitance C. + 2C, of 20 uyf, then the time constant is 
r = (20 X 107!7)(14.3 X 103) = 0.29 usec and the upper 3-db frequency fe is given 
by fe = 1/227 = 0.55 Mc. 


14-11. Four-diode Gate.! Among the disadvantages of the two-diode 
gate of Fig. 14-14 are its low gain, its sensitivity to control-voltage 
unbalance, the possibility that the voltage (Z,) min may be excessive, and 
the fact that there may be appreciable leakage through the diode capaci- 
tances. These features may be improved by the use of two additional 
diodes, as in Fig. 14-20. Two additional balanced voltages +E and —E 
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are required, but since these are fixed d-c voltages they need occasion no 
difficulty. 

Qualitatively, the operation is as follows. When the control voltages 
are #, and —E,, respectively, the diodes 73 and TJ, are back-biased. 
The diodes 7; and T2 are conducting because of the voltages +# and —E 
and the signal source is coupled to the load through the resistors R. and 
the conducting diodes. Since, under these circumstances, the control 
voltages are disconnected from the gate by the back-biased diodes, an 
unbalance in control signals cannot result in a pedestal at the output. 

When the control voltages are #, and — E,, respectively, the points P; 
and Pe are clamped to these voltages and the diodes 7; and 7’; are back- 
biased. Under these circumstances, the gate will not transmit. 

The gain of the gate of Fig. 14-20 is the same as that of the gate of Fig. 
14-14 and is given by Eq. (14-1). In connection with the circuit of Fig. 


Fria. 14-20. A four-diode gate. 


14-14 we found earlier that a gain close to unity is not conveniently 
attained. The reason for this feature is that to achieve such a gain it is 
necessary to make R,> Re and R, > R3. However, as is apparent 
from Eq. (14-4), under such circumstances the required value of (Lx) min 
becomes prohibitively high. In the gate of Fig. 14-20 the principal 
requirement on Rz is that it be large in comparison with the diode- 
conducting resistance, so that the diodes may be effective as clamps. 
The minimum value of R2 is also limited by the fact that when the diodes 
T; and T, conduct, the control source must furnish a current E,/Re, 
and the signal source, a current 2H,/R2, approximately. Hence, R2 must 
not be so low as to draw excessive control or signal current. 

We compute now the required minimum values of H, E,, and Ep. 
When diodes 7’; and 7, are not conducting, the gates of Fig. 14-15 and 
14-20 are identical with the voltages +H and — E, replacing the voltages 
EH, and —E,. Hence, Emin is given by Eq. (14-3). 

The voltage (H.)min 1s computed as follows. We shall assume that 
R; « Rr. Then for a positive-going signal of amplitude H, the voltage 
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at point P; becomes AL,, A being the circuit gain. If the diode 7’; is to 
continue to be back-biased, the voltage #, must be at least 


(ha winx = AE, (14-9) 


The voltage E, must be selected not only to keep the transmission 
diodes back-biased but also to keep the clamp diodes conducting in the 
presence of a signal Z,. The voltage at Pe for a positive signal F,, and 
hence the minimum value of £,, is 


fe gen 
"Re + Re Ro + fh, 


Exampie. In the circuit of Fig. 14-20 consider that Rr = R, = 100 K and that 
R., = 10K. (Assume thermionic diodes with Ry = 250 ohms, in which case the value 
selected for Rz should give adequate clamping.) For E, = 20 volts, compute A, 
Emin, and (E.)mine Compute (£n)min for EH = Emin. 

Solution. From Eqs. (14-1), (14-3), (14-9), and (14-10), we have 


(Ea) min = E (14-10) 


A = 0.87 Enin = 8.8 volts (Be) min = 17.4 volts (En) min = 17.4 volts 


The two auxiliary diodes not only improve the gate circuit in the 
manner described previously, but, as is seen from the example above, an 
improvement results also in the gain and the value of (En) miv. 


Fic. 14-21. A six-diode gate. 


14-12. Six-diode Gate.1 The four-diode gate of Sec. 14-11 has a 
higher gain than the two-diode gate, but the gain still falls appreciably 
short of the maximum gain of unity. This feature results from the need 
to use resistors 2 of appreciable size in order to permit diodes 7’; and 7, 
to operate as clamps. This situation may be corrected by replacing 
resistors It. by diodes 7’; and 7’, as in Fig. 14-21. 

When the gate is open for transmission, the control voltages are at E, 
and —£,, respectively, and the diodes 7’; and 7’, are back-biased. The 
required voltage H depends upon the amplitude E, of the signal and is 
determined by the condition that the current be in the forward direction 
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in each of the diodes 71, T'2, 75, and 7's. The current in each diode con- 
sists of two components, one due to £ (as indicated in Fig. 14-22a) and 
the other due to H, (as indicated in Fig. 14-22b). The current due to 
E is E/2R, and is in the forward direction in each diode, but the current 
due to £, is in the reverse direction in 7’; (between P,; and P,) and in 7, 
(between P; and Pz). The larger reverse current is in 7’; and equals 


Fia. 14-22. The diodes in Fig. 14-21 are replaced by short circuits. (a) The currents 
due to E; (b) the currents due to E,. 


E./R, + E,/2Rzr, and hence this quantity must be less than E/2R.,. 
The minimum value of E is therefore given by 


Emin = Es (2 + fe) (14-11) 
L 


The above derivation assumes that R; is much less than R, or Ry. A 
balancing potentiometer may be inserted between 7’; and 7’, so as to give 
zero output for zero input. If the potentiometer is assumed to be set at 
its mid-point, if the total resistance of the potentiometer is R, and if R 
and Ry are both much less than R, or Rx, then, proceeding as in Fig. 
14-22, we find (Prob. 14-12) that 


R. R 
Enin = E, (2 4s fe) (: ats ix) (14-12) 


The voltage Lnin may become excessive if the potentiometer resistance R 
is too large relative to Ry. Whena balancing potentiometer is used, the 
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value of Hui, in Eq. (14-12) should be used rather than the approximate 
equation (14-11), which may easily be incorrect by quite a large factor. 

If R, and Ry are large compared with Rk, and R, we see, from Fig. 
14-220, that the gain will be very close to unity. 


AS1 (14-13) 


The exact expression for A is given in Prob. 14-13. 

From Fig. 14-21 we see that if the clamping diodes 73 and 7, are to 
remain back-biased for a signal amplitude H,, then Z, must be at least 
equal to (E.)min = E,. On the other hand, it is also apparent that if the 
points P; and P2 are clamped at a voltage H,, then none of the transmis- 
sion diodes will conduct until EH, exceeds H,. Hence, the minimum 
required value of EH, is (En) min = Hs. To summarize, we have 


CE Nets = (En) min =F E, (14-14) 


Using the same parameters as above, namely, ZH, = 20, R; = 0.25 K, 
Ry, = R. = 100 K, and with R = 1 K, we find 


A=1 (Ee = (aie = 20 and Emin = 120 volts 


The deviation from linearity of such a gate may be less than 0.1 per cent. 

Another advantage of this six- | 
diode gate is that the control- and 
signal-source currents may be very 
low if R,and Rx are high (see Probs. 
14-15 and 14-16). 

An approximate equivalent circuit 
for estimating the leakage through = 
the gate due to the diode shunt ca- Fic. 14-23. [equivalent circuit for 
pacitances is indicated in Fig. 14-23. Nae plcminge ane legiage Cue 

; : o diode shunt capacitance. 
The leakage is small, particularly be- 
cause of the low value of the shunting resistance R;/2. Ina typical case 
it can be calculated for the circuit of Fig. 14-23 that less than 1 per cent 
leakage will result at signal frequencies below 1 Mc. 

Series, parallel, and series-parallel combinations of diode gates are 
discussed in Ref. 1. 

14-13. Synchronous Clamp.? In Sec. 4-6 we described the function 
of a synchronous clamp and indicated very briefly the manner of its opera- 
tion. The synchronous clamp is a gate-type circuit of the form indicated 
in Fig. 14-1b, in which the resistor FR is replaced by a capacitor. It is to 
be recalled that the function of this clamp is not so much to prevent 
signal transmission during a selected interval as it is to restore the 
quiescent level of the output signal to some reference voltage (see Fig. 
4-26). 


448 PULSE AND DIGITAL CIRCUITS 


The bidirectional diode gates of the preceding sections may be used as 
synchronous clamps. A two-diode clamp, with capacitively coupled 
control voltages, is shown in Fig. 14-24 and will now be discussed in 
detail. Initially, for the sake of orientation, we shall indicate the order of 
magnitude of the components employed. The resistor R; is used to 
isolate the signal lead from the capacitance of the clamp circuit during the 
interval when the diodes are not conducting. This resistor is not essen- 
tial, but when it is used will ordinarily be of the order of several thousand 
ohms. The resistor R, is a grid-leak resistor for 7'3 and serves to provide 
a d-c return during the interval when the grid would otherwise be isolated 


Fic. 14-24. A synchronous clamp circuit. 


direct-current-wise because the diodes are back-biased. Actually, unless 
very long time intervals elapse between clamping pulses, the resistor RK, 
may be omitted. However, even if an actual grid leak is not included 
in the circuit, it may be necessary to consider that an effective grid leak 
is present because of gas current or grid emission in 7;. We may reason- 
ably consider R, to be of the order of 10 Meg. 

The time constant R,C, must be large enough to transmit the signal 
without distortion over a time interval equal to the time between clamp- 
ing pulses. Hence, it is required that R,C;>>T,, where T, is the 
interval between clamping pulses. As an example, consider the situation 
which arises in color television systems. Here synchronous clamping is 
required to perform the function which is achieved by d-c restorer circuits 
in monochrome television. The interval 7, in television systems is about 
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53.5 psec. A capacitor C, = 1,000 uf gives a time constant (for the 
assumed value R, = 10 Meg) of R,C, = 104 usec, which is more than 
adequate. The resistor R, represents the control-generator output 
impedance. If the clamp pulses are derived from low impedance wind- 
ings of a pulse transformer, these impedances may be as low as several 
ohms. If a phase inverter as in Fig. 1-14 is used instead, these imped- 
ances will be of the order of thousands of ohms. In this connection it is 
of interest to note that common practice is to apply a negative clamp 
pulse to the phase-inverter grid. In this case the output pulses form as 
the tube cuts off and the waveform, impedance, and amplitude of the 
two required clamp pulses are more easily adjusted to equality. 

We shall see that the principal requirement, with respect to capacitor 
C,, is that its capacitance be large in comparison with C;. In the example 
given above, where C, = 0.001 uf, a value of C = 0.1 uf is certainly ade- 
quate, while a capacitance value of 0.01 uf may well be sufficient. The 
resistors R,; and Rz (nominally equal) must be large enough so that RC 
or RC shall be very large in comparison with 7,. For the values indi- 
cated above, resistors of the order of 0.5 Meg should be adequate. 

14-14. Operation of Synchronous Clamp. To understand the opera- 
tion of the clamp circuit of Fig. 14-24, let us initially disconnect the clamp 
portion of the circuit from the signal lead. Specifically, let us consider 
that the connection of resistor R; to point A has been opened. The cir- 
cuit which remains should now be compared with the d-c restorer circuit 
of Fig. 4-16. The present circuit (with R; disconnected) is essentially a 
symmetrical form of the d-c restorer circuit, as the following description 
will indicate. 

During the interval 7T., when e: is negative and é2 is positive, current 
will flow through the diodes, charging the capacitors. If the resistors R, 
and fz were not present, then there would be no means for the charge so 
acquired to leak off. Hence, after a number of clamping pulses, the 
capacitors would charge fully and the diodes 7; and 7 would no longer 
conduct. Conduction will stop when 


2b, = Bua + Eo (14-15) 


since under these circumstances the voltage drop from the plate of T'2 to 
the cathode of 7 will never be positive. It should now be clear that a 
process of d-c restoration has taken place. The waveform at P,2 will be 
identical in form to the waveform ¢é2, while the waveform at K, will be 
identical to the waveform e;. However, independently of the d-c levels 
of the signals e; and és, the peak positive level of the waveform at P: will 
coincide with the peak negative level of the waveform at K,;. We shall 
show later [Eq. (14-18)] that the common peak voltage level attained by 
the two waveforms is Er volts with respect to ground. 
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These results are modified slightly by the presence of the resistors R; 
and Rs. Because of these resistors the capacitors will discharge slightly 
during the interval 7,. Hence the diodes must conduct somewhat 
during the interval 7’, to supply the capacitor charge which is lost. 

We shall now compute the absolute voltage levels of the waveforms 
which appear at K, and P,. We shall assume, simply as a matter of 
convenience, that the clamping signal e; goes from zero volts to —E,, 
while e2 goes from zero to +EH,. Since these signals are isolated from the 
remainder of the circuit by capacitors, the operation of the circuit cannot 
depend on the d-c levels of these signals. Hence, there is no loss of 
generality in this assumption. We shall also assume, for simplicity, that 
the capacitors C are large enough so that the rectangularity of the clamp- 
ing signals are preserved at K, and Pe. During the interval T. the 
capacitors charge through the diodes and each capacitor acquires an 
equal amount of charge. We may neglect the charge acquired due to 
current flow in R,; and Re during this interval because the resistors 
R, and Rez are very large in comparison with the total resistance in the 
diode-charging path, that is, 2R, + 2R,;, where FR; is the diode forward 
resistance. During the interval 7’, the capacitors discharge through RF, 
and Re, respectively. Since each capacitor acquires equal charge during 
the interval 7’, then, in an equilibrium situation, each capacitor must lose 
equal charge during the interval T,. Since the times of discharge are the 
same, the discharge currents must be the same. Hence, if we neglect FR, 
in comparison with R; and Re, we may write 

Eee+ Er _ Kea — Er 
as ve) 
Combining Eqs. (14-15) and (14-16), we have, for the special case 
Ry = Re, 
Ea = Ey + Er (14-17) 
E..2 = Hy — Er 


During the interval 7. the voltages H.; and Ey. at K, and Pe, respec- 
tively, are 
En = —E, + Fa = Er (14-18) 
Ey. = Ep — Eo = Er 


Hence, also, during this interval T,, the point A in Fig. 14-24 is at the 
voltage ip. 

Now let us reconnect the point A to the signal lead in order to see 
how the circuit operates to restore the voltage level of the signal lead 
to Hr during the interval T, when the input signal is quiescent. Suppose 
that at the end of the interval 7, the signal lead is left at a voltage 
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Er -+ Ak. Then there is an excess of charge C’, AF on the signal capaci- 
tor C,. During the clamping interval 7’, since K; and P; attain the level 
Er, then diode T, alone will conduct and the excess charge will leave C, 
and flow into the capacitor C, which is in series with generator e;. An 
equivalent circuit for computing the discharge of capacitor C, into 
capacitor C is given in Tig. 14-25. The 
resistor 2, represents the impedance of 
the signal source while R; is the diode 
forward resistance of T;. We have con- 
sidered that the quiescent level of the 
signal source is Ep, in order that we shall 
have to deal only with the excess charge 
on capacitor C,. If the capacitor C is 
very much larger than C,, the excess 
charge on C, can flow into C without 
changing the voltage across C' appreci- 
ably. This excess charge transfers with Fic. 14-25. Equivalent circuit for 
a time constant C,(R, + R; + R; + R,). computing discharge of capacitor 
This time constant should be small in 
comparison with 7... If necessary, the resistor 2; may be omitted and R, 
made small by deriving the clamping signals from a low impedance wind- 
ing of a pulse transformer. 

During the interval 7, the excess charge which has been transferred to 
C may leak off C through the resistor R;. In order that time be available 
for all this charge to leak off, we require that 
E, 


T, = =2T, >C,AE (14-19) 
Ry 


Bea a Er 
Ri 


This last equation may be used to determine the maximum allowable 
value of R, after ZH, has been determined and after some estimate has 
been made for AE. We shall return to these matters shortly. 

If at the end of an interval 7, the signal lead is at a voltage Erp — AE, 
then there is a deficiency of charge on C,. In this case, during the inter- 
val T., C; will acquire charge through diode JT: from the capacitor C 
which is in series with eg. The charge lost by C is replaced again through 
Ro. 

The required minimum size of the clamping pulses is determined by the 
consideration that neither diode shall conduct during the interval 7). 
Suppose that the signal has a peak value + EF, with respect to its quiescent 
level. Then, since during the interval 7, the voltages at K, and P» are, 
respectively, E.1 and H.2. as given by Eq. (14-17), we require that 


E,>E, (14-20) 
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We return now to Eq. (14-19) to consider how to compute a reasonable 
value for Ri. Suppose that we are dealing with a television signal for 
which 7’, = 53.5 wsec and suppose that the peak signal amplitude is 
2.0 volts. Let C,; = 1,000 uyf and He = +1.0 volt. From Eq. (14-20), 
E, must be greater than 2 volts. Let us take HE, = 5 volts. The type 
of signal which will give the largest AEH is one which has the largest 
average value. Such a signal is shown in Fig. 14-26a. For an effective 
grid leak R, = 10 Meg, the voltage AE in Fig. 14-26b which accumulates 
after one interval 7, is E,.7,/C;R, 210 mv. For AE &10 mv, Eq. 
(14-19) gives Ri < 27 Meg. Hence we see that the required size of R, 
constitutes no problem. Actually, we would make R, of the order of 
16 to 1 Meg, since R, serves effectively as the d-c return path from grid 
to ground. 


ie Be AE 


— TEA 
Th 


(a) (d) 
Fig. 14-26. Pertaining to the computation of the voltage AH. (a) A signal which 
is constant during the interval 7. The signal amplitude is H,. (b) The voltage at 
the grid of 7’; in Fig. 14-24. 


14-15. Balance Conditions in Synchronous Clamp. Unlike the bidirec- 
tional gates, the synchronous clamp circuit does not require, for proper 
operation, that the clamping signals be equal in amplitude. The reason 
for the difference lies in the fact that in the clamp circuit the clamping 
signal is a-c coupled. The nominally fixed voltages E.1 and E.2 across 
the capacitors will always adjust so that during the interval 7, both K, 
and P» will be at the same voltage. Suppose, however, that the positive 
and negative clamp pulses have different amplitudes EH} and E>, respec- 
tively. Then it may be demonstrated that the effective reference 
voltage will be 

ER ieee ee 


5 (14-21) 


If the pulse amplitudes are equal but the resistors R, and Rez are 
unequal, it may be shown that the effective reference voltage becomes 


Ri — Re 


aca FETS 


(14-22) 
Hence, the balancing potentiometer in Fig. 14-24 may be used to make a 
small adjustment of the effective reference voltage or to compensate for 
a small unbalance in the pulse amplitudes. 
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Up to the present we have neglected the effect of the finite resistance 
of the charging path of the capacitors C during the interval 7,. This 
resistance is 2R, = 2R, + 2R,. If the circuit is entirely symmetrical, 
this resistance f, has no effect on the effective reference voltage. If 
however, say, 2; 4 Re, then the effective reference voltage becomes 


i — Re 


He ER Ae as Re OR, 


(14-23) 


where 7 = 7',/T.. 

14-16. Other Forms of Gating and Clamping Circuits.? We now con- 
sider qualitatively a number of other forms of gate circuits. These 
circuits do not attain the precision of the multidiode gates considered 
above and do not have the general applicability of the multigrid tube 
gates, but they are quite useful nevertheless. 


Selector pulse 


Fic. 14-27. Series-diode bidirectional gate. 


Series-diode Bidirectional Gate. This gate circuit, shown in Fig. 
14-27, is intended to be used with a regularly recurring selector pulse. 
The circuit has much in common with the synchronous clamp circuit. 
The repeated application of the selector pulses charges the capacitors C 
to such a voltage that the diodes are back-biased except during the peak 
of the selector pulses. At the selector pulse peaks, the diodes have 
nominally zero plate-to-cathode voltage and are delivering the currents 
necessary to replace the capacitor charge lost through resistors R. 
During the selector pulse interval, a positive-going input signal will be 
transmitted to the output through diode 7, while a negative-going input 
will be transmitted through 72. It is to be noted that, even if we assume 
that the impedance of the selector pulse generator is zero, the signal, in 
going from input to output, must still pass through the leakage inductance 
of the transformer. This factor must be taken into account in consider- 
ing the waveform distortion which will be produced by the gate. A 
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second source of distortion is the ringing which may be induced in the 
transformer at the leading and trailing edges of the control pulses. 

An alternative form of the circuit which uses two additional diodes, 
but does not require a center-tapped transformer, and uses only a single 
capacitor and resistor is shown in Fig. 14-28. Here again the capacitor 
charges so that the diodes are conducting only at the peak of the control 


Control pulse 
Fia. 14-28. Alternative form of the gate of Fig. 14-27. 


signal. A positive-going input signal, for example, is transmitted to the 
output through 72, through the leakage inductance of the transformer, 
through C, and through 73. 

Shunt-diode Bidirectional Gate. A shunt-diode bidirectional gate is 
shown in Fig. 14-29. In the absence of a selector pulse the signal output 
point is clamped to ground, against signal excursions in either direction, 


Selector 


Fia. 14-29. Shunt-diode bidirectional gate. 


through the diodes and leakage inductance of the transformer windings. 
The selector pulse is of a polarity to back bias the diodes so that the signal 
output is free to follow the input signal. 

A shunt-diode bidirectional gate in which the control signals are applied 
through capacitors is shown in Fig. 14-30. The resistors R; have been 
returned to voltages +H and —E to keep a reasonable current flowing in 
the diodes in the absence of the gate pulses. In this way the diode 
resistances are kept low. Clamping of the signal output point is achieved 
through the diodes, through the capacitors, and through the output 
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impedances of the gate generators. Hence, the gate-generator output 
impedances must be kept low compared with R. 

The gate of Fig. 14-30 has the following disadvantages. First, the 
quiescent level of the output signal point depends on the balance between 
the voltages + and —F and on the balance between the two resistors 


+E 


eee 


Control 
pulses 


eee: |e 


—-E 
Fia. 14-30. Shunt-diode bidirectional gate with the control signal capacitatively 
coupled. 


Fic. 14-31. A four-diode shunt bidirectional gate with capacitative coupling of the 
control signals. 


R,. (Since R, is normally large in comparison with the diode forward 
resistance, unbalance in the diodes has a negligible effect.) Second, the 
gate requires low impedance control signal generators. Both these dis- 
advantages are corrected by the use of two more diodes in the circuit of 
Fig. 14-31. To see these results most simply, consider that the diode 
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forward resistances are zero. Then, independently of any unbalance in 
the resistors #; or the voltages +H and —H#, the quiescent level of the 
output will be ground. Hence, so long as the diodes T2 and 7, continue 
to conduct, the points A and B will be at ground potential and the diodes 
T, and T; will serve as effective clamps against signal appearing at the 


Control 


Fig. 14-32. A double-triode series gate. 


output of the gate. The presence of control pulses, however, back- 
biases the diodes and allows the output to follow the input signal. 
Double-triode Gates. A series triode gate is shown in Fig. 14-32. The 
repeated control pulse charges the capacitors C, through grid current, so 
that the triodes are cut off except at the occurrence of the gating signal. 
An advantage of this circuit over 
the two-diode circuit of Fig. 14-27 
is that in the present case the signal 
does not have to pass through the 
transformer winding. The circuit 
has the advantage over the single 


° triode gate (lig. 14-10a) in that the 
Signal 


Cc output is free of pedestal. Since, 
f o— ae however, the signal source provides 
~ Control ~ all the tube current, the tube current 


is normally small, and the triodes do 
not operate particularly linearly at 
low input signal levels. 

A shunt triode gate is shown in Fig. 14-83. Here again the triodes are 
cut off except during the interval of the control pulse. The positive 
limit of this pulse is restored to ground by the grid circuit of 7). When 
tubes and supply voltage are specified, the clamp level can be calculated. 

Synchronous Clamps. We noted earlier that a synchronous clamp was 
essentially a circuit of the type of Fig. 14-16 in which the resistor & was 
replaced by a capacitor. Hence, actually, any of the shunt gating cir- 


to 


Fia. 14-33. A double-triode shunt gate. 
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cuits of Figs. 14-29, 14-30, 14-31, and 14-33 may be used as synchronous 
clamps by simply replacing the input resistor by a capacitor. Similarly, 
a synchronous clamp may be constructed with a coupling capacitor and 
any of the series gating circuits. It is only necessary to connect the 
series gating circuits so that the input and output terminals become the 
two terminals of the switch in Fig. 14-1b. In this case, of course, the 
series gates will now be operating as shunt gates. 
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CHAPTER 15 


VOLTAGE COMPARATORS 


Earlier we considered a class of circuits which were used to transmit a 
signal only after the signal had attained a fixed reference level. These 
clipping circuits (also known as voltage-selection circuits) reject the signal 
until the reference voltage is attained, and thereafter, ideally, transmit 
the signal without distortion. The essential element required in these 
circuits is one which exhibits a sharp discontinuity in its transmission . 
characteristics, i.e., diodes, triodes at cutoff, etc. We consider now a 
type of nonlinear circuit which is used to mark distinctly the exact time 
at which an arbitrary waveform attains a reference level. The distinc- 
tion between the presently considered comparator circuits and the voltage- 
selection or clipping circuits is that in a comparator circuit there is no 
interest in reproducing any part of the signal waveform. Trequently, 
the comparator output is a large-amplitude short-duration pulse which 
occurs at the instant the signal attains the reference voltage but is other- 
wise independent of the signal. 

15-1. Applications of Voltage Comparators. Accurate Time Delays. 
Suppose that there is available a precisely linear saw-tooth voltage whose 
slope is known. If this sweep voltage is applied to a comparator which 
responds when the sweep voltage attains some fixed d-c reference voltage, 
a pulse is obtained which is separated in time from the beginning of the 
saw tooth by a precisely known interval. If the sweep voltage is being 
used for a CRO display, the comparator output may be employed as an 
accurate time marker. Comparators are used extensively in this manner 
for timing purposes in radar systems. This same technique is also used 
extensively for converting analogue information to digital form (see 
Sec. 16-3). 

Pulse-time Modulation. In the above application, if the reference 
voltage is modulated by some information, a succession of timed pulses 
is generated which results in a time-modulation system of communication. 

Timing Markers Generated from a Sine Wave. If a comparator is used 
to detect the instant of equality of the instantaneous value of a sine 
wave with a d-c reference voltage, pulses will be obtained which are 
synchronized to the sine wave. Thus, a sine wave is converted into a 
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series of pulses (one or two per cycle). There are many important 
applications of this sort. 

Phasemeter. When a comparator is used with sinusoidal signals, as 
above, then it is advantageous that the reference voltage be zero. Under 
these circumstances the pulses are locked in phase with the zero of the 
sine wave, and, ideally, are independent of the amplitude of the sinusoidal 
voltage. The phase angle between two voltages can be measured by a 
method based upon this principle. Both voltages are converted into 
pulses and the time interval between the pulse of one wave and that 
obtained from the second sine wave is measured. This time interval is 
proportional to the phase difference. Such a phase meter can measure 
angles from zero to 360°. 

Amplitude-distribution Analyzer. It is possible to design a comparator 
circuit so that its output is not a pulse but rather its output has one mag- 
nitude if the input voltage e; exceeds the reference voltage Hp and has 
another value if e; falls below Hr. In other words, the comparator acts 
as a switch which closes if e; > Er and opens if e; < Hr. This circuit 
may be used as an amplitude-distribution analyzer and is important in 
connection with studies of noise generated in a vacuum tube, the voltage 
spectrum of pulses developed by a nuclear-radiation detector,! etc. 

To be specific, suppose that the output of the comparator is 100 volts 
if e; > Er and zero if e; < Hr. Let the input to the comparator be tube 
noise. A d-c meter is used to measure the average value of the output 
square wave. For example, if Hr is set at zero, the meter will read 
100 volts, which is interpreted to mean that the probability that the 
amplitude is greater than zero is 100 per cent. If Hp is set at some value 
iE, and the meter reads 70 volts, this is interpreted to mean that the 
probability that the amplitude of the noise is greater than EL, is 70 per 
cent, etc. In this way the cumulative amplitude probability distribution 
of the noise is obtained by recording meter readings as a function of Ep. 

Square Waves from a Sine Wave. If the comparator output is a signal 
which assumes either one of two levels, as discussed above, then a sine- 
wave input will result in a square-wave output. If the reference voltage 
Er is set to zero, then a symmetrical square wave results. 

Voltage-operated Switch. An example of a comparator used with a 
storage counter as a voltage-sensing switch is given in Sec. 11-11. 

15-2. Classification of Comparator Circuits. Existing comparator cir- 
cuits fall into one of the following classes: 

1. A diode and a nonregenerative amplifier 

2. A triode or pentode operating at cutoff 

3. A regenerative amplifier with a diode in the regenerative loop 

4, Regenerative circuits (without a diode switch) 

5. Gas-tube switches 
These circuits will now be discussed in turn. 
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15-3. A Diode in Cascade with a Nonregenerative Amplifier. In the 
present section we shall discuss the diode-amplifier comparator not only 
for the purpose of understanding this particular circuit but also in order 
to develop some general ideas about comparators. 

An elemental diode comparator circuit is shown in Fig. 15-1. The 
reference voltage is Er, and for the sake of illustration a ramp input 
voltage is indicated. The form of the circuit is identical with the diode 
voltage-selector circuit or clipping circuit of Sec.4-8. Itis referred toasa 
comparator, however, in the present instance, because of its intended 
application. Let us assume, tentatively, that the diode is perfect in the 
sense that the transition in the diode from the nonconducting to the con- 
ducting condition is arbitrarily abrupt. Then the output waveform is 
as shown, i.e., a ramp voltage starting at the level Ez. 


Fig. 15-1. A comparator using a pick-off diode. 


Suppose that the ramp-voltage input is being used as a sweep voltage 
for a cathode-ray oscilloscope. The purpose of the comparator is to 
mark the t?me when the sweep voltage attains the level Hr. Toward this 
end we shall apply the comparator output to the cathode of the cathode- 
ray tube. Beginning at the instant the ramp starts to rise at the com- 
parator output the intensity of the CRO trace will begin to diminish, and 
we may then say that the input ramp has reached Ez at that time on the 
sweep where the beginning of this diminution of intensity is observed. 

Because of the limited ability on the part of the human observer to 
perceive small changes in CRO trace intensity, there will be some small 
range of uncertainty, AZ in Fig. 15-1, corresponding to a time uncertainty 
At in the determination of the exact instant at which the comparator 
reference level is reached. This situation may be improved by amplifying 
the diode-circuit output voltage before application to the cathode of the 
- cathode-ray tube. The voltage uncertainty AZ remains unaltered; but 
the slope of the signal is increased, and the signal passes through the 
range AF in a correspondingly shorter time. The uncertainty At may be 
reduced without limit by continuing to increase the amplification. Now, 
generally, a high-gain amplifier will not normally have a very stable gain, 
but this feature need cause no difficulty in this application since we need 
but to make the amplifier gain initially substantially larger than is neces- 
sary to reduce At to the required interval. 
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Selector Quasi- 


differentiator 


Amplifier Quasi- 


differentiator 


Fria, 15-2. A comparator consisting of a diode selector in cascade with a rate-of-rise 


amplifier. 


The comparator arrangement of Fig. 15-1 has an important disad- 


vantage. The output waveform 
indicated serves the purpose re- 
quired but also has the feature that 
it will blank out the entire CRO 
trace after the comparator point is 
reached. This situation may be 
remedied by including in the circuit 
two RC differentiating circuits as 
in the circuit of Fig. 15-2. This 
circuit, aside from the diode, will be 
recognized as the rate-of-rise am- 
plifier discussed in Sec. 2-3. In 
Fig. 15-3 waveform a is the ramp 
input, b is the grid signal e,, while c 
gives the resultant output e,. The 
general expression for e, is given by 
Eq. (2-22) and is plotted in Fig. 
2-9. The output waveform plotted 
in Fig. 15-8c corresponds to the 
special case RiC, = R2C.2 =r. For 
this case, and if the amplifier gain 
has a magnitude A, the output is 


€o = — Aarxe* 


where x = (t — #,)/r. The over-all 
result is that the ramp has been con- 


(15-1) 


Slope=—-Aa 


(c) 
Fia. 15-3. Waveforms in the comparator 
of Fig. 15-2. (a) Input; (b) grid voltage; 
(c) output. 
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verted into a pulse so that the portion of the CRO trace after the com- 
parator point may still be visible. The pulse amplitude is found from 
Eq. (15-1) to be 


Cmax = 0.387aArT = 0.37aA RC (15-2) 
while the pulse width, measured at half amplitude, is found to be 
ty = 2.47 = 2A4ARC (15-3) 


We note from Eqs. (15-2) and (15-3) that both pulse amplitude and width 
are proportional to RC. A narrow pulse may therefore be obtained only 
at the expense of a loss in amplitude. But usually neither the amplitude 
nor the duration is of any great consequence. Before we used the double 
differentiation to generate the pulse, we depended for comparator 
operation on the abrupt rise of the comparator output voltage. Simi- 
larly, when the comparator output is a pulse, we shall depend again on 
the abrupt rise since the pulse nature of the comparator output is advan- 
tageous only with respect to preventing the comparator signal from 
masking that part of the waveform under examination which follows the 
comparator signal. Hence, it is important to note that the rate of rise 
of the pulse, at least initially, is nominally the same as the rate of rise 
of the comparator waveform without differentiation. This result may 
be verified from Eq. (15-1) by computing 


Mo. Aa(1 — se 2 — Aa — 22) (15-4) 
The approximation is valid forz «1. Atz = 0, de./dt = —Aa, which 
equals the input slope multiplied by the amplifier gain. 

A reasonable value for the time constant RC of the differentiating 
circuits may be arrived at in the following way. Suppose that we decide 
that as the leading edge of the pulse passes through the range AF in Fig. 
15-1, the slope shall never become less than the slope of the undifferen- 
tiated waveform by more than 10 per cent. Then, from Eq. (15-4), 
x = 0.05 and, from Eq. (15-1), we have, approximately, 

AE 
7 = 20 ae (15-5) 
Under these circumstances, we may also note, from Eq. (15-2), that the 
pulse will have an amplitude en. & 7.4AH. 

If, in a particular application, the output indication desired is a step 
instead of a pulse, then the second differentiating circuit can be omitted. 
The output will then be that indicated in-Fig. 15-3b multiplied by the gain 
of the amplifier. Or, if a pulse output is desired, an alternative method 
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of obtaining this waveform is to use a pulse transformer in the plate 
circuit of the amplifier instead of the second RC circuit. In this case the 
gain of the amplifier will be » (the amplification factor of the tube) which 
is larger than the gain obtained with a resistor in the plate circuit. Other 
advantages of the transformer are that it allows for changing the output 
amplitude or impedance level and that it makes either polarity of signal 
available. Of course, if » times the input slope is very large, then the 
shunt capacitance and leakage inductance of the transformer must be 
taken into account. 

Before leaving the subject of the simple comparator circuit of Fig. 
15-1, we may note that if the output is taken across the diode rather than 
across the resistor, the circuit will continue to operate as a comparator. 
A comparator of this type with typical input and output waveforms is 
shown in Fig. 15-4. The diode in Fig. 15-1 is often referred to as a 
pick-off diode, while the diode in Fig. 15-4 is called a breakaway diode. 


Fig. 15-4. A comparator using a breakaway diode. 


It is clear that the stray capacitance shunting the output will limit the 
abruptness of the change in output waveform more seriously in the circuit 
of Fig. 15-4 than in the circuit of Fig. 15-1. For this reason the former 
circuit is not frequently used where fast waveforms are encountered. 
On the other hand, in the series diode circuit of Fig. 15-1 some of the input 
voltage, for fast waveforms, will appear at the output even for voltages 
less than l/r because of the diode shunt capacitance. 

15-4. Factors Affecting Comparator Operation. Up to the present we 
have assumed that the break in the diode characteristic from the region of 
nonconduction to the region of conduction has been arbitrarily abrupt. 
In an actual diode such is, of course, not the case. The appearance of 
the transfer curves of a diode-resistor comparator is as shown in Fig. 15-5. 
These curves agree well with the theoretical results to be expected if 
the current varies exponentially with the diode voltage, e; — e , in the 
form (see Sec. 4-1) 


1 = Tgelei—e0)/Er (15-6) 
Note that as the resistor R increases, the shape of the curve does not 


change appreciably, but the curve is essentially displaced to the left. 
Hence, the input voltage corresponding to some fixed output voltage is a 
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function of R. The fact that the diode break is gradual rather than 
abrupt affects adversely the precision of the comparator. The quantita- 
tive effect on the precision depends very largely on the characteristics of 
the device which is used to respond to the comparator output signal. 

A linear amplifier following a comparator device does not improve the 
sharpness of the comparator break characteristic. However, a method 
of reducing the effect of the uncertainty due to the lack of abruptness of 
the diode break is to use an amplifier before the comparator. Thus, sup- 
pose that the input signal to a diode comparator must go through a range 
Ae; in order to carry the diode through its break region. Then, if the 


. ey 
-08 -0.6 ; F 0 +02 +04 +06 +08 volts 


Fig. 15-5, The transfer curves for the circuit of Fig. 15-1 (with Hr = 0) for R = 10K, 
100 K, and 1 Meg. The diode is a 6AL5. 


amplifier has a gain A, the input signal to the amplifier need only go 
through the range Ae;/A to carry the diode through its break region. A 
simple example of a comparator using this principle is shown in Fig. 
15-6a. Replacing the vacuum-tube amplifier by its equivalent circuit, 
we have the circuit shown in Fig. 15-6, in which A is the gain and R, is 
the output impedance of the amplifier. The battery F/ represents the 
quiescent plate voltage. This circuit is recognized as the basic compara- 
tor circuit of Fig. 15-4 in which the output is taken across the diode rather 
than across the resistor. A plot of output against input exhibits the 
sharp break indicated in Fig. 15-6c. The use of an amplifier preceding a 
comparator is discussed further in Sec. 15-13. 

In addition to the lack of sharpness in the comparator-element break 
region, there is a second source of difficulty in comparators. This diffi- 
culty results from the instability of the components constituting the com- 
parator circuit. For example, as was pointed out in Sec. 4-1, a 10 per cent 
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change in filament voltage will shift the volt-ampere curve of a thermionic 
diode about 0.1 volt. Such a shift will have a corresponding effect on the 
effective reference point of a diode comparator. To minimize instability 
of this type, it may be required to use some one of the compensating 
schemes described in Sec. 4-4, or it may 
be necessary to regulate heater voltages. 
The use of an amplifier preceding the 
comparator element will not ordinarily 
assist to reduce the effect of comparator 
drift. The reason for this feature is that 
the amplifier will have to be d-c coupled 
to the comparator, asin Fig. 15-6. And 
it may easily be that the drift in the 
quiescent operating point of the amplifier 
will be larger than the drift in the diode. 
For some types of input waveforms it 
is possible to use an a-c coupled linear 
amplifier before the comparator and to 
maintain the d-c level’ by means of a 
restorer circuit. for example, this ar- 
rangement would be feasible if the input 
were a sweep voltage followed by a dead 
time. However, the accuracy of the 
comparator would then depend on the 
stability of the diode of the restorer cir- 
cuit and no net advantage may result. 
Finally, there is a type of error en- 
countered in comparators which results 
from the presence of reactive elements 
in the circuit. Such reactive elements 


(c) 
; Fig. 15-6. An amplifier used before 
are energy-storing elements and therefore 4 comparator element to improve 


the effective reference point of a com- precision. (a) Circuit; (6) equiva- 


lent circuit; (c) typical transfer 


parator may depend somewhat on the are: 


past history of the circuit. The refer- 
ence point will then be a function of the nature of the input signal, Le., 
its amplitude, repetition rate, etc. 

15-5. A Tube Operating at Cutoff. A comparator using the cutoff 
characteristics of a multielement tube is shown in Fig. 15-7. In Fig. 
15-7a the referencing voltage EH}, is connected in series with the input 
signal. The voltage i}, is selected to be equal to the sum of the desired 
reference voltage Er plus the magnitude of the tube cutoff voltage. 
Alternatively, a referencing voltage may be applied to the cathode as in 
Vig. 15-76. 
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The arrangement in Fig. 15-7b is often more convenient than the 
arrangement in lig. 15-7a. However, in such a case in which one voltage 
is applied to the grid while the other voltage is applied to the cathode, a 
small difficulty arises. For example, consider the use of a 6SN7 with a 
plate voltage of 200 volts and the cathode initially at zero. The cutoff 
voltage is 29%59 = 10 volts (assume, for simplicity, that » = 20 at cutoff). 
The tube will start to conduct when the grid signal rises to —10 volts. 
If the referencing cathode voltage is now raised to +20, the voltage 
across the tube is 180 volts, and the cutoff voltage is —9 volts. Hence, 
the tube conducts when the grid signal rises to +11 volts. The true 
referencing voltage has changed by 20 volts, while the effective reference 
(the input voltage required to bring the tube to cutoff) has changed by 
21 volts. In an ideal comparator a change in reference voltage AER 


(a) (b) 

Fra. 15-7. A tube operating at cutoff is used as a comparator. (a) The referencing 
voltage is connected in series with the signal. (b) The referencing voltage is applied 
to the cathode. 

should result in exactly the same change AF» in the comparison voltage. 
This would be true in the case of a triode if the tube current corresponded 
only to the difference signal between grid and cathode. As demonstrated 
above, however, there is also a small current change due to a simultaneous 
change in both cathode and grid voltage which leaves the difference 
unaltered. A simultaneous variation of both electrode voltages is known 
as a common-mode signal. The error in comparator operation resulting 
from a common-mode signal is called the common-mode effect. 

The common-mode effect is illustrated further with reference to Fig. 
15-8a, which shows a triode having a signal voltage e; applied to its grid 
and a reference voltage Z, to its cathode. If the reference voltage is 
changed by an amount AF, what change in signal voltage Ae; will keep 
the current constant? The equivalent circuit is given in Fig. 15-8b. For 
AI = 0, it is seen that 


Ae;  ptl 


AED ous 


(15-7) 
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If the equivalent circuit is considered valid near cutoff, and if p = 20, the 
result, Ae;/Ali, = 2149, agrees with the numerical calculation given 
above. 

The common-mode effect may be greatly reduced by using a cathode 
follower to apply the reference voltage to the cathode of the amplifier 
tube. This modification leads to the circuit shown in Jig. 15-9a. In 


(b) (b) 
Fre. 15-8. (a) Illustration of the Fic. 15-9. (a) A difference amplifier 
common-mode effect in an ampli- arrangement is used to reduce common- 
fier. (b) The equivalent circuit mode error in a cutoff comparator. (b) 
(under the condition given in the The equivalent circuit. 


text). 


Fig. 15-9b we have the equivalent circuit from which the current change 
AI, in JT: may be calculated. We see that if R, >> r,/(u + 1), Ale will 
remain zero if Ae; = AH,. It will be recognized that the present circuit 
is the difference amplifier discussed in Sec. 1-10, where it was shown that 
the difference amplifier discriminates against the common-mode effect. 
Comparators using cutoff in triodes and pentodes have the advantage 
that they may be arranged to produce negligible loading on both signal 
and reference sources. Since cutoff is, however, neither as sharp nor as 
stable as the break in a diode? (with the possible exception of the gated 
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beam tube*), diode comparators are often favored when precision is at 
a premium. 

15-6. Regenerative Comparators. An excellent comparator character- 
istic can be realized through the use of a regenerative circuit arranged in 
such a way as to be triggered when an input voltage attains a reference 
voltage. Thus, this difference between input and reference is made to 
control the transfer properties of a switching component in the regenera- 
tive feedback loop. The control element should have a sharp break char- 
acteristic and usually consists of a thermionic diode, a triode near cutoff 
or in clamp, etc. If the controlled component operates in the low slope 
region which keeps the loop gain less than unity, the circuit is in one of its 


Secondary 
() 


T,-selector in 
feedback loop T,- cathode 


follower 


Fie. 15-10. A multiar circuit for negative-going input signals. The total shunting 
capacitance at the grid is C,. Tube 72 may be a triode. 


quiescent conditions. If the changing input signal causes the controlled 
component to shift its operation to the high slope region so that now a 
loop gain greater than unity results, regeneration will occur. A regenera- 
tive circuit often uses a single component which assumes both the function 
of input-controlled switching and amplification. 

In the next four sections we shall discuss in turn the following regenera- 
tive comparators: the multiar, the blocking oscillator, the a-c coupled 
multi, and the d-c coupled multi comparator. 

15-7. The Multiar.‘ If a diode is used as a series switching element 
in the feedback loop of a regenerative circuit, the resulting circuit makes 
an excellent comparator. A circuit of this type, known as a multiar, is 
indicated in Fig. 15-10. The feedback loop consists of a diode-resistor 
network (7; and RF), a cathode follower 72, and a pulse transformer in 
cascade. The difference between the input waveform and the reference 
voltage Hz controls the gain of the switching network 7, — R. The main 
function of the tube 72 is to provide cathode-follower transmission from 
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the output of the switching network to the transformer. The plate-load 
resistor /?z is not essential but is convenient if an output gate-type wave- 
form is required. The pulse transformer windings must be connected 
into the circuit with the polarities as shown in order to have regeneration 
similar to that in a blocking oscillator. Since the combined maximum 
gain of the switching network and the cathode follower is always less than 
unity, then there must be a voltage step-up in the transformer in com- 
pleting the loop from the cathode of T. back to the diode. Hence, the 
number of turns in the secondary winding must exceed the number in the 
primary winding—a ratio of 1.5 or 2 is usually sufficient. 


(a) Input 


(b) Grid 


(c) Plate 


Clamped 


(d). Cathode 


Fig. 15-11. Waveforms in the circuit of Fig. 15-10 at (a) input, (b) grid, (c) plate, and 
(d) cathode of 72. 


We shall assume that the input is a negative-going sweep voltage. 
Initially, the grid of 7’. is clamped to the cathode and the tube is con- 
ducting heavily. The switching network 7, — R has zero transmission 
until the input waveform drops sufficiently to bring the diode 7’; into its 
break region. At some point of this region the gain of the switching circuit 
becomes sufficiently high to cause an over-all loop gain of unity. The 
grid of 7’. will then drop and regeneration will take place. The wave- 
forms in the circuit are indicated in Fig. 15-11, where we see that a nega- 
tive pulse is generated at the cathode (or in a tertiary transformer 
winding, not indicated) and a gate waveform at the plate. We shall now 
give a detailed explanation of the waveshapes. 
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Initially the rapid fall of cathode and grid voltages results from regen- 
erative action. When tube 7: reaches cutoff, regeneration ceases. As 
a result, however, of the abrupt turnoff of tube current, the circuit in 
the cathode of 7. rings (see Sec. 2-8). If the primary inductor is criti- 
cally damped by the resistor R,, then the cathode voltage of J’. executes 
a single oscillation without a backswing. In this manner the pulse wave- 
form indicated in Fig. 15-lld is formed. During the rapid drop of 
cathode voltage the polarity of voltage induced in the secondary winding 
is in a direction to cause diode 7’; to conduct. Hence the charging 
current for the capacitor C,, is supplied by the secondary winding of the 
transformer, and the grid voltage drops abruptly. During the time of 
the trailing edge of the pulse in Fig. 15-11d the cathode of 7, is driven 
in the positive direction, and the diode becomes back-biased. The grid 
of 7’. is therefore isolated from the transformer secondary winding, and 
hence the grid voltage must change slowly. 

After the diode becomes back-biased, the equivalent circuit for com- 
puting the rise of the grid voltage of 72 is as indicated in Fig. 15-12. If 

C > C,, we may assume that the voltage across 


Ey, C remains constant at Er during the interval 

under consideration. Hence, the voltage at G2 

Rg rises toward (Hy»i)/(R + R,) with a time con- 

Ep stant C,RR,/(R + R,). When the voltage at 

=J{+ G2__ Gz rises to a value E’ (see Fig. 15-110) at which 

Cc C the rising grid voltage meets the falling input 

R - voltage, then the diode 7 conducts again. 


Once the diode begins to conduct, we may 

neglect the presence of the small capacitance C,. 

We shall assume tentatively that E’ is below. 

Fig. 15-12. Equivalent cir- the cutoff voltage E.. of T’2, Hence the grid 

cuit at G2 of the multiar continues to follow the incoming negative volt- 

ake after regeneration 456 approximately to the end of the sweep, as 
indicated in Fig. 15-110. 

The requirement that the grid voltage should remain below cutoff to 
the end of the ramp places a restriction on the time constant R,C. Thus, 
if we neglect the cutoff voltage E, compared with Ey, the current in 
R, must be at least Hy/R,. This current passes through C’ and hence 
Clde;/dt| > Ex,/R, or, to keep the grid below cutoff, we require that 


E 

CR, > — (15-8) 
where a is the absolute value of the slope of the sweep voltage. For slow 
sweeps, it may be desirable to return FR, to a voltage lower than the plate- 


supply voltage Hy. If Eq. (15-8) is satisfied, then the regeneration 
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point is determined by the 7; — F# network and not by the grid-current 
characteristic of 7's. 

When 7’. comes out of cutoff at the end of the sweep, the cathode 
of 7. rises with the grid voltage. Since the transformer step-up ratio is 
larger than unity, the voltage at the cathode of the diode rises more 
rapidly than the grid voltage. As a result the diode is driven to the 
back-biased condition. Therefore, the feedback loop is opened and 
there is no regeneration as the pentode is brought into conduction. The 
plate voltage of 7’. falls to its clamped value relatively slowly. The 
duration of this fall equals the time it takes the grid voltage to pass 
through the grid base of the amplifier, as indicated in Fig. 15-llce. <A 
positive pulse of this same duration is formed at the cathode because the 
transformer voltage is proportional to the rate of change of current. 
Since there is no regeneration at the end of the sweep, and since the tube 
T's passes slowly through its grid base, the positive pulse has a smaller 
amplitude and a longer duration than the negative pulse. 

The negative pulse (formed during the falling portion of the input 
voltage) is timed with a stability which depends primarily on the T,; — R 
switching combination. The stability of this network is affected prin- 
cipally by changes in the filament supply if 7 is a thermionic diode or 
by changes in temperature if 7; is a crystal diode. Changes in the gain of 
the cathode follower JT. affect the stability of the negative pulse only 
slightly if the break region of the 71 — R network is steep. 

The voltage at the plate of 71 must return to its steady-state value 
before each comparison. This condition places a restriction upon the 
product RC, because after the grid of J. has returned to zero the plate 
of 71 will approach Hz with this time constant RC. Hence, the value of 
RC must be small compared with the interval between the instant the 
cathode follower cuts in and the comparison point in the next cycle. 

In the above discussion, we made the assumption that after the first 
negative grid pulse, the grid voltage rises to meet the input voltage e; 
at a value Z’ which is more negative than the cutoff value I., (see Fig. 
15-11b). If this restriction is not satisfied, then the circuit may execute 
several oscillations before the tube is finally driven below cutoff. This 
situation is pictured in Fig. 15-13. Jor times smaller than ¢,, the wave- 
forms are identical with those in Fig. 15-11. Between times ¢; and f2 the 
grid of T. is above cutoff and the amplifier current increases from zero. 
Hence, the plate voltage falls as in Fig. 15-13c and the cathode voltage 
increases with the rate of change of current as shown in Fig. 15-13d. At 
time to, the input voltage equals the grid voltage EH’, the diode T conducts, 
and regeneration again takes place. Since at this instant of time the 
current in 7’. is less than the clamped current, the resultant drop in the 
plate, cathode, and grid voltages are less than the corresponding values 
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att,. The grid voltage now rises again, reaching cutoff at ¢; and becoming 
equal to the input voltage E”’ at t,. Between ¢3 and ¢, there is a dip in 
plate voltage and another oscillation takes place at the cathode as shown 
in Fig. 15-13d. It is possible for a large number of oscillations to be 
generated in this manner (with successively smaller amplitudes) until 
finally the grid voltage rises to the input voltage E’” which is below the 
cutoff voltage E,, in Fig. 15-130. 

In order to minimize the possibility of generating several oscillations 
of the type discussed above, one or more of the following conditions should 


(a) 


(0) 


Cathode (d) 


Fia. 15-13. The waveforms in the multiar circuit under the conditions where multiar 
oscillations take place. 


be satisfied: a tube 7’. with a small grid base should be used; the top of 
R, should be tied to a smaller voltage than E,; also, the value of C, 
should be increased by adding external capacitance between the grid of T2 
and ground. However, this additional capacitance will result in a smaller 
output pulse and a slower rise time of plate waveform. 

In the above discussion we have assumed that the transformer was 
critically damped. If the resistor R, which shunts the transformer in 
Fig. 15-10 is removed so that ringing occurs, then multiple oscillations 
may also result. Instead of putting a shunting resistor across the 
transformer, a damper diode (see Sec. 4-7) may be used to prevent the 
undesired oscillations, 
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If it is desired that the input signal wavefore be capacitively coupled to 
the multiar, then a d-c restorer may be used at the input terminals. The 
restorer diode uncertainties must now be taken into consideration in a 
precision circuit. 

If a gate voltage is not desired, the transformer primary can be moved 
to the plate circuit. The circuit then closely resembles a blocking oscil- 
lator except that the grid cannot be driven highly positive because of 
the diode. 

We may use the same input sweep voltage for several multiar com- 
parator circuits since there is small loading of the input by this com- 
parator if Rislarge. In radar ranging the multiar is used to obtain many 
ranges from a single master sweep circuit and hence the name multi-r 


(r for range). 
Ex, 


Output 
pulse 


Ecc 
Fia. 15-14. A blocking-oscillator comparator. 


The multiar is not useful for positive-going voltages. The application 
of this circuit to obtain square waves from sine waves is explained in 
Sec. 15-12. 

15-8. Blocking-oscillator Comparator. An example of a blocking- 
oscillator comparator is shown in Fig. 15-14. The feedback loop consists 
of the triode amplifier 7: and the pulse transformer. The reference — 
voltage is applied to the cathode of the oscillator tube 71 through the 
cathode follower J’. The difference between the positive-going input 
waveform e; and the reference voltage Hp controls the switching operation 
of 7, through the grid characteristics near cutoff. The capacitor C is 
used to bypass the large-current short-duration pulse. 

Shortly after the rising input brings 7; out of cutoff, the loop gain 
exceeds unity, regeneration takes place, and an output pulse is delivered. 
Since the blocking oscillator draws a large grid current, this circuit reacts 
back on the input waveform and this feature may be objectionable. 
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On the other hand, in some applications this reaction may be essential 
for the proper operation of the circuit. Jor example, in the storage 
counter circuit of Fig. 11-25, the blocking-oscillator comparator is used 
as a voltage-operated switch to reset the counter capacitor to its initial 
value when the selected reference voltage is reached by the counter 
output. 

The instability of the blocking-oscillator comparator is governed by the 
grid characteristics of 7; near cutoff. The instability of these character- 
istics which are affected by factors such as variations in supply voltages, 
tube aging, and tube replacement may be excessive for many applications. 
Also, stable operation requires that the capacitor C reach its quiescent 
state before each regeneration. 


Output 
~ pulse 


—E.. Ep 


Fie. 15-15. The a-c cathode-coupled multi as a comparator. 


15-9. The A-C Coupled Multivibrator Comparator. The cathode- 
coupled multi used as a comparator is indicated in Fig. 15-15. When this 
circuit is used as a delay multi (Sec. 6-6), 71 is off and T.2 is on in the qui- 
escent state. As a comparator the circuit is usually adjusted in the 
reverse manner so that 7; is on and 72 is off in the quiescent condition. 
The feedback loop consists of a plate-to-grid connection between two 
tubes 7’; and 7’. which have in turn a transmission between their cathodes 
through the resistor R,. The input signal is a negative-going voltage. 
There are two possible modes of operation for this circuit. 

Consider first the case where FR; is so large that (u + 1)R, > Rr + 1p 
and also R; >> Ry. Then with 7. below cutoff, 7; acts as a cathode 
follower. Hence, as the input voltage e; falls, the cathode K, falls by the 
same amount. The grid Ge remains essentially at Hr because the gain 
from grid to plate of 7’; is very small. The switching function is deter- 
mined by the grid characteristic of 7’. operating in the cutoff region. 
When ¢; falls to the point where the grid-cathode voltage of TJ’. equals the 
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cutoff value, then 7’. starts to conduct. Soon thereafter the loop gain 
exceeds unity and regeneration takes place. The output is a negative 
pulse obtained from the peaking coil L (see Sec. 2-6). We note that this 
circuit (with the capacitor missing) is essentially the difference amplifier 
of Fig. 15-9. Hence, if a large dynamic cathode resistor is used, the 
common-mode difficulty is minimized. Also the effect of heater voltage 
variations and slow drifts in the supply voltages Ly, and EF, are small 
(see Probs. 15-14 and 15-15). However, if changes in E,, and E,. are of 
high enough frequency so that changes in voltage at P; are transmitted 
through C' to Gz, much greater errors are introduced. 

If the input signal were first amplified by an amount A and if this 
amplified voltage were used to bring 72 out of cutoff, then the time 
uncertainty in the output indication would be divided by A. This mode 
of operation is obtained with the circuit of Fig. 15-15 by reducing R; so 
that, with 7. off, the gain A of T, from grid to plate is much greater than 
unity. The lower limit on the value of R, is determined by the fact that 
when 7's is conducting the loop gain of the circuit must exceed unity. 

15-10. The D-C Cathode-cou- 
pled Multivibrator Comparator. 
This circuit is indicated in Fig. 15-16 
and is essentially the Schmitt cir- 
cuit of Sec. 5-10. If 7:2 is cut off 
and the input is a negative-going 
voltage, then this circuit can be 
operated in the modes discussed in 
connection with the a-c coupled 
circuit. It should be noted, how- 
ever, that the loop gain is less here 
because of the attenuation in the 
R, — Re combination. The effect 
of positive and negative power sup- 
ply drifts may be serious because Ep Ecc 2 
even slow changes at P, are trans- yg. 15-16. The d-c cathode-coupled 
mitted to Ge through the resistive multi as a comparator. 
connection. 

There are two other modes of operation of the circuit of Fig. 15-16: 7 
within its grid base or T: in clamp. The input waveform is now more 
appropriately a positive-going voltage. With 7. within its grid base, 
regeneration occurs when T comes out of cutoff far enough so that the 
loop gain exceeds unity. The instability is now governed mainly by the 
cutoff characteristics of Ti. If Tis in clamp, then regeneration will take 
place when the input signal amplified by 7; causes T2 to come out of 
clamp. The instability of the grid-current characteristics of T. at clamp 
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is divided by the gain A of 71. Hence, this mode should result in more 
stable operation than the one just discussed where 7 is within its grid 
base and 7’; is operated near cutoff. 

The cathode-coupled multi comparator has been used very successfully 
for obtaining the amplitude distribution of nuclear pulses! and of random 
noise. The input pulses are a-c coupled to the input by the R; — C; 
combination shown in Fig. 15-16. If the pulses are positive, there is an 
advantage in using a large value of R,, since it is then difficult to drive 
the input grid positive with respect to its cathode. If grid current were 
drawn by this input grid, it would charge C; and hence change the effec- 
tive level of the input voltage. This situation must, of course, be avoided. 

Often a preamplifier is used preceding the comparators discussed in 
this or the preceding section. An excellent circuit for this purpose is a 
difference amplifier (see Sec. 15-13) which is d-c coupled to the Schmitt 
circuit. 

The circuits of Figs. 15-15 and 15-16 exhibit hysteresis, as explained 
in Sec. 5-10. If the difference in input levels at which the circuit regener- 
ates for a positive-going waveform and for a negative-going voltage is Ef, 
volts, then the minimum amplitude of pulse which can be detected is 
FE, volts. If the input size is smaller than this value F,, the circuit will 
flip in one direction at the leading edge of the pulse, but it will not return 
to its original state at the termination of the pulse. If a preamplifier of 
gain A is used, the effective hysteresis is H,/A volts, which is another 
advantage of using a preamplifier. The use of a resistor in series with the 
cathode of 7’. to eliminate hysteresis is explained in Sec. 5-11. 

15-11. A Gas-tube Comparator Used as a Switch. In Sec. 11-11, in 
connection with the discussion of storage counters (see Fig. 11-25), we 
saw the need for a comparator which would accomplish two functions. 
When the voltage across capacitor C2 reaches the reference level, it is not 
only necessary that the comparator respond with a pulse but also the 
comparator must discharge the capacitor C2. A thyratron comparator 
used for this purpose is shown in Fig. 15-17. 

The combination Ci7,T.C2 is a storage counter arranged so as to 
accept negative pulses. The diodes 7; and TJ: will clamp the cathode 
voltage of the thyratron 7’; to the positive voltage / at the instant after 
Ts; fires. If the tube drop is neglected, the tube current is (Ay — E)/R. 
If this current is less than that necessary to maintain the arc, the tube will 
extinguish itself. The quiescent conditions for 7’; are now a plate voltage 
of Hy, a cathode voltage of E, and a grid voltage of zero. Each negative 
input pulse now lowers the cathode potential EL, of 73. When EH, = EH’ 
such that — LE’ is the critical grid breakdown voltage corresponding to the 
plate voltage H,, — HE’, the tube fires. The time constant RC is chosen 
small compared with the interval between pulses. A negative output 
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spike is obtained from the plate of 73 and the circuit returns to its qui- 
escent state before the next input pulse arrives. The stability of the 
circuit is determined principally by the constancy of the critical grid 
starting characteristic of the thyratron. 


; E 
Fic. 15-17. A storage counter using a thyratron comparator. 


15-12. Comparators for Sinusoidal Voltages. For some applications 
it is necessary to generate a series of pulses in exact synchronism with a 
sinusoidal waveform. It is often required that these pulses shall occur at 
some fixed phase of the sinusoid, as explained in some of the applications 
of Sec. 15-1. In this case the zero 
of the wave is selected as the level 
of comparison because the slope is 
greatest here and because the com- 
parator operation will then be inde- 
pendent of the amplitude of the sine 
wave. This problem of obtaining 
pulses locked to the zero phase of a 
sinusoid of variable amplitude will 
now be discussed. 

Consider a sine wave of amplitude 
which is large compared with the 
grid base of atube. The simple cir- 7 
cuit of Fig. 15-18 gives an output nee 15-18. A simple squaring circuit 

: : or an input sine wave. The tube 
which approximates a square wave may be a triode or a pentode. 
since the tube limits on the one side 
due to cutoff and on the other side due to grid clamping or to bottoming 
(see Sec. 4-3). Pulses are obtained, if required, by differentiating the 
square wave. An inductor L rather than a resistor is employed as a grid 
return to prevent d-c restoration in the grid circuit. If the inductor L 
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has negligible resistance, then the d-c voltage across it is zero and the grid 
voltage must swing above and below ground. In other words, the capac- 
itor C acquires no d-c voltage. This method of avoiding d-c restoration 
is practical only for frequencies much higher than the audio range where 
the inductor will not become an excessive load on the signal source. It 
should be remembered that iron core chokes may not be used if accurate 
phase lock is desired, because of the distortion introduced by the non- 
linearity of the iron. 

If RC coupling is used, then d-c restoration may be suppressed by an 
input circuit such as illustrated in Fig. 15-19. If the diodes are perfect, 
then either 7; or T2, but not both, conduct at a given instant. Also T2 
prevents the grid of 7’; from being driven positive. We shall assume that 
no grid current flows for negative grid voltages. Under these circum- 
stances the capacitor C sees a constant impedance, namely, R,, at all 
times and hence there can be no 
shift in d-c level. Other possible 
input circuits are given in Prob. 
15-18. 

The pulses which result from 
the differentiation of the output of 
the circuits of Figs. 15-18 and 15-19 
are of alternating polarity corre- 
sponding to a phase of zero and 
180°. The precision of the phase 
lock (i.e., the precision with which 
the pulses occur at the instant the 
Fig. 15-19. The two diodes 7; and T. pre- Son ee zero) Gepends/on 
vent a shift in d-c level at the input. the availability of an adequately 

large input signal. The large in- 
put is required in order that the signal shall pass through the region of 
the comparator break in the shortest possible time. If the signal is not 
initially large enough, some amplification must be provided. 

The problem of amplification to obtain stability of phase lock is not a 
simple one, because this amplification must be done without distortion, 
or at least with distortion which is symmetrical with respect to the zero 
of the sine wave. Any unsymmetrical change of waveshape means a 
shift in the d-c level and the new average voltage will appear across any 
coupling capacitors present. , 

This shift in average level is equivalent to a bias voltage and hence the 
comparator break will be traversed in a region other than the zero of 
the original sine wave. Under these circumstances the output pulse 
position will change in phase as the amplitude of the input sinusoid 
changes, or as the gain of the circuit changes. Usually a multistage 
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amplifier is used in order to improve the precision and then there is the 
possibility of a shift in d-c level at the input to each stage. 

The above difficulty can be avoided by eliminating the coupling 
capacitors. The result would be a d-c amplifier and there would be the 
usual problems of drift to contend with. Another solution is to use 
capacitor coupling but to clip the top and bottom of the input wave to 
every grid in a symmetrical fashion. The circuit is as indicated in Fig. 
4-10, with H, equal to HZ. and with the addition of a series capacitor 
and shunt resistor. The amplifiers are operated not at cutoff but in the 
center of their linear range. The clipping is done between narrow limits, 
say +0.5 volt and this ensures that the amplification is done without 


Output 


Input 
sinusoid 


Fiag. 15-20. A circuit for obtaining pulses locked in phase to an input sinusoid. The 
input stage 7, — JT. is a cathode-coupled clipper. The output stage T; — 7, is a 
multi comparator. 


distortion. Thus, there is no shift in d-c level. The stability of phase 
lock depends upon using balanced diodes and balanced clipping voltages. 
If the amplitude of the input sinusoid is small, then several stages of 
amplification will be needed in order for the output to approach the ideal 
square wave which has vertical sides. 

A clipping circuit which does not depend upon the use of balanced 
diodes and which has a high input impedance is the cathode-coupled 
clipper of Fig. 4-12 (see also Fig. 15-20). If R,1 is large, then peak input 
signals of 100 volts or more may be applied before grid current is drawn 
in the first tube. Hence, this circuit makes an excellent input stage 
because it does not load down the source, it gives amplification, and by 
proper adjustment of /..1 it gives an output which is symmetrical about 
the zero of the input sine wave. Since there is no shift in d-c level, several 
stages may be a-c coupled. A phasemeter has been built® using such a 
circuit. A more economical design in which only one cathode-coupled 
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clipper stage is followed by a cathode-coupled multi is shown in Fig. 15-20. 
If the circuit parameters are chosen so that the limited output at P2 is 
small enough so as not to drive G; into the positive grid region, then a-c 
coupling may be used between P2 and G;. Experimentally, it has been 
found that such a circuit gives a phase lock within 1° for peak-to-peak 
voltages from about 0.1 volt to 100 volts at 400 cps. The multi com- 
parator is operated with a small value of R,2 so that gain is obtained in 
T’; and a pulse is obtained when 7’, is brought out of cutoff. 

The multiar circuit used to obtain a square wave or pulses from a 
sine wave is indicated in Fig. 15-21. The method of avoiding d-c 
restoration is that given in Fig. 15-19. The cathode resistor R, is used 
for self-bias so that the triode (or pentode) 7.2 is not drawing grid current 
in the quiescent state. The behavior of the circuit is essentially that 


o Square- 
wave . 
output 


o Pulse 
output 


Fia. 15-21. A multiar circuit for sinusoidal input voltages. 


given in Sec. 15-7. As explained in that section, the stability is deter- 
mined primarily by 7; — R, combination. Regeneration will take place 
when the loop gain reaches unity, and this may not be precisely at the zero 
of the input sine wave. If zero phase lock is important, then a small 
biasing voltage must be introduced effectively in series with the diode 7. 
The pulse obtained when the sine wave passes through zero in the nega- 
tive direction is sharp and is determined by regeneration. The pulse 
obtained when the sine wave approaches zero in the positive direction is 
smaller and broader and is obtained when 7’; comes out of cutoff as indi- 
cated in Fig. 15-1ld. In this circuit there also exists the possibility of 
multiple oscillations as pictured in Fig. 15-18. 

If a transformer is available whose impedance is high enough so as not 
to load down the source, this may be used to couple the sinusoid to the 
multiar in place of the CT;R, combination. Also, as explained in Sec. 
4-4, another diode may be used to compensate for filament voltage drifts 
in the selector diode 7. 
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15-13. Amplifiers for Comparators. It has been pointed out that the 
precision of a comparator may be improved by a factor A if the com- 
parator is preceded by an amplifier of gain A. The amplifier must 
normally be d-c coupled to the comparator. Hence, the quiescent 
voltage output of the amplifier must be stable if the improvement in 
precision is not to be undone by a loss of accuracy. If the reference level 
of the comparator is adjustable, then a further requirement which 
must be imposed on the amplifier is that it operate with extreme 
linearity. 

The requirement of extremely linear operation may be removed by 
using the amplifier not directly for the purpose of amplifying the signal 
but rather for the purpose of amplifying the difference between the input 
signal and the reference voltage. An amplifier-comparator combination 
which incorporates this principle is shown in Fig. 15-22. The reference 
voltage Hr is applied to one grid while the signal is applied to the other 
grid of the symmetrical amplifier employing a type 5755 (Western 
Electric) vacuum tube. The 12AX7 is used in the cathode circuit for the 
purpose of achieving an extremely large effective cathode resistor without 
at the same time requiring an excessively large voltage drop across this 
resistor. This application of the 12AX7 in the cathode circuit is dis- 
cussed in Sec. 1-10. The advantage of a large effective cathode resistor 
in the circuit will be discussed below. The 5651 is a stable glow-tube 
regulator used here to establish a fixed voltage between the 12AX7 grid 
and the —300-volt supply. The 12AU7 is a comparator of the difference- 
amplifier type shown in Fig. 15-9. 

The operation of the circuit is as follows. If the amplifier is completely 
symmetrical, then when the signal voltage e; is equal to the reference 
voltage Hr, the voltages at the two plates of the 5755 will be identical. 
The resistor R may be adjusted so that under these conditions the currents 
through 7.2, and 7’ are nominally equal. The difference amplifier can 
handle linearly only a limited range of input signal. Hence, as the 
voltage difference between the 5755 plates departs from zero, a break 
occurs in the difference-amplifier output as one or the other of the 
12AU7 sections passes through cutoff. (Note that if T'2, cuts off, T's, will 
be operating with a very large cathode resistor and the response of 7's, 
to a signal at its grid will be very small.) For a negative-going sweep 
input signal, as indicated in Tig. 15-22, the response at the plate of 7's, 
will be a positive-going step, as shown. (The output differentiating 
circuit will transform this step to a pulse.) The step will begin when the 
input signal e; is different from the reference Ez by some fixed voltage. 
Alternatively, the resistor R may be adjusted so that the step forms at the 
moment e; = Er. We may now discuss some of the advantageous 
features of the circuit of Fig. 15-22. 
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The 5755 vacuum tube has parameters » = 65 andr, = 200 K. The 
gain of the amplifier, defined as the ratio of the plate-to-plate output 
voltage to the signal input e;, is therefore (see Sec. 1-10) 


— pR, —_ 65 xX 510 
~ Ritr, 510 + 200 


Hence, there is an improvement by a factor 46.6 in the precision of the 
comparator as compared to the precision which would result without the 
amplifier. 

The amplifier is highly stable. This stability results not from any 
particular circuit features but rather from the nature of the tubes 
employed. The type 5755 tube was especially designed for balanced 
d-c amplifier service. The manufacturer guarantees that, for equality of 
tube current, the maximum difference in grid voltages is 0.3 volt. More 
importantly it is claimed that over a 7-hr period a change of no more than 
5 mv need be made at most at one grid to keep the currents balanced. 
Similarly, the 5651 tube is a very stable reference voltage regulator. 
Over the normal operating range of 1.5 to 3.5 ma, its maintaining voltage 
under continuous operation will not drift with age by more than about 
0.3 volt. 

If the circuit is to be free of common-mode effect, the individual volt- 
ages at the plates of the 5755 must be the same whenever e; = Ep inde- 
pendently of the value of Zz. To see the extent to which the amplifier 
satisfies this condition, let us consider the common-mode rejection ratio 
p of the 5755 circuit. Proceeding as in Sec. 1-10, we have the result that 
if (uh +1)R,> Rt +7, and p > 1, then approximately 


_ __ wk, 

7 2( Rr + a) 
In Eq. (15-10) Agand A, are, respectively, the gain for a difference signal 
and the gain for a common-mode signal. The results in Eq. (15-10) are 
slightly different from the results given in Eq. (1-21) since in the present 
circuit both tubes have plate resistors hz. The common-mode rejection 
ratio pis 


= 46.6 (15-9) 


Aa and A.=- >> (15-10) 
k 


peat se. (15-11) 


If e; and Hr both change by an amount ALF, the voltage change at one 

amplifier plate will be the same as if only the signal voltage changed by 

an amount Ae; given by 

_ AE 

 p 
In the amplifier of Fig. 15-22 the resistor R;, to be used in Eq. (15-11) 

is the resistance seen looking into the plate of the 12ZAX7, This resistance 


Le; (15-12) 


€8P 


+300 volts 


T. 5755 
Reference aa Signal a 
e; 2 
ae: Py es yt 
= 15M 


4(12AX7) 
82 K 
L + 
4 eK 22M 
RSA1M 

£ R, 150 
87 volts Se 470 K 

= ~~ bp 

5651 
— 300 volts 


Fic. 15-22. A symmetrical amplifier followed by a difference-amplifier comparator. (Courtesy of the Electronics Research 
Laboratories, Electrical Engineering Department, Columbia University.) 
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is Ry =r, +(1+4)Ry. For the 12AX7 (r, = 0.1 Meg and » = 100) 
we have R;, = 47 Meg. From Eqs. (15-11) and (15-12) we compute that, 
for a 100-volt sweep, Ae; = —28 mv. This small common-mode error 
is due to the large effective cathode impedance which results from the 
use of the 12AX7 in the cathode circuit. The over-all common-mode 
error of the entire circuit is reduced even further by the common-mode 
rejection of the difference-amplifier comparator. 

Equal changes in the cathode temperature of the 5755 section con- 
stitute a common-mode signal against which the circuit will discriminate. 
A similar situation applies with respect to a change in the cathode tem- 
perature of the 12AX7 or a change in the 5651 maintaining voltage. 
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CHAPTER 16 


TIME MODULATION AND MEASUREMENT 


Time modulation is the term used to describe the process by which we 
may control the time interval occupied by some feature of interest in 
connection with a waveform. With pulse-type waveforms the principal 
features are pulse duration and time interval between pulses. One of the 
most important applications of time modulation occurs in connection 
with precise time measurements. For example, the distance of an aircraft 
from a radar set is measured by the time which elapses between the pulse 
radiated by the radar set (the reference pulse) and the pulse which 
returns as an echo. The most precise method of measuring this elapsed 
time is to generate locally a pulse whose time delay with respect to the 
reference pulse is known and controllable. Then this local (index) pulse 
is adjusted until a coincidence in time is observed between index and 
echo. Quite generally a method for determining the time duration of an 
entirely arbitrary waveform consists of generating a controllable index 
pulse which is then brought into coincidence with a position of interest 
on the arbitrary waveform. The coincidence may be observed either on a 
cathode-ray-tube display or through the use of coincidence circuits where 
feasible. 

A second application of time modulation occurs in pulse communication 
systems. Here the information to be transmitted is frequently conveyed 
as a modulation of the duration of pulses, or alternatively as a modulation 
of the interval between a reference pulse and the modulated pulse. A 
third important application of time modulation is in the conversion of 
analogue to digital data and is discussed in Sec. 16-3. 

Circuits for producing time modulation usually fall into one of the 
following three categories: (1) time-base systems, (2) phase-modulated 
systems, and (8) delay-line systems. These three systems will now be 
considered in turn. 

16-1. Time-base Modulation Systems. A most important analogue 
method used for time modulation is achieved by means of a combination 
of a linear time-base generator and a comparator. A reference signal 
starts the generation of a time-base waveform and the index pulse occurs 
at the instant the waveform attains the reference level of the comparator. 

485 
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Modulation is accomplished usually by varying the comparator reference 
level. An important advantage of this method is that the modulation 
may be accomplished electrically. If, as is very frequently the case, it is 
required that the timing interval vary linearly with the modulating signal, 
it will be required that the time-base waveform be linear and that the 
comparator reference voltage vary linearly with the modulating signal. 
If some relationship other than linearity is to exist between timing inter- 
val and modulating signal, an appropriate nonlinear timing waveform 
will be required, or else the comparator reference voltage will have to be 
related to the modulating signal in accordance with the required func- 
tional relationship. 

An accuracy of 0.1 per cent is obtained with a time-base system only 
with great difficulty. The accuracy of the time modulator depends upon 
the following items: 

1. The constancy of the voltage level from which the timing waveform 
starts (i.e., the zero level) 

2. The constancy of the voltage level at which the comparator responds 

3. The constancy, cycle after cycle, of the timing waveform 

4. The accuracy with which the timing waveform fits the required 
functional relationship between modulating signal and required timing 

Where linearity is required between timing and modulating signal, item 
(8) refers to the constancy of the slope from cycle to cycle, while item 
(4) refers to the linearity of any individual timing waveform. We shall 
consider only linear modulation. It is of some interest to tabulate the 
various features which may characterize a combination of linear time- 
base generator and comparator. Time modulators may differ in one or 
more of the following items: 


1. Type of comparator (a classification into five categories was made in 
Sec. 15-2) 
2. Linearity 
a. No feedback to improve linearity 
b. Bootstrapping 
c. Miller feedback 
3. Gating 
a. External 
b. Internal 
Some circuits require that an external gating voltage be applied to 
generate the time base, while others require only a trigger pulse to 
start the time base, the gating voltage being generated internally. 
4, Synchronization 
a. External 
b. Internal 
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An externally synchronized system is used for random pulses since it 
accepts an applied pulse to initiate the timing. An internally syn- 
chronized system determines its own instant of timing and delivers an 
index pulse delayed from the starting pulse in accordance with the 
modulating signal. 

5. Lastly, in some circuits the function of the time-base generator and 
comparator are well separated and the portions of the circuits which 
accomplish each function are easily recognized. In other circuits the 
two functions are not easily separable. 


This listing includes the almost unending variety of time-modulating 
circuits! available. Certain special circuits have found very wide appli- 
cation because of their simplicity. Notable among these is the cathode- 
coupled monostable multivibrator (Sec. 6-8) and the phantastron (Sec. 
7-7). In these circuits feedback is used to improve linearity, the gating is 
internal, the synchronization is external, and no clear-cut separation 
exists between the time-base generator and the comparator. 

16-2. Comparison of Bootstrap and Miller Time-base Generators.’ 
We discuss now the items on which the time-modulator accuracy depends. 
The constancy of the voltage level at which the comparator responds is a 
matter with which we have already dealt in Chap. 15 and need not be 
repeated. Similarly, the methods which are available to improve 
linearity have already been considered in Chap. 7. It is, however, appro- 
priate to note that with respect to linearity of time-base waveforms the 
Miller integrator circuit enjoys some advantage over the bootstrap 
circuit. The reason for this circumstance is not hard to find. It will be 
recalled that in the case of the bootstrap circuit the departure from 
linearity is measured by the extent to which the amplifier gain is different 
from unity. Now the only simple amplifier which is practical for use 
in the bootstrap generator is the cathode follower. Even with high gn 
tubes, gains in excess of, say, 0.99 are difficult to attain. The gain 
required of the amplifier in a Miller circuit to achieve equivalent linearity 
is 1/(1 — 0.99) = 100. Itis, of course, not difficult to build an amplifier 
for use in a bootstrap circuit whose gain approaches arbitrarily close to 
unity. But such amplifiers are, in principle, of such nature that their gain 
may, due to various instabilities, become greater than unity. A gainlarger 
than unity is as objectionable as a gain less than unity. Furthermore a 
decrease in gain of say 1 per cent from 0.99 to 0.98 reduces the linearity 
improvement by a factor of 2. On the other hand, no great difficulty is 
encountered in building a conventional amplifier with a gain far in excess 
of 100. And in this case a small drift in gain causes no difficulty. 

The largest source of error by far usually results from the instability in 
zero level and slope because of the variability of operation of the tubes 
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used for switching. Figure 16-1 represents a bootstrap time-base 
generator in which it is considered that H’ = Ey, + e.; that is, H’ is the 
sum of some quiescent supply volt- 
Ex EB age Ey, and a voltage equal to that 
developed across the capacitor. 
We have for simplicity returned 
R, R the cathode of the gating tube to 
a negative supply voltage so that 
initially the voltage e, = 0. Be- 
| cause of the bootstrapping the 
e, Slope of the time-base voltage is 
| | Cc constant and is equal to its initial 
(i value Ey,/RC. Now suppose that 
L because of heater voltage change, 
~ Eco : tube aging, or even tube replace- 
Fig. 16-1. A bootstrap circuit. The ment the initial value e. is no 
Votnee Es Vananle, longer zero but is AH. Then 
Ey — AE 
ee = AE + —pna ¢ (16-1) 
If e. is applied to a comparator whose reference level is H., the time 
interval established will be approximately 


E AE AE 


The first correction term represents the error due to the fact that the zero 
level has changed, while the second term results from the change in slope 
of the time base. In the limiting case where L, = Ey, the error is quite 
small, being given by the higher-order terms neglected in Eq. (16-1). 
More usually EL, is appreciably smaller than F,, and the zero error is much 
larger than the slope error. 

The triode clamp of Fig. 16-1 will provide an extremely unstable zero 
level. The tube current at fixed bias is highly variable. In addition, 
where a clamped grid is employed the precise level at which the grid 
clamps is a function of the grid-current characteristics. In many tubes 
manufacturers do not control grid-current characteristics. Consequently, 
even with large plate and grid resistors, the clamping voltage of the circuit 
of Fig. 16-1 may vary by an appreciable fraction of a volt. A diode is 
much more stable than the triode as a clamp, and hence the circuit of Fig. 
16-2a offers some advantage. A further improvement results if the 
double-diode arrangement of Fig. 16-2b is employed. As described in 
Sec. 4-4, the second diode serves as a stabilizing influence against the 
effect of heater voltage variation. 
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An additional precaution to be observed with bootstrap sweeps is that 
the signal must not be taken from the cathode of the cathode follower 
since the d-c voltage difference between the grid and cathode is itself 
quite variable. One must therefore apply to the comparator the signal 
which appears across the sweep capacitor. 


E’ E’ 


—Evs i ~Ees 

(a) (b) 
Fig. 16-2. (a) A diode clamp for a bootstrap circuit. (b) A second diode added to 
help compensate for cathode temperature changes. 

Instead of trying to stabilize separately the clamping level of the sweep 
and the reference level of the comparator one may try to balance one 
error against the other. This situation is illustrated in Fig. 16-3. 71 
is the clamping diode and 7’; is the comparator diode. One may expect 
that a change in cathode emission will change the zero level and the 


To comparator 
amplifier 


ad Oe — E R 


Fig. 16-3. A circuit used to balance the drift in clamping level of the sweep against the 
drift in reference level of the comparator. 


comparator reference level by approximately the same amount. Of 
course, this arrangement will not correct the slope error which accom- 
panies the zero shift. 

A change in cathode emission is represented by the introduction of a 
voltage source Fy in series with the cathode lead. In Fig. 16-3 such a 
voltage Hy will cause an equal change in the clamping voltage only if the 
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impedance in the cathode circuit of T,issmall. Hence, a cathode follower 
T is used to gate the diode 7;. The bias on 7’; is such as to cut the tube 
off except during the gating time; hence the d-c instability of the triode 
is unimportant. 

Now consider a Miller sweep. The stability difficulties associated with 
the Miller time-base generator are more troublesome than in the case of 
the bootstrap circuit. The amplifier in the circuit (as in Fig. 16-4) must 
be a d-c amplifier. The zero level of the output suffers not only on 
account of the instability of d-c output voltage of the amplifier but also 
from the amplified instability of the clamp. Furthermore, the linear 
sweep starts after a step voltage (see Fig. 7-22) has formed and the 
variability of the step is in effect a zero error. Nothing much can be done 
about the variability of the step except to try to make it as small as 


Amplifier 


Fig. 16-4. A Miller sweep. Fig. 16-5. A method for reducing the 
initial step in the output voltage of a_ 
Miller sweep. 


possible. A means which is available for reducing the size of the step is 
shown in Fig. 16-5. The diode current (with zero pentode plate current) 
is adjusted to be somewhat less than the current which flows through Rz, 
at the instant the circuit is gated on. The step which forms at plate and 
grid is then equal to the plate resistor Pz, multiplied by the difference 
between diode current and pentode current. The step cannot be elimi- 
nated entirely since some negative step at the plate is required to cut off 
the diode during the sweep formation. 

Fluctuations in cathode emission will cause a slope error. If, say, the 
emission increases, then the initial current through R (Fig. 16-5) will 
increase correspondingly. Two methods of minimizing slope error from 
this source are indicated in Fig. 16-6a and b. In Fig. 16-6a the variation 
of cathode emission is stabilized by an additional diode in exactly the 
same manner used in Fig. 16-2b. It is assumed here that the effective 
cathode potential of the pentode is affected by cathode emission in the 
same manner as for the diode. In the second method (Fig. 16-6b) the 
supply voltage 7; to which F is returned changes nominally by the same 
amount and in the same direction as the initial grid level. The net initial 
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voltage difference across F is more constant than before and consequently 
the initial slope of the timing waveform is less variable. 

When zero error is the principal difficulty, it is advantageous to make 
the time-base amplitude (in either the bootstrap or the Miller sweep) 
as large as possible and to use the circuit in such a manner that the mini- 
mum comparator reference level is as large as possible. A reasonable 
estimate for zero error is about 0.3 volt. If the sweep amplitude is, say, 
200 volts, then the resultant accuracy is 0.8 X 199399 = 0.15 per cent. 
Much can also be accomplished in reducing uncertainty by selecting tubes 
and by preaging tubes, since it has been found experimentally that the 
rate of tube drift is usually largest when tubes are first put into service. 


(a) ~Bee (b) 


Fig. 16-6. Two methods for minimizing slope error. 


If a system may be internally synchronized, then the zero-level diffi- 
culties may be eliminated by using two comparators instead of only one. 
The first comparator is set to respond at an arbitrary voltage level and 
this comparator signal is used to mark the reference time. The second 
comparator has its reference level set to respond at a later and variable 
time. The time interval marked off is therefore the time required for 
the time-base voltage to rise from one level to another. The accuracy 
of such an arrangement depends only on the linearity of the sweep and the 
accuracy of the two comparators, provided the slope error is negligible. 
A precaution which must be observed in such an arrangement is that the 
reference comparator must not affect the time-base linearity. A low 
impedance time-base waveform is to be preferred, and here, since the zero 
level does not matter, the cathode waveform of a bootstrap sweep circuit 
will be suitable. 

16-3. An Analogue-to-Digital Converter. It is often required that data 
taken in a physical system be delivered directly to a digital computer for 
processing. Such data would normally appear in electrical analogue 
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form. For example, a temperature difference would be represented by 
the output of a thermocouple, the strain of a mechanical member would 
be represented by the electrical unbalance of a strain-gauge bridge, etc. 
The need therefore arises for a device to convert analogue information 
into digital form. A very large number of such devices have been 
invented.* We shall consider below one such system which involves a 
time-modulation scheme of high precision. 

In this system‘ a continuous sequence of equally spaced pulses is passed 
through a gate. .The gate is normally closed and is opened at the instant 
of the beginning of a linear sweep. The gate remains open until the 
linear sweep voltage attains the reference level of a comparator, which 
comparator level is set equal to the analogue voltage to be converted. 
The number of pulses in the train which passes through the gate is there- 
fore proportional to the analogue voltage. If the analogue voltage 


u) 


abate gate | 
—Exc = 
Fie. 16-7. A sweep generator for an analogue-to-digital converter. 


varies with time, it will, of course, not be possible to convert the analogue 
data continuously, but it will be required that the analogue data be 
sampled at intervals. The maximum value of the analogue voltage will 
be represented by a number of pulsesn. It is clear that n should be made 
as large as possible consistent with the requirement that the time interval 
between two successive pulses shall be larger than the timing error of the 
time modulator. The recurrence frequency of the pulses is equal, as a 
minimum, to the product of n and the sampling rate. Actually the 
recurrence rate will be larger in order to allow time for the circuit to 
recover between samplings. 

The first basic requirement of the converter is a time base of precise 
linearity and negligible zero error and slope error. A system for achieving 
such a time base is shown in Fig. 16-7. To achieve linearity, the sweep is — 
generated in the operational integrator consisting of R, C, and the high- 
gain amplifier of gain A;. In a typical case the gain Ai may be as large 
as 104 and linearity of the order 1 part in 104 over a sweep amplitude of 
100 volts has been attained. The amplifier A; is a chopper-stabilized 
d-c amplifier® whose d-c drift is entirely negligible. The amplifier Age is 
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similarly stabilized and the d-ce level of the output of Ae is adjusted so 
that in the absence of a gate the diode 7; is nonconducting while the triode 
T', is operating within its grid base. 

Suppose now that the circuit connection at A is broken and that the 
bias for 7, were derived from some fixed voltage source. In this case 
the amplifier Az may be left out of consideration and the triode serves 
simply as a clamp on the voltage at point B to prevent the formation of a 
sweep. 

The principal source of error will be the drift in the zero level of the 
sweep which results from the instability in the clamping level because 
of the drift in the triode 7’. To correct this difficulty, the chopper- 
stabilized amplifier A» is added, the gain Az being positive. We may 
represent the effect of the drift in the clamping level by the introduction 
of an error voltage /, in series with the input lead to the amplifier A, at 
the point marked B. In the absence of the amplifier A. the drift in the 
zero level of the sweep would be /,° = AiE,. With Ae present, and 
assuming that the gain from the grid of 72 to its cathode is unity, the 
drift is calculated to be (#,°)’, where 


EHeAy _ E,° 
1— AiAp 1— AyAp 


The denominator 1 — A1Az2 is positive since A, is necessarily negative 
and Ae positive. Since AiA2 > 1, the effective drift of the sweep zero 
level has been reduced from Ai, to L./A2. It is most interesting to 
note that the resultant drift of the zero level is now quite independent 
of the gain A;. The reason for this result is that an increase in A, not 
only amplifies the drift /, but at the same time increases the correcting 
feedback signal in the same proportion. If A2is taken to be 50 and if we 
allow E, to be, say, 0.5 volt, the drift in sweep zero will be only 10 mv. 

The effect of the drift in the amplifiers themselves may similarly 
be taken into account. In connection with d-c amplifiers it is customary 
to specify the drift in terms of the d-c input voltage required to cause the 
amplifier output signal to change by the amount of the drift. To allow 
for the drift in A1, we need but add an additional voltage to E., while to 
allow for the drift in Ae, a voltage may be placed in series with the lead 
which couples Ai to Ae. A drift H.“ in amplifier A, will appear as a 
drift H.“/Az2in the sweep zero. A drift #,“ in amplifier Ae will appear 
as a drift in the sweep zero of amount 


A,A2H, 
1— AiAz 
It is, however, feasible to build a chopper-stabilized amplifier in which the 


drift may be represented by an input signal no larger than 50 uv. Hence, 
the amplifier drifts are negligible. 


(Z,°)’ = (16-3) 


~ BO (16-4) 
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Referring again to Fig. 16-7, the sweep is formed when the negative 
gate appears. The diode 7, conducts and draws the grid of T2 below 
cutoff. The resistor r, which may be simply the output resistance of the 
amplifier, is necessary to permit the grid voltage to drop when the diode 
conducts. Since now 7: is cut off, the point B is released from clamp 
and the feedback path through A: is open so that a sweep voltage may be 
formed. Clipping diodes are used to prevent overloading in amplifier 
Az and to make sure that the grid of J. is not brought above cutoff 
because of the signal from the amplifier A». At the end of the negative 
gate, 7's conducts again and discharges the capacitor C. 


Sinusoidal 
oscillator 


Fia. 16-9. The waveforms in the phase-modulation system of Fig. 16-8. 


Using the comparator of Fig. 16-7, an analogue-to-digital converter 
has been built which is capable of converting an analogue voltage in the 
range 0 to 100 volts with a full-scale digital output of 4,096 pulses (12 
binary places). 

16-4. Phase-modulation System. The basic principle involved in a 
time-modulation system using phase modulation is indicated in the block 
diagram of Fig. 16-8. The waveforms of such a system are given in Fig. 
16-9. A sinusoidal signal A is delivered to comparator 1 whose output 
consists of a series of pulses B which are generated each time the sinusoid 
crosses the zero axis while going in the positive direction (or alternatively 
every time the sinusoid passes through zero in the negative-going direc- 
tion.) The sinusoid is also applied to a phase-shifting device the output 
of which is shown in C. A second comparator produces the pulses shown 
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in D. If the phase shifter provides a phase shift @ as shown in the 
diagram, the second set of pulses will be separated in time from the first 
set by an interval ¢ = 6/w, in which w is the angular frequency of the 
sinusoidal signal. 

It is, at present, not possible to build an accurate and reliable phase 
shifter whose phase angle is controllable by a simple electrical signal. 
For this reason the phase shifter employed is usually a mechanical device 
and the modulating ‘“‘signal”’ is also mechanical, such as a shaft rotation. 
One prefers not to vary the timing interval by variation of the reference 
level of the comparators, since sine-wave amplitude comparison is most 
accurate when the selection takes place at zero phase where the slope 
isa maximum. Additionally, in such a case, the time interval would not 
vary linearly with the comparator reference voltage. 

The error in a phase-modulation system arises principally in the phase- 
shifting circuits and devices. Jor a carefully designed system, an error 
of about 0.5° may be expected. Hence, the accuracy is 


0.5 
360 x 100 = 0.14 per cent 


provided that the comparator error can be neglected. The phase- 
‘modulation system is therefore somewhat less accurate than the time-base 
system. An advantage of phase modulation is the convenience with 
which it fits into multiple-scale time-modulation systems (Sec. 16-6). 

16-5. Phase-shifting Devices and Circuits. The devices used for 
phase shifting are polyphase capacitors, resolvers, and _ sine-cosine 
potentiometers. These will now 
be described. 

Phase-shifting Capacitors. A 
polyphase capacitor consists of p 
capacitors which have one common 
plate and a rotatable dielectric slab  , 
whose angular position determines 
the individual capacitances between ep 
each of the segments and the com- 
mon plate. It is possible to design’ 
the geometry of the device in such 
a manner that the variation of 
capacitance C,, between the nth 
segment and the common plate is 
sinusoidal with the angular rotation 6 of the shaft. Thus, 


ey 


Fig. 16-10. Schematic representation of a 
p-phase capacitor circuit (p = 3 or 4). 


Cn = G+ C eos |o+ (v1) 74 m=1,2,...,p (16-5) 


In practice p is either 3 (three-phase) or 4 (four-phase). 
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The circuit of Fig. 16-10 is excited with p-phase voltages so that 
: 2 
c= Hsin [ot +m — 1) =| n=1,2,...,p (16-6) 


The output voltage is given by the product of the short-circuit current 
times the impedance seen looking back from the output terminals. Thus, 


Pp 


EnjoCn 
a ee (16-7) 
), joC, + 1/Z 


n=l 
where £, is the sinor voltage corresponding to the instantaneous voltage 
e,. After some trigonometric manipulation this expression reduces to 


piCe® 

E, = IpC, + 2/jod (16-8) 
This equation shows that the output voltage will have an amplitude which 
is independent of the angle @ and a phase which is a linear function of @. 
Thus, we have converted a mechanical angle of rotation into an electrical 
phase angle. It is, of course, necessary that C < C,, since C, may not be 
negative. Even in the limiting case where C = C, and wZ = o, the 
ratio H,/E = ¥% in the cases of both the four-phase and three-phase 
capacitors. More usually it turns out that the ratio C/C, is such as to 
make the maximum possible value of E,/H = \s5. A finite value of wZ 
increases the attenuation further. Since large signal amplitude is 
required for comparator operation, the use of phase-shifting capacitors 

‘is restricted to frequencies usually higher than 20 ke. 
Induction Resolvers. A resolver (sometimes also called a synchro)® as 
used for phase-shifting purposes is a 


é: device with two fixed stator windings 
and a single rotor winding located in 
Stator 2 the region of the magnetic fields pro- 


duced by the stator windings. The 
stator windings are mechanically ar- 
ranged to provide fields which are at 
: right angles to one another in space. 

| patent | be If these windings are excited by cur- 

Fic. 16-11. A two-phase resolver rents which are out of phase by 90° 
which gives an output voltage whose electrically, the rotor will find itself in 
se angle equals the angle of the 4 rotating magnetic field of constant 
amplitude. The voltage induced in 
the rotor will then be of constant amplitude and will have a phase which 
depends on its angular position. 
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The arrangement of windings in a resolver is illustrated schematically 
in Fig. 16-11. The mutual inductances between stators and the rotor are 
M,, = M cos 6 and M2, = M sin 6, respectively. If 7; = J) sin wt and 
12 = —I cos wt, then 

= diy diz 
Co = Mir, + Mo 


= Mwy cos (wt — 6) (16-9) 


= MwI (cos 6 cos wt + sin @ sin wt) 


This equation verifies the statement that the resolver converts a mechan- 
ical angle of rotation into an electrical phase angle. 

An alternative method? of using a resolver which requires only a single- 
phase applied voltage is indicated in Fig. 16-12. The output from the 
first stator is e: = H sin wt cos 6 and is applied to the operational ampli- 
fier A, which (for a large value of gain) gives an output e,1 which is shifted 


Resolver 


e,=E sin wt sin@ Cc 


Operational 
amplifier 


e,=E sin wt cos@ 

= Stator 1 = 
Fic. 16-12. A resolver-operational amplifier combination used to convert a mechan- 
ical angle into an electrical angle. 


in phase by 90°-or @: = (H/wRC) cos wi cos 6. The output from the 
second stator e: = EH: sinwtsin @ is also applied to the operational 
amplifier which inverts this voltage and delivers the output 


€2 = —L sin wt sin 6 
The net output e, is 
Go = 01 + €or = — cos wt cos 6 — £ sin wt sin 6 (16-10) 
If wRC is chosen equal to unity, then e, = E cos (wt + 86), thus confirming 
the fact that an electrical voltage is obtained whose phase angle equals 
the rotational angle of the resolver. Note that the output voltage is of 
constant amplitude. 

There are also available synchros having three stator windings which 
must be excited with three-phase voltages, and again the output from the 
rotor will have an electrical phase angle equal to the angle of rotation. 

The accuracy of phase shift with a high-quality resolver is much better 
than that obtainable with phase-shifting capacitors. Resolvers find 
application in the frequency range below about 20 ke. 
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Sine-Cosine Potentiometer.!° This device consists of a resistance card 
wound with parallel wires, as shown in Fig. 16-13. Four brushes placed 
90° apart in space move on a circle on this card (actually the card rotates 
and the brushes are stationary in 
order that only two, instead of four, 
slip rings be required). A brush 
is broad enough to cover about two 
wires. A single-section RC’ filter 
is used in each lead to suppress 
potentiometer noise. The four 
outputs are proportional to e cos 6, 
esin 6, —e cos 6, and —e sin @, 
where +e are the voltages applied 
at the ends of the card and @ is the angle of rotation. 

The circuit for converting the space angle @ into an electrical angle 
is the same as that of Fig. 16-12 with the sine-cosine potentiometer 
replacing the resolver. The input to the potentiometer is + sin wt. 
The outputs # sin wi cos @ and FE sin wt sin @ are applied to the opera- 
tional amplifier which then delivers E cos (wé + 6). 

Phase-shifting Circuits.1!_ A network suitable for use with a four-phase 
capacitor is shown in Fig. 16-14. The transformer is center-tapped. By 


Fig. 16-13. A sine-cosine potentiometer. 


E3 == 
Fia. 16-14. A phase-shifting circuit which may be used with a polyphase capacitor. 


drawing a sinor (phasor) diagram it may be verified!” that the magnitude 
of the voltages £1, He, E3, and E, are all equal to #/2 and that if 


we, Ry, =. weeks = 1 


the phase of the voltages differs progressively by 90°. 

If we use the voltages £1, #2, and HE, of Fig. 16-14, three-phase voltages 
suitable for use with a three-phase capacitor will be provided. The 
signal amplitudes are again each equal to H/2. To provide the required 
120° phase shifts, it is necessary to adjust 


wl)R, = 1/3 and wCeRs => /3 


The network of Fig. 16-14 behaves as indicated only if the signal 
terminals are not loaded. The small loading effect of the phase-shift 
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capacitor may be minimized by using small values of R; and R» and large 
values for C; and C2 so that the output impedance of the phase-shifting 
network will be low. 

The circuit of Fig. 16-14 using only one RC network will produce the 
two-phase voltages required for the resolver circuit of Fig. 16-11. In this 
case buffer amplifiers might have to be used between the outputs and the 
resolver coils. A circuit which provides two-phase voltages without using 
a transformer is given in Prob. 16-8. An operational amplifier connected 
as a phase shifter may also be used for this purpose. 

16-6. Multiple-scale Modulation. The time-modulation systems 
already described are referred to as single-scale systems since only one 
timing cycle is involved. The accuracy of such systems is, as we have 


Oscillator Phase Comparator 
frequency =/ shifter No. 2 
A 
Shaft rotation of 
Comparator 
No. 1 


phase-shifting 
device 


Shaft rotation of 
potentiometer 


Fia. 16-15. A block diagram of a double-scale phase-modulation system. 


seen, of the order of 0.1 to 0.2 per cent. The accuracy can be improved 
by orders of magnitude by the use of multiple-scale systems. <A double- 
scale system is illustrated in functional form in Fig. 16-15. The associ- 
ated waveforms are indicated in Fig. 16-16. 

The sinusoidal output of the oscillator (waveform A) of frequency f 
is converted to a train of pulses by a comparator. This train of pulses 
(not indicated in the waveforms) is applied to a 5:1 divider (Chap. 12), 
the output of which appears in waveform B. These pulses, which are 
separated by a time interval 7’; = 5/f, are used to trigger a linear time- 
base generator whose waveform appears in C. The total time duration 
of the time-base voltage is made somewhat shorter than T; to allow the 
time-base generator to recover between pulses. The sweep generator 
may be self-gating or may require an external gate generator. In any 
event the gating function is assumed to be incorporated in the block of 
the time-base generator and is not shown separately. 
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The oscillator output is used simultaneously to excite a phase shifter 
of the types discussed in Sec. 16-5. The phase-shifter output, shifted 
in phase with respect to the oscillator output by an arbitrary angle, is 
shown in D. A second comparator provides the pulses shown in F at 
each positive-going crossing of the zero axis of the phase-shifter output. 

The time-base waveform is applied to still a third comparator whose 
reference level is set at Hr, as shownin CC’. This last comparator triggers 
a gating-waveform generator whose waveshape appears in F. Finally, 
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Fia. 16-16. The waveforms in the circuit of Fig. 16-15. 


the gating waveform together with the pulse output of comparator 2 
are applied to a coincidence circuit. This gating circuit passes on to the 
output that one of the pulses of waveform E which occurs during the time 
of the gate at F so that the final output appears as in G and a timing 
interval T has been established. 

Now suppose that one varies. simultaneously the reference voltage 
Er of comparator 3 and the phase shift produced by the phase shifter 
in such a way that the train of pulses at H and the gate at F are shifted 
on the time scale by the same amounts. Then the time interval 7’ may 
be varied continuously from nominal zero to JT = T;. 

The important difference between the present time-modulation system 
and the single-scale system of Fig. 16-8 is that the range of time modula- 
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tion has been extended from a range 1/f to the range 5/f. The principal 
source of error is still the accuracy of the phase shifter. The absolute 
error of the phase shifter is unchanged, but since the range has been 
extended by a factor of 5, the percentage accuracy of full scale has been 
increased by a factor of 5. The linearity of the time-base voltage and 
the time of occurrence and duration of the gating waveform has no 
influence on accuracy. It is only required that the gating voltage be 
generated with enough precision to single out continuously one and only 
one pulse of the train. 

In Fig. 16-15 the phase is shifted by rotation of the phase-shifting 
device, while the reference level of the comparator is adjusted by means 
of a potentiometer. The comparator reference level will go through its 
full range in one complete rotation of the potentiometer, while the phase 
shifter will require nominally five complete rotations. If the potentiom- 
eter is of conventional design (say 300° rotation), some mechanical gear- 
ing will be required between potentiometer and phase shifter. The 
necessity for the gearing (but not the coupling) between phase shifter 
and potentiometer may be eliminated if a multiturn potentiometer (a 
helipot) is used which requires five turns to cover its range. 

If a divider which divides by n is used (in place of 5:1 division), the 
accuracy will be improved n-fold. If n is equal, say, to 100, then the 
beginning of the gating waveform must be held to a precision of 1 per 
cent of full scale if one particular pulse is to be continuously selected. 
Otherwise a gross error will be made which makes the system entirely 
useless. Linear time-base comparator, single-scale timing circuits can 
be held to a precision appreciably better than 1 per cent, but to allow a 
comfortable safety factor a value of n < 100 is used. 

16-7. Delay-line Modulation. A supersonic delay line’ consists of a 
quartz crystal transmitter and a crystal receiver mounted in a tank of 
liquid (mercury, water, etc.). A pulse modulates a carrier frequency of, 
say, 30 Mc. This pulse-modulated carrier is then applied to a trans- 
mitting crystal which generates waves in the liquid column. A receiving 
crystal detects the pulse after it has traveled down the tank. Thus a 
delay of l/v sec is obtained, where / is the length of the column between 
input and output transducers and »v is the velocity of propagation of the 
acoustical wave. This system has been used!® to obtain delays variable 
over a range of 2 to 240 usec with an extremely high degree of accuracy. 
The delay is varied by adjusting the spacing between the input and out- 
put crystals. The difficulties associated with this system are (1) the 
tank must be temperature-controlled since the velocity of propagation is 
a function of the temperature of the liquid, (2) the attenuation in the 
system is very high, (8) the device is difficult to maintain under field 
conditions, (4) the tank is heavy, and (5) an intricate mechanical arrange- 
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ment is needed for moving the receiver relative to the transmitter within 
the liquid. 

For short delays (about 10usec or less), electrical lines may be used. 
The electrical delay line is ordinarily used to establish a fixed time interval. 
Such a line does not readily adapt itself to provide for a continuously 
variable, precisely determinable delay. However, a circulating-pulse 
technique, similar to that used in dynamic registers of a digital computer 
(Sec. 18-11), has been developed'* for obtaining a highly stable variable 
time-delay system. In principle, this method consists of applying a 
pulse to the input of an electrical delay line, amplifying the output pulse 
in order to compensate for the attenuation of the line and then feeding the 
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Fia. 16-17. A circulating-pulse system consisting of a distributed amplifier and two 
additional delay lines, Da and Dz. 


output of the amplifier back to the beginning of the line. The pulse 
then starts its second round trip over the loop consisting of delay line and 
amplifier. Thus the output is a train of pulses separated by a constant 
interval from one another. We shall see shortly how such a pulse cir- 
culating device is incorporated in a variable time-delay system. For the 
present, however, we may note that one possible application of this sys- 
tem might be in connection with high-speed oscillography. A sweep 
circuit may be triggered by the input pulse and the train of pulses from 
the delay line may be applied to the grid of the CRT to provide accurate 
and stable time markers. 

If millimicrosecond pulses are to be transmitted in the circulating- 
pulse system, a distributed amplifier (Sec. 10-7) is required. Figure 
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16-17 shows the basic circuit, and the timing sequences of pulses are 
given in Fig. 16-18. Two additional delay lines D4 and Dz are required 
in addition to the delay lines of the distributed amplifier. or simplicity, 
we assume in the following description that the delays in the distributed 
amplifier are negligible in comparison with the delays of D4 and Dz. 
The operation of the circuit is as follows. A positive pulse applied at 
the input Pi, is amplified and inverted by tube 7;. The resulting nega- 
tive pulse travels along the plate line of the amplifiers 7, and 7'3, then 
through the delay line B (having a delay Dz) and along the grid line, 
and is absorbed in the characteristic terminating resistance R,. This 
negative pulse also travels through 
line A (having a delay Dag) and is 
reflected from the shorted end of this 
line as a positive pulse. This positive 
pulse travels down the plate line and 
appears at P. delayed by 2D4. This 
pulse also travels through line B and 
appears at P3; an interval Dz, later. 
Since 7’, and 73 are biased beyond cut- 
off, negative pulses are not amplified. 
However, the positive pulse which 
appears at the grids of 7’. and 7’; is 
amplified and appears as a negative 
DUS sae pete uae ae neeauve Fic. 16-18. The pulse trains generated 
pulse travels along the paths indicated jn the circuit of Fig. 16-17. 

above for the first negative pulse which 

appeared at the plate of T;. The sequence of events then repeats itself 
and the result is equivalent to a having a pulse circulate around the loop 
continuously. The pulse trains which appear at P. and P; are shown in 
Fig. 16-18. 

If, instead of a pulse train, a single pulse is desired whose delay may be 
modulated in accord ‘with a d-c reference voltage Er, the circuit!® of 
Fig. 16-19 is added to that of Fig. 16-17. The pulses at P; (Fig. 16-18c) 
are applied to a blocking oscillator which is biased so that only the 
positive pulses are effective. These blocking-oscillator pulses enter a 
storage counter and generate a staircase voltage as in Fig. 11-26. When 
this voltage reaches a level determined by Hz, the comparator delivers a 
pulse which in turn generates a gating voltage. This gate is applied toa 
coincidence circuit which has as its second input the pulse train at P2 
(Fig. 16-8b). The gating voltage is wide enough to overlap one (but not 
more than one) of the positive pulses at Pz. Hence, a single pulse will be 
delivered from the coincidence circuit and delayed 2D, plus an integral 
multiple of 2D, + Dg from the input pulse to the system. The delay 
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can be varied in steps of 2D, + Dz by changing the reference voltage Er 
of the comparator. The gating generator also activates a turnoff circuit 
which applies an additional negative bias to the grids of T: and 73. This 
negative bias prevents further circulation of pulses around the distributed 
amplifier loop and the pulse train is terminated. The system is now 
quiescent until another external pulse is applied at P; of Fig. 16-17. 

The high stability of the above system is due to the fact that the 
delay is determined by the number of reflections in lines A and B and 
is almost independent of variations in cutoff characteristics of tubes, 
noise, hum, temperature, and changes in supply voltages, provided that 
the levels of the pulses are high, say 50 volts. 


Coinci- 
dence 
circuit 


Delayed 
© pulse 
output' 


Turnoff 
circuit 


To T> and T; 


Fra. 16-19. Block diagram of circuit used to convert Fig. 16-17 into a single-pulse 
delay system. 


16-8. Pulsed Oscillators.17 The time-base and delay-line systems 
discussed in this chapter are externally synchronized. However, the 
phase-modulation system has the limitation that it must be internally 
synchronized. The versatility of this system would be improved appre- 
ciably if it were possible to synchronize the system to an external pulse 
which occurs at random. What is required for such a purpose is that 
the continuously running oscillator of Fig. 16-15 be replaced by a pulsed 
oscillator. 

A pulsed oscillator is one which is normally quiescent but which can 
be turned on for the time duration of a gating waveform. Ideally such 
a pulsed oscillator should provide zero output voltage before and after 
the gate and a sinusoid of fixed amplitude, frequency, and phase during the 
gate. When the oscillator 1s gated on, there will be a switching transient 
associated with the gating, and as a result the first several cycles of the 
oscillator waveform may not be suitable for timing purposes. To min- 
imize this transient, one tries to arrange, as far as possible, that the initial 
currents and voltages at the time of switching shall be the same as those 
that would occur if the oscillator were running continuously. For this 
purpose the most suitable oscillator is one with few components such as 
an LC oscillator. 
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Consider initially the ringing circuit of Fig. 16-20. The inductor L and 
capacitor C constitute the oscillating circuit and 2 represents the damping 
losses of L. The resistor Rz is adjusted so that with the tube in clamp 
the inductor current is 7. A negative gate cuts off the tube and the 
cathode circuit is free to execute natural (unforced) oscillations. The 
transient behavior of a ringing circuit is 
discussed in detail in Sec. 2-8, where it is 
shown that the amplitude of oscillations 
decreases to 1/eth its peak value in Q/r 
cycles. Since the Q of a coil in this appli- 
cation is of the order of 25, this decrement 
is too rapid to make the circuit of Fig. 
16-20 very useful as a source of pulsed 
oscillations. The circuit does, however, 
find some application for calibration of the 
time axis of a cathode-ray oscillograph, 
since, in spite of the damping, the times at 
which the waveform crosses the zero axis are equally spaced. In this 
application the gating waveform which generates the cathode-ray oscil- 
lograph time base also triggers the ringing circuit. The ringing circuit 
output is displayed on the CRO screen and the sweep speed may be deter- 
mined if the ringing frequency is known. 

A pulsed oscillator which has been widely used! is shown in Fig. 16-21. 
The tube 7’; is the gating tube and is cut off during the oscillations. With 
FR; zero, the remainder of the cir- 
cuit is identical to the conventional 
Hartley oscillator. If the oscillator 
tube 7’. were omitted, the voltage 
across the tank circuit would have 
an initial amplitude wLlJ, I being 
the initial current in L. If the 
feedback due to the presence of 7’. 
is adjusted to approximately the 
value required to supply the tank- 
Fic. 16-21. A pulsed Hartley oscillator. circuit losses, the initial amplitude 

will remain at wlJ. We may actu- 
ally expect that the amplitude will grow or decay very slowly, depending 
on whether the loop gain is slightly more or less than unity. This is a 
matter of small concern since the oscillator will be permitted to run for 
only a short time. 

The resistor 23 is used to adjust the loop gain to unity. 23 is adjusted 
experimentally to the value which results in constant amplitude of sinus- 
oidal signal. An approximate value of &; is easily calculated. For 


Fia. 16-20. A ringing circuit. 
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simplicity, let us assume that the gain of 7 (cathode follower) is nom- 
inally unity. Let us further assume that the coil is tapped at its mid- 
point and that the coupling between the two halves of the coil is perfect. 
The impedance Rr seen looking into the terminals er is then one-fourth 
of the resonant impedance of the tank circuit, or Rr = 140LQ. Since 
the tank voltage e, equals 2er, then for the loop gain to be 1, the ratio 
e,/er must equal2. Hence Rr/(R3 + Rr) = %, or R3 = Rr = 14o0LQ. 

The output signal is taken directly from the tank circuit and is excep- 
tionally free of harmonic distortion. In a conventional LC oscillator, 
the tube operates class C, and we depend on this filtering action of the 
tank circuit to provide a sinusoidal waveform. In the pulsed oscillator 
of Fig. 16-21, the oscillator tube is self-biased through R, so that it oper- 
ates very nearly linearly with a consequent improvement in waveform. 

In Fig. 16-21 the cathode-to-heater capacitance of 7, and the input 
capacitance of 7’. may well constitute a large fraction of the total timing 
capacitance, which capacitance is subject to change with tube replace- 
ment and variations in supply voltage. In order to minimize this effect 
T2 is replaced by a pentode and a second cathode follower 73 (not shown 
in Fig. 16-21) is added.!® The input of 7’; is e, and the output of 73 
is connected to the center tap of the filament transformer feeding 7). 
The effective cathode-heater capacitance of T; is thereby multiplied by 
the factor 1— A, where A is the gain from the grid of T2 to the cathode 
of T;. When these precautions are taken, the stability of frequency may 
be maintained with an accuracy of several parts per million for reasonable 
changes in plate and filament voltages. Where necessary, it is not 
uncommon to find the tank circuit enclosed in a temperature-controlled 
oven to prevent frequency drift with temperature due to mechanical 
changes in L and C’. The phase-shifting system which is used for con- 
tinuous sine waves may also be used for pulsed sinusoids. In the pulsed 
case, however, some minor complications may occur as a result of the 
transient response which accompanies the abrupt turning on of the sine 
wave,” 

16-9. Double-scale Time-modulation Systems, Externally Synchro- 
nized. The system of Fig. 16-15 may be modified in the following way 
to arrange for the timing operation to be initiated by an external pulse. 
Comparator 1 and the 5:1 divider are no longer needed. Instead the 
external initiating pulse is applied directly to the linear time-base gen- 
erator and also to a gating generator (not shown) which provides a gate 
somewhat longer than the duration of the time base. This gate is used 
to gate on the normally quiescent sinusoidal oscillator. The operation 
of the rest of the system is the same as described earlier. After the end 
of the gate which turns on the oscillator, a short time interval must be 
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allowed to pass to permit the oscillator to return to its quiescent condition 
before the system may be pulsed again. 

The system of Fig. 16-15 uses a combination of time-base modulator 
and phase-shift modulator. A double-scale system employing two phase 
modulators is shown in Fig. 16-22. The operation is basically the same 
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Fia. 16-22. A double-scale time-modulation system using pulsed oscillators and phase 
shifters. 
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as before, except here the timing previously accomplished by the time- 
base generator is done instead by a lower frequency oscillator and a 
phase shifter. The two phase shifters must be geared in the ratio n so __ 
that the rate of change of delay is the same in both the coarse and fine 
timing circuits. The details of waveforms are left to the student. 
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Fig. 16-23. A double-scale time-modulation system using two time bases. 


In Fig. 16-23 is shown a system in which two time-base modulators 
are used. The waveforms are shown in Fig. 16-24. The coarse time-base 
generator together with its associated circuitry selects one of the train of 
pulses which appear at A. This selected pulse triggers the fine time- 
base generator, which is used to interpolate between a pair of the fixed 
pulses. The modulation of the reference level of comparator | is step- 
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wise to select one or another of the pulses; the modulation of comparator 
2 is continuous. When the modulation control of comparator 2 (say a 
potentiometer) has been advanced to its maximum position, it must then 
be returned to zero and the modulation control of comparator 1 must be 
advanced by a step to select the next pulse. In this respect the present 
system is not as convenient as a system which uses phase modulation, 
as in Figs. 16-22 and 16-15. In these latter systems the fine and coarse 
controls may be ganged and a continuous variation in one direction will 
provide time modulation over the entire range. 


Fig. 16-24. The waveforms for the circuit of Fig. 16-23. 


16-10. Time Measurements. Consider that we wish to measure the 
time interval 7 between two pulses. Or, alternatively, suppose we wish 
to determine the time span between two points on a waveform. The 
simplest method of carrying out this measurement is to display both the 
waveform and a train of timing markers ona CRO. The timing indices 
may be generated by the method outlined in Sec. 16-8. These markers 
may be displayed as a deflection superimposed upon the waveform or, 
alternatively, the timing pulses may be used to intensity-modulate the 
CRO. The desired time interval is found by counting the number of 
timing marks between the two pulses (or the two points on the wave- 
form). If the interval does not contain an integral number of timing 
pulses, then we may interpolate between markers. 
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Another method of measurement is obtained by generating a single 
movable timing index (instead of a timing pulse train). The first pulse 
defining the interval in question is used to trigger a delay device such as a 
cathode-coupled monostable multi or a phantastron. The delayed pulse 
is next adjusted until it coincides with the second pulse of the interval in 
question. The spacing between pulses is then read directly from the 
calibrated delay device. Accuracies of about 1 per cent of full scale 
may be obtained in this manner. Higher accuracies may be obtained 
by using one of the more complex time-modulation methods discussed 
in this chapter to generate the movable index. 

An alternative method of time measurement which may be carried out 
with a counter is indicated in block-diagram form in Fig. 16-25. The 


reference or start pulse opens the 


Start pulse 


gate and the second or stop pulse 
closes it. The number of accu- Stop pulse 
rately timed pulses from the crystal 
oscillator or the divider which 
occurs in the desired interval is 
then read directly on the counter. 
The reading is correct to within +1 Fig. 16-25. A block diagram of a counter 
count. Decade-counter time-in- ‘system for measuring the time interval 
‘ . between two pulses. 
terval instruments are available 
commercially from a number of manufacturers. Time intervals in the 
range from 10 usec to 100,000 sec may be measured with these instruments. 
The accuracy of counting instruments (+1 count) can be increased by 
several orders of magnitude by using an interpolation or vernier system. 
Consider, for example, that a 1-Mc counter is available and that we wish 
to make measurements to an accuracy of 0.01 usec (10 musec). The 
method* is illustrated in block-diagram form in Fig. 16-26. An internally 
synchronized system is assumed. Pulses, spaced 1 psec apart, from a 
crystal-controlled clock generator are counted down to supply the start 
pulse P;. The purpose of the apparatus is to measure the time interval 
between the reference (or start) pulse P; and a pulse P2, called a stop 
pulse. A transmission gate (Sec. 14-2) is opened by P, and allows clock 
pulses to be recorded in the coarse counter. The vernier count generator 
is of the circulating-pulse type described in Sec. 16-7 (Fig. 16-17), and 
when the stop pulse P, arrives it generates a train of pulses with a 
spacing of 0.99 usec. The vernier generator pulses are recorded in 
the fine or vernier counter. The outputs from both generators are 
applied to a coincidence or AND circuit which delivers a pulse when 
*This vernier system was developed at the [lectronics Research Laboratorics, 


Electrical Engineering Department, Columbia University. The oscillograms repro- 
duced in this section were taken at these laboratories. 
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a clock and a vernier pulse coincide in time. The output from the 
coincidence circuit inhibits the vernier-count generator so that it delivers 
no further pulses and it also closes the transmission gate so that no 
further clock pulses enter the coarse counter. If the coarse-count 
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Fic. 16-26. A vernier system for very accurate time measurements. 


reading is C’ and the vernier-count reading is V, then the time interval J 
between P; and P» is given by 


T =(C—V)X1 usec + V X 0.01 usec (16-11) 


as will now be demonstrated. 
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Fia. 16-27. The timing waveforms in the vernier system of Fig. 16-26. 


The operation of the circuit may be understood by referring to the 
timing sequences in Fig. 16-27. For purposes of illustration a timing 
interval of 116.07 usec has been assumed. The pulse Pe occurs 0.07 usec 
after the 116th clock pulse. The first pulse delivered by the vernier 
generator occurs 0.06 usec after the 117th clock pulse, the second vernier 
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pulses occurs 0.05 usec after the 118th pulse, etc. In other words, 
because of the 0.01-usec difference in the periods of the two generators, 
each succeeding vernier pulse slides back 0.01 psec relative to the corre- 
sponding clock pulse. Therefore, after 7 vernier pulses are generated, 
there will be a coincidence between a clock pulse and a vernier pulse. 
This condition obtains at clock pulse 123. Hence, the number of integral 
multiples of the clock period in the interval between P; and Pe is 


C—V = 123 —7 = 116 


The remainder of the interval is given by 0.01V = 0.07 ysec. This 
explanation justifies Eq. (16-11). A mechanical vernier ruler operates 
on precisely the above principle, and this is the reason this method is 
called a vernier system. Figure 16-28 is an oscillogram of the vernier 
pulses superimposed upon the clock pulses. 


Fic. 16-28. An oscillogram of the vernier pulses superimposed upon the clock pulses. 


It might appear that the system could be simplified by using the stop 
pulse directly to close the transmission gate and hence stop the coarse 
counter. However, if the pulse P2 were used to stop the coarse count, it is 
possible that the counter may read too high by one count. This error 
will occur if a clock pulse follows immediately after P2 so that the trans- 
mission gate does not close quickly enough to eliminate this unwanted 
clock pulse. 

In this system the pulse generators must be extremely stable. Con- 
sider, for example, the vernier-pulse generator which may have to deliver 
as many as 99 pulses. If the total error is to be less than 0.01 usec, then 
the delay of each pulse must be in error by less than 0.01/99 = 10-4 usec 
over an interval 99 X 0.99 = 98 usec. By increasing the frequency of 
the clock generator the accuracy requirement may be made less stringent 
and also the total time required for the vernier count may be decreased. 
For example, if a 2-Mc clock is used, the time between pulses is 0.5 usec, 
the vernier interval is 0.49 usec, and the maximum number of vernier 
counts is 49. Hence, the maximum time required for the vernier count 
is 49 X 0.49 = 24 usec instead of 98 usec for a 1-Me clock. Also, now the 
delay of each pulse must be in error by less than 0.01/49 = 2 X 107‘ usec 
over an interval of 24 psec. Since the delay in the circulating pulse gen- 
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erator is determined principally by a passive element (the delay line), 
it is possible to achieve this stability.'® 

The second critical element in the system is the AND gate which 
must be able to detect a coincidence to within 0.01 usec. An oscillogram 
of the clock and vernier pulses is given in Fig. 16-29, and we see that the 


Fia. 16-29. (a) A clock pulse; (b) a vernier pulse. Scales: abscissa, —0.05 ysec per 
division; ordinate, ~—12 volts per division. 

pulses are approximately 0.03 usec wide at half amplitude. A multiele- 
ment tube of the type discussed in Sec. 14-5 (Fig. 14-10c) has been used suc- 
cessfully for the AND circuit. Figure 16-30 gives the circuit consisting of 
the coincidence tube 7; followed by an amplifier 72. The bias voltage 
for T is chosen so that only the tops of the pulses are effective in deter- 
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Fig. 16-30. The coincidence circuit for the vernier system. 


mining a coincidence. The output at the plate of 72 consists of several 
pulses, as indicated in Fig. 16-31a, because there is a partial overlap of 
several vernier and clock pulses. The amplifier is followed by a voltage 
comparator whose reference level is adjusted so that only the largest 
pulse in Fig. 16-3la is counted as a true coincidence. It is, however, 
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possible (for some values of the interval between P; and P2) to have the 
situation shown in Fig. 16-31b, where two output pulses have approxi- 
mately the same amplitude. Under these circumstances the vernier 
counter may be in error by one count (0.01 ywsec). The output from the 
amplitude comparator supplies a pulse to inhibit the counters, as indi- 
cated in Fig. 16-26. 

It is possible, with added complexity, to use the vernier method in an 
externally synchronized system. Since the start pulse in such a system 
is randomly timed with respect to the clock pulses, an additional vernier 


Fra. 16-31. An oscillogram of two possible coincidence patterns obtained at the plate 
of amplifier 7. of Fig. 16-30. 


measurement must be made. This measurement gives the interval 
between the start pulse and the preceding clock pulse. 
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CHAPTER 17 


PULSE AND DIGITAL SYSTEMS 


The circuits and techniques which have been described in the preced- 
ing chapters are the basic building blocks and methods used in a large 
number of important types of systems. Among these systems are tel- 
evision, radar, pulse communications, pulse telemetering, a wide variety 
of instruments and digital computers—to mention just a few. In the 
present chapter we shall discuss certain aspects of a television system 
and of radar displays. The purpose of this discussion is twofold: first, 
to acquaint the student briefly with the principles of television and radar 
and, second, to illustrate how the various pulse-circuit building blocks 
are assembled into a complete system. 

17-1. Fundamental Principles of Television Transmission. Of the 
many possible systems which may be used for the continuous transmission 
of pictures, the system which employs the principle of linear scanning has 
been found to be the most practical. The picture to be transmitted is 
explored by a sensing element of small area (called the picture element) 
which passes successively over all parts of the image area. An electrical 
signal is generated which is proportional to the brightness of the picture 
at the position of the sensing element. This brightness signal is trans- 
mitted to the place where the picture is to be reproduced. Here a small 
luminous area is moved across a screen along a path corresponding to that 
taken by the exploring area. The brightness of the luminous spot is 
controlled by the brightness signal and in this manner the original pic- 
ture is reproduced. The scanning process is continuous, starting over 
again each time the scanning has covered the full picture area. 

The geometry of the picture area and the method of scanning which 
are used in broadcast television are illustrated in Fig. 17-1. The picture 
area is rectangular, having a ratio of width w to height h (called the 
aspect ratio) of 4:3. The scanning is done by moving the picture element 
almost horizontally from left to right with a uniform speed along a 
straight line. When the extremity of the picture area to the right is 
reached, the picture element moves abruptly to the left of the screen to 
scan a second line below the first line and parallel to it. The spacing 
between scanning lines is approximately equal to the height of the pic- 
ture element. When the bottom line has been scanned, the picture ele- 
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ment returns abruptly to the upper left-hand corner and the entire process 
is repeated. A complete scanning of the picture area is referred to as a 
frame. 

It appears, then, that the picture is transmitted piecemeal, one pic- 
ture element at a time. The viewer, however, has the impression that 

__ all parts of the picture have been presented 
Scanning =. v8 

element Simultaneously, principally because of the per- 
sistence of vision of the eye. Some of the detail 
ia of the original scene must necessarily be lost 
because of the finite size of the scanning element. 
i The eye has, however, only a finite resolving 
power, that is, a finite ability to distinguish fine 
| detail. When the size of the scanning aperture 
has been reduced to the point where, at a normal 
viewing distance, the limit of resolution of the eye 
has been reached, no advantage results from a 

further decrease in the size of the scanning element. 

The device which is used quite universally for picture reproduction is 
the cathode-ray tube known, in this application, as a kinescope. The 
scanning is accomplished by appropriate deflection of the electron beam 
in the vertical and horizontal directions. The intensity of the screen 
illumination is controlled by modulation of the beam current (Z axis 
modulation). The persistence of phosphorescence of the screen coating 
serves to augment the persistence of vision of the eye. 

Various devices (cameras) are available for translating the visual scene 
into an electrical signal in the manner described above. Among these are 
a series of special vacuum tubes known as iconoscopes, or orthicons. In 
each case the scanning is once again accomplished by an electron beam 
which explores a photosensitive surface, called a mosaic, on which the 
picture to be transmitted has been brought to focus. 

17-2. Interlaced Scanning. When the picture consists of a changing 
scene, it is necessary that the frame repetition rate be rapid enough so 
that no perceptible change in scene takes place from frame to frame. It 
is found, however, that even when the frame rate is sufficient to give the 
impression of continuity of motion an objectionable feature may yet 
remain in the transmitted picture. This difficulty arises from the fact 
that the luminous spot which forms the picture spends only a relatively 
small fraction of the time in the neighborhood of any particular region 
of the viewing screen. Consequently, the observer is aware of a flicker 
in the illumination of any particular area and also of the entire picture. 
The flicker may be reduced by increasing the frame rate, but such an 
increase requires a corresponding increase in bandwidth of the com- 
munication channel. When the frame repetition rate has been increased 


Es 
Fig. 17-1. Illustration of 
the principle of scanning. 
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to the point which yields continuity of motion, it is possible to increase 
the frame rate, so far as flicker is concerned, by a method which requires 
no extension of bandwidth. This saving is accomplished by a method 
known as 2:1 interlaced scanning. 

The principle of 2:1 interlaced scanning is illustrated in Fig. 17-2. 
The scanning, now, does not progress uniformly from one line to the next. 
Instead the lines are scanned in the order 1, 3, 5, 7, 


etc., until half the lines have been scanned. Then p---=-=----| ; 
the scanning begins again at line 2 and proceeds a 3 
in the order 2, 4, 6, etc., until the entire frame p---==-=-40 
has been scanned. The scanning of a frame is eer 5 
thus divided into two parts, each part being : 
referred to as a field. The field composed of the 1a. 17-2. Illustration of 
odd-numbered lines (solid lines in Fig. 17-2) is sas oe ater 
called the odd field. The remaining lines (dashed) 

compose the even field. The effect of such interleaving is to increase the 
large area rate of flicker by a factor of 2 to the point where the flicker is 
no longer perceptible to the eye. 


We consider next how the horizontal and vertical saw-tooth deflecting 
signals must be related in order to generate the 2:1 interlaced scanning 
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Fic. 17-3. Horizontal and vertical deflections for a 17-line interlaced frame. \ 


pattern described above. The principle of interlacing may be under- 
stood by reference to Fig. 17-3 in which are plotted, as functions of time, 
the horizontal and vertical beam deflections required for a 17-line scan- 
ning pattern. Tor vertical deflection, T,, and T»s are, respectively, the 
scanning and flyback time intervals, while 7, = T,, + Ts. Similarly, 
the total horizontal-line time interval is T, = The + Tis. Each of the 
above time intervals is entirely arbitrary except for the condition that 
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2T, = 177; so that a complete scanning pattern will have been generated 
in a time 2T,. 

It may now be seen from Fig. 17-3 that the vertical position occupied 
by a line numbered 2m (m is an integer and hence 2m is even) in the even 
field falls exactly midway between the positions occupied by the lines 
numbered 2m — 1 and 2m + 1 in the odd field. This situation results 
from the fact that the odd-field vertical-deflection interval 7, ends 
exactly in the middle of a horizontal-deflection interval 7,. Thus, for 
example, line 2 begins at a time 147, after the beginning of the vertical 
sweep, while lines 1 and 3 begin, respectively, at the beginning of the 
horizontal sweep and at a time 7), afterward. Similarly, say, line 8 
begins at a time 3147,, while lines 7 and 9 begin at times 37), and 47;, 
respectively. 


D 
Scanning of Vertical retrace Scanning of Vertical retrace 
odd lines of odd field even lines of even field 


(a) (0) (c) (d) 


Fie. 17-4. Motion of scanning beam for deflection signals of Fig. 17-3. 


It is assumed, for simplicity, in Fig. 17-3 that the beginning of the 
vertical sweep in the odd field is exactly coincident with the beginning 
of the horizontal sweep of line 1. This feature, however, is not essential 
to achieve interlaced scanning. Rather, the results stated above 
with respect to the interlacing hold quite generally, provided only 
that the total number of line intervals 7, per frame is odd. The advan- 
tage of using an odd number of line intervals is that interlacing may 
be achieved with a vertical deflecting signal, alternate cycles of which 
are identical. On the other hand, if the total number of line inter- 
vals per frame were even, a vertical deflecting signal would be required 
in which alternate cycles would be different. 

The motion of the scanning beam corresponding to the deflecting sig- 
nals of Fig. 17-3 is shown in Fig. 17-4. At the beginning of the frame the 
beam is at the position A. (We consider that the sweep progresses hori- 
zontally to the right and vertically downward.) The useful scan of the 
odd field (a) ends at B during the 15th line interval. The vertical retrace 
(b) occupies part of the 15th and 17th intervals and ends at C. The use- 
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ful scanning lines of the even field (c) begin during the 17th line interval] 
and end at D during the 14th line. Finally, in (d) is shown the vertical 
retrace which ends the frame and returns the beam to the starting point 
at A. If Fig. 17-4c were superimposed on Fig. 17-4a it would, of course, 
be found that the even and odd lines are exactly interlaced. Similarly, 
it would be found that the two vertical retraces would be interlaced, but 
this last feature is not important. Neither is it important that the 
retraces be linear, this feature having been assumed in Figs. 17-3 and 
17-4 for simplicity of construction. 

Observe that actually there are only approximately 15 useful scanning 
lines. The system described above is nevertheless referred to as a 17-line 
system. Since no useful picture information may be presented during 
the horizontal and vertical flyback time, it will be desirable to blank 
out the beam during these intervals. To allow a margin of safety, the 
blanking intervals may well be longer than the flyback times. 

17-3. Composite Television Signal. We may now consider what sig- 
nals must be sent from a television transmitter to a receiver in order to 
permit a picture to be reproduced. These are: 

1. A synchronizing signal to ensure that the scanning generators at 
the receiver are precisely synchronous with the scanning generators at 
the transmitter. The synchronizing signal is made up of two parts, a 
horizontal sync signal and a vertical sync signal. The sync signal will 
ordinarily be generated at the transmitter and will be used locally as 
well as at the receiver. 

2. A blanking signal, again composed of two parts. One signal is 
to be used to turn off the beam for an interval somewhat longer than the 
horizontal flyback time and a second signal serves the same function in 
connection with the vertical retrace. These signals may also be gen- 
erated locally at. the transmitter and used to advantage to blank out 
the camera scanning beam except when picture information is to be 
transmitted. 

3. The picture (video) stgnal derived directly from the camera and to 
be used at the receiver for intensity modulation during the time intervals 
of the scanning lines. 

For the purposes of transmission over long distances it is necessary to 
superimpose the syne and video information on a radio-frequency carrier. 
Since only a single communications channel is normally available between 
transmitter and receiver, all the required information must be assembled 
into a single composite signal. The signal must be of a form which per- 
mits its individual component parts to be separated from one another 
relatively easily. A not inconsiderable portion of a commercial television 
transmitter and receiver is devoted to generation, modulation, selection, 
and amplification of this radio-frequency signal and eventually to the 
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detection of the radio-frequency envelope. The principles involved in 
the radio-frequency circuitry of both transmitter and receiver are not 
unlike the principles used in radio broadcasting. One difference of 
importance results, however, from the relatively large bandwidth required 
for good-quality picture transmission. As a consequence the radio- 
frequency and intermediate-frequency bandwidths must be much greater 
for television than for radio broadcasts, and hence higher-frequency 
radio-frequency carriers are employed. And to conserve space in the 
radio-frequency spectrum, semi-single-sideband transmission isused. We 
shall not further concern ourselves with the communication link, but in 
the remaining discussion we shall concentrate on the television signal 
itself. 

17-4. The Synchronizing Signal. The standards of commercial tele- 
vision broadcasting in the United States as established by the Federal 
Communications Commission (FCC) require a system with 525 line 
intervals per frame and a frame repetition rate of 30 frames per second. 
Interlacing of 2:1 is called for so that the field repetition rate is 60 fields 
per second. The synchronizing signal consists of a sequence of pulses, 
and those pulses which are intended for horizontal synchronization are 
distinguished from those intended for vertical synchronization by their 
time duration. The principle by which pulses of appreciably different 
duration may be separated is illustrated in Fig. 17-5. In Fig. 17-5a a 
short-duration pulse is applied to a differentiating circuit and the output 
consists of alternate positive and negative spikes. We may easily arrange 
a scanning generator to be sensitive only to, say, the positive spike so 
that it may be synchronized by the leading edge of the original pulse 
and be insensitive to the trailing edge. In Fig. 17-5b and c a short- and 
long-duration pulse is applied to an integrating circuit and the output is 
connected toa comparator. The integrating time constant and compara- 
tor reference level may easily be adjusted so that the long-duration pulse 
causes the comparator to respond, while the short-duration pulse is 
ineffective. Hence, if the train of long and short pulses are applied 
simultaneously to a differentiator and to an integrator-comparator com- 
bination, one circuit will give an indication at the time of occurrence of 
the leading edge of short pulses, while the second circuit will give an 
indication somewhat after the time of occurrence of a long pulse. The 
short pulse may then be used, say, for horizontal synchronization and 
the long pulse for vertical synchronization. Of course the long-duration 
pulse will also give an output spike when applied to the differentiator. 
For this reason we shall have to arrange that the leading edge of the long 
pulse occurs either at a time when a horizontal-scanning generator is 
insensitive to it or else at a time when the generator would normally 
require a synchronizing pulse. 
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We shall lead up to the complete syne signal by considering initially 
the sync-signal waveform of Fig. 17-6a. The portion of the signal shown 
is that which marks the ending of the even field and the beginning of 
the odd field. For simplicity, a number of essential features have 
been left out of the waveform of Fig. 17-6a, and these will be added 
later. The narrow pulses are the horizontal syne pulses and the broad 
pulse is the vertical syne pulse. The time interval between horizontal 
sync pulsesis H = 1/(525 X 30) sec = 63.5 ysec. The duration of the H 
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Fie. 17-5. Illustration of a method by which pulses may be distinguished according to 
their duration. 


pulses is set by FCC standards at nominally 0.08H = 5.1 usec. The 
vertical syne pulse V is somewhat longer than 3H. ‘The leading edge of 
the V sync pulse coincides with the position that would otherwise be 
occupied by the leading edge of H pulse 524. The pulses which are 
derived by differentiating the rising edges of the waveform of Fig. 17-6a 
are shown in Fig. 17-6b. These are the pulses which will be used to syn- 
chronize the horizontal scanning generator. Observe that pulse 524 used 
for horizontal sync is actually derived from the leading edge of that pulse in 
Fig. 17-6a which has been termed the vertical syne pulse. The result of 
integrating the waveform (Fig. 17-6a) is shown in Fig. 17-6c. And the 
vertical syne pulse which is derived from a comparator is shown in Fig. 
17-6d. The H sync pulses 1, 3, and 5 are missing. 
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We may now easily deduce the required location of the V sync pulse 
which will terminate the odd field and give the required interlacing. The 
time interval between V pulses must, of course, be exactly equal to one- 
half the time interval 525H. The vertical sweep occurs at some arbitrary 
but fixed time after the beginning of the V sync pulse. Hence, the 
beginning of succeeding V pulses must be separated by exactly 5254 line 
intervals H or 26244H. Counting off 26214 line intervals from pulse 
524 brings us to a point exactly midway between H pulses 523 and 525. 
The syne waveform showing the V pulse which ends the odd field is 


Comparator level 


(d) 
Fig. 17-6. (a) Syne signal (incomplete) at end of even field. (b) Horizontal sync 
pulse derived through differentiation from positive-going edges of syne signal. (c) 
Response of an integrating network to sync signal. (d) The comparator response to 
the waveform in (c) provides the vertical sync pulse. 


accordingly as shown in Fig. 17-7a. The differentiation of the rising 
edge of the vertical sync pulse will yield an undesired H sync pulse. 
Because of its timing, however, it need cause no difficulty. The unsyn- 
chronized period of the scanning generator is slightly greater than the 
interval H. The H pulses thus terminate the sweep period slightly pre- 
maturely and in this way 1:1 synchronization is achieved. In order for 
this extra pulse to be effective, it must change the sweep period by a factor 
of 2. The synchronizing pulse amplitude may be adjusted so that reliable 
synchronization 1:1 is achieved, leaving this extra pulse ineffective. 

A more serious source of difficulty is the absence of pulses 1, 3, and 5 
in Fig. 17-6 and pulses 525, 2, and 4 in Fig. 17-7a. The scanning gen- 
erator runs continuously, and if left without synchronization for several 
periods, it may drift appreciably. When sync pulses reappear, some 
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difficulty may well be encountered in restoring synchronization. This 
feature is remedied by serrating the vertical syne pulses as in Fig. 17-7). 
The serrations are negative pulses which occur within the vertical syne 
pulse. Since it is the rising edge of the pulses which are used for hor- 
izontal synchronization, these serrating pulses must be timed correspond- 
ingly. Hence observe in Fig. 17-7a that it is the trailing edge of the 
serrating pulses rather than the leading edge which is separated from the 
preceding and succeeding horizontal sync pulses by the interval H. In 
the vertical syne pulse which terminates the even field, three serrations 
are also required, and these will occur in Fig. 17-6a at the positions indi- 
cated by the arrows. 


V sync. pulse 
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Fia. 17-7. (a) Sync signal (incomplete) at end of odd field. (b) The serration of the 
vertical sync pulse. (c) Response of an integrating network to the waveform in (b). 


In Fig. 17-7c the result of integration of the waveform in Fig. 17-7b is 
indicated and the time interval between the beginning of the vertical 
sync pulse and the attainment of the comparator reference level is given 
by 7. It will be recalled that for proper interlacing the time 7 must be 
the same for both fields. Now there are two reasons why the interval 
T may differ from field to field. In the first place, it may well be that the 
time interval between successive horizontal syne pulses may not be long 
enough to allow the integrating capacitor to discharge completely. At 
the end of the even field a full interval H separates the last horizontal 
sync pulse from the beginning of the vertical pulse, while at the end of 
the odd field only a half-line interval intervenes. Hence, the initial 
capacitor charge may well be different at the beginning of the vertical 
sync pulses which terminate the two fields. Second, the serrations of 
the vertical syne pulse have an effect on the net integrating capacitor 
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charge at any given time after the beginning of the vertical sync pulse. 
And again the timing of the serrations is different in the two cases. 

The second of these difficulties may be remedied by serrating each of 
the vertical sync pulses six times rather than three times. At the 
required line intervals, then, in each case, horizontal syne pulsess will be 
available. Of course, additional undesired horizontal syne pulse will 
occur midway between the required sync pulses. As we have seen, one 
may easily arrange the scanning generators so that they do not respond 
to these half-line interval pulses. 

In the same way the initial charge on the integrating capacitor may be 
equalized by adding to each field several additional pulses at half-line 
intervals. These additional pulses are known as equalizing pulses. The 
number of equalizing pulses required is dictated by the consideration 
that in each field the integrating circuit shall see identical waveforms for 


Signal level corresponding 
to cuto 
Sweep 


Fra. 17-8. A simple synchronized sweep whose operation depends on both the charge 
and the discharge of the vertical-sync-signal integrating capacitor. 


a reasonable time interval before the beginning of the vertical sync pulse. 
In practice, it is found that three additional pulses leaves a comfortable 
margin of safety. 

Ordinarily the voltage across the vertical sync-circuit integrating 
capacitor is applied to a comparator such as a blocking oscillator. The 
blocking oscillator may then be used to discharge the capacitor in the 
vertical sweep circuit. In such a case the manner in which the sync- 
circuit integrating capacitor discharges is of no consequence. 

The possibility exists, however, that, depending on the method used 
for synchronizing the vertical scanning generator, it may be important 
that the discharge of the sync-circuit integrating capacitor be identical 
for the two fields. Consider the simple sweep generator of Fig. 17-8. 
Here the capacitor C charges linearly with time while the tube is cut off. 
The capacitor discharges through the tube when the integrated vertical 
sync pulse brings the grid out of cutoff. The total time available for C 
to discharge then depends on the manner in which the sync-circuit inte- 
grating capacitor both charges and discharges. If, in alternate fields, the 
sweep capacitor discharges to different voltage levels, the sweep will be 
different in amplitude from cycle to cycle. To avoid this difficulty, 
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equalizing pulses are inserted after the vertical sync signal as well as 
before. The syne signal at the end of the even field is shown in Fig. 17-9. 
The vertical syne signal is serrated six times and thus is broken up into 
six pulses. The vertical syne signal is preceded and followed by six 
pulses, three of which are used for horizontal synchronization, while the 
other three are used for equalization. It is customary, nevertheless, to 
refer to the entire group of six as equalizing pulses. During the equaliz- 
ing interval where the pulses occur at twice the normal rate, the pulse 
widths are reduced by a factor of 2. In this way the integrated area 
under the pulses is kept constant and the integrating capacitor in the 
vertical syne circuit will not begin to build up its voltage until the begin- 
ning of the vertical sync pulse. 

The signal at the end of the odd field is identical in waveshape to the 
signal shown in Fig. 17-9 over the interval from the first equalizing pulse 
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Fic. 17-9. Complete sync signal at end of even field. 


preceding the serrated vertical pulse to the last equalizing pulse following 
it. At the end of the odd field, however, the last syne pulse (pulse 517) 
would occur at a time H/2 before the first equalizing pulse and the first 
sync pulse (pulse 12) after the second equalizing interval would occur at a 
time H after the last equalizing pulse. 

According to the standards for commercial television the vertical 
blanking interval starts just slightly before the first equalizing pulse and 
lasts for a period not less than 0.05V nor more than 0.08V, in which V 
is the time between successive fields. The blanking interval therefore 
extends over about 13 line intervals at minimum and about 21 lines at 
most. During this interval no picture information need be transmitted 
and the signal of Fig. 17-9 is all that is required. 

The picture information which conveys the required variation of beam 
intensity during the active portion of a scanning line is superimposed on 
the sync signal, as indicated in Fig. 17-10. Of the total peak-to-peak 
amplitude of the signal the synchronizing portion occupies approximately 
25 per cent, while the picture information occupies 75 per cent. The 
black level is intended to correspond to the circumstance where the kin- 
escope beam is cut off so that the screen is dark. The synchronizing 


526 PULSE AND DIGITAL CIRCUITS 


pulses then lie in the blacker-than-black region. The signal is kept at the 
black level for a short time both before and after the syne pulse. This 
blanking level. persists for a time nominally twice as long as the sync 
pulse. The portion of the blanking interval after the syne pulse is longer 
than the portion before the sync pulse to allow adequate time for the 
decay of any transient which might be associated with the scanning- 
generator flyback. 

17-5. Signal Separation at the Receiver. At the television receiver, 
the input carrier, amplitude-modulated by the composite video signal, 
will be converted to an intermediate-frequency signal and then detected 
to yield the carrier envelope. At the point at which detection takes 
place, the video signal level is customarily of the order of only several 
volts so that additional video amplification must take place. Usually 
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Fia. 17-10. A portion of the composite video signal showing sync, blanking, and picture 
components. 


one or two stages of video amplification are sufficient to raise the signal 
level to the order of 20 to 50 volts. 

The entire video signal, sync pulses and all, may be applied directly to 
the kinescope grid. The polarity of the video signal at the kinescope 
grid is opposite to the polarity indicated in Fig. 17-10, so that the sync 
pulses extend in the negative direction. If the kinescope is correctly 
biased, the sync pulses will lie below cutoff and therefore have no influence 
on the picture. The kinescope bias should be adjusted so that the blank- 
ing level (i.e., black level in Fig. 17-10) should correspond to cutoff. 
Ordinarily the video amplifier will be a-c coupled, and the voltage level 
corresponding to black will be a function of average signal level which 
is in turn dependent on the average illumination of the televised scene. 
To prevent this shift of voltage level corresponding to blanking, the out- 
put of the video amplifier is coupled to the kinescope grid through a d-c 
restorer, the diode of which conducts on the peaks of the synchronizing 
pulses, 
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Before the composite video signal is used for synchronization purposes, 
the picture portion of the signal should be removed. This separation of 
the sync signal from the picture signal is easily accomplished by a clipping 
circuit. An arrangement for handling the composite television signal is 
shown in Fig. 17-11. The relative simplicity of the circuitry of Fig. 17-11 
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Fie. 17-11. Separation of picture, horizontal sync, and vertical sync signals from com- 
posite television signal. 
is worth noting. It is possible to construct a usable sync signal which is 
simpler than the one described in Sec. 17-4, but the sync signal described 
above has the merit of requiring relatively simple circuitry at the receiver. 
Since receivers outnumber transmitters by many millions, economy in the 
receiver is very important. 

17-6. The Synchronizing Signal Generator.! We inquire now into the 
generation at the transmitter of the synchronizing signal, as shown in 
Fig. 17-9. This inquiry will be of 


interest not alone in connection 2:1 
with television circuitry but also as 315 ke divider 015,750 cps 
an example of how many of the 


oscillator : ; 
basic pulse and digital circuits are a Se 
: . divider 
combined into a system. A very 
large number of different systems Fig. 17-12. A method for securing syn- 
chronous signals at field rate, line rate, 

may be used to generate the sync and twice the line rate. 
signal and the system to be consid- 
ered in what follows is the system used in one of a number of commer- 
cially available synchronizing signal generators. 

The line repetition rate is 15,750 lines per second, while the field rate 
is 60 eps. In Fig. 17-12 is shown a very commonly used scheme for gen- 
erating synchronous signals of these two frequencies. A master oscillator 
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of frequency 31.5 kc is divided by 2 to yield 15.75 ke and divided also by 
525 to provide signal with a 60-cycle repetition rate. The division by 
525 may be done in easy steps since 525 = 7 X 5 X 5 X 3, the factors 
being small. One may see in this easy factorability the reason for select- 
ing exactly 525 lines per frame rather than say some neighboring odd 
number. The 31.5-ke frequency will further be found of advantage 
during the equalizing and vertical pulse interval where the pulses occur 
at twice the line rate. . | 

The principle used, in the system presently under discussion, for the 
generation of the synchronizing waveform will be made clear from an 
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Fia. 17-13. A circuit for generating the synchronizing waveform. 


examination of the circuit of Fig. 17-18 and the waveform diagram of 
Fig. 17-14. The synchronizing waveform consists of a sequence of transi- 
tions between two voltage levels. We may hope therefore to cause the 
sync waveform to appear directly at one of the electrodes of a binary if 
we can cause the binary to make transitions between its states at the 
correct time. We will now show that the required waveform will be 
developed at the grid of 72 in Fig. 17-18. 

Let us designate by 0 the binary state in which the grid voltage of 72 
is low (below cutoff) and by 1 the state in which the grid voltage is high 
(at clamp). It is required then that the binary make a transition from 
0 to 1 at the leading edge of each pulse in the syne waveform and a transi- 
tion from 1 to 0 at each trailing edge. The triggering pulses are injected 
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into the binary in such a fashion as to be able to cause a transition in 
only one direction. Two pulse inputs will therefore be required, one to 
cause transitions from state 0 to 1 and a second to cause transitions in the 
reverse direction. Tubes 73 to 7 are multigrid gating tubes used, as 
described in Sec. 14-5, as an AND circuit. The’pulse signal for trans- 
mission to the binary is applied to the first grid, while the gating signal is 
applied to the third grid. Thus, say, when tube 7’, is conducting, a posi- 
tive pulse on the first grid of 7, will cause the binary to go from 0 to 1. 
If, however, the binary is already in the state 1, the pulse will have no 
effect. Pulses applied to the first grids of tubes 73, 74, or 7's will produce 
the reverse transitions when the corresponding tube is caused to conduct 
by the gating waveforms g,, ge, OF Gnr- 

Four continuous pulse trains at a 31.5-ke rate are available from the 
delay line in Fig. 17-13. These pulse trains are displaced in time from 


Syne ° : 
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Fic. 17-14. The waveforms in the circuit of Fig. 17-13. 


one another and are indicated as the pulse trains s, hf, e, and hr in Fig. 
17-14. The pulse hf being applied through 7’, will produce all positive- 
going transitions in the sync waveform. These transitions are mostly 
the front edge of the horizontal sync pulses but include also the front edges 
of the equalizing pulses and the rear edges of the serrating pulses. The 
three remaining pulse trains are used to establish the timing of the other 
transitions in the sync waveform. The delay times between taps on the 
delay line are selected to be equal to the required pulse durations in the 
waveform. [or example, the delay time between the tap hf and the 
tap hr is equal to the time between the front and rear edges of the hor- 
izontal sync pulses. Finally, we see in Fig. 17-14 the four gating wave- 
forms required. In each of the gating waveforms the higher level corre- 
sponds to the gate being open for transmission. By carefully observing 
the temporal relations in Fig. 17-14 we can now verify that with the pulse 
trains and gates as given, the transitions induced in the binary will be 
those required to produce the sync signal. 

We consider next the matter of the generation of the gating waveforms 
which appear in Fig. 17-14. These gates all recur at field rate, 60 cps. 
Hence, as was anticipated earlier, we shall have to divide the 31.5-ke 


530 PULSE AND DIGITAL CIRCUITS 


master signal by 525. The mechanism to be used for division consists 
of a system of binary dividers involving feedback. The reason for select- 
ing such a relatively complicated division scheme is that there will be 
made available in the process an extensive variety of waveforms which 
will be of use in generating the gates. The details of the divider chain 
are indicated in Fig. 17-15, where each box represents a binary. The 
grids of the two tubes in the binary are labeled, A, A’, respectively, for 
the first binary up to KK’ for the last. The first three binaries together 
would normally count to 8 except for the feedback from C to B. The 
feedback is of the type described in Sec. 11-3 in connection with Figs. 
11-3 and 11-4. This feedback advances the count by two so that the 
first three binaries reset on the sixth pulse. The second set of three 
binaries (D, E, and F) similarly count to 6 so that these two sets together 
would constitute a 6 X 6 = 36 counter except for the over-all feedback 


Fig. 17-15. A 525:1 binary divider. 


from F to A, which reduces the count by 1. Altogether binaries A 
through F constitute a 35-scale counter. Binaries G to K count to 15 
rather than 16 because of the feedback from K to G. The over-all 
result gives a division by {[(8 — 2)(8 — 2)] — 1}(146 — 1) = 525. 

The waveforms at the unprimed grids of the binaries are displayed 
in Fig. 17-16 in waveforms A to K. Note that in waveformsG to K the 
time scale has been compressed so that only the transition which occurs 
directly under pulse 35 corresponds in time to the transition which is 
caused by pulse 35 in waveforms A through Ff. But the waveforms 
indicated are not the only ones available. In the first place, each signal 
is available with reversed polarity at the primed grids. More impor- 
tantly, the various waveforms may be combined in many ways to yield 
an almost endless variety of new waveforms. Three methods for com- 
bining waveforms are indicated in Fig. 17-17a, b, and c. The circuit in 
Fig. 17-17a is that of an AND circuit (see Sec. 13-3). If both signals 
X and Y are in state 0, the output H, is in state 1. Otherwise Z, is in 
state 0. The circuit in Fig. 17-17b is a gate (see Sec. 14-5), or else we 
may consider it in the present application to be another form of AND 
circuit. The output will be in state 1 unless both X and Y are in state 1. 
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In this latter case the output will be in state 0. Finally, in Fig. 17-17c 
we have a binary with provision for unsymmetrical triggering from two 
signals. The negative-going edges of the two input waveforms will 
cause transitions in the binary, provided in each case that the binary is 
in a state in which it may respond. We shall refer to the output of 
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Fig. 17-16. Waveforms A to K are obtained from Fig. 17-15. Waveforms L to S are 
obtained through the use of the circuits of Fig. 17-17. 


Fra. 17-17. Three methods for combining the waveforms in Fig. 17-16. (a) A double- 
triode AND circuit. 6) A coincidence gate. (c) A binary. 

Fig. 17-17a as an XY add, the output of b will be called an XY gate, 
while the output in ¢ will be described as an XY trigger. Referring back 
now to Fig. 17-16, we may now verify that the waveforms LE through S 
are correctly drawn and it appears that the last four of these waveforms 
are precisely the gates required. 
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We have now completed the description of the generation of the sync 
waveform, but before leaving the matter it is important to note that the 
scheme given above is by no means the only method for generating a 
syne signal. On the contrary, there are innumerable methods possible, 
many of which are considerably simpler than the method given above. 
The present system has the advantage of being digital in character. The 
operation does not depend critically on the characteristics of vacuum 
tubes, and all timing is done by a passive circuit element, that is, a delay 
line. 


o Sync (Fig. 17-9) 
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Fig. 17-18. A system for generating the composite video signal at the transmitter. 


17-7. Synthesis of Composite Television Signal. The method by 
which a composite television signal is generated at the transmitter is 
indicated in Fig. 17-18. The basic signal sources required are furnished 
_ by the syne generator and by the camera tube. The camera tube has, 
in common with a kinescope, an electron gun and, similarly, requires a 
set of deflecting coils. A horizontal- and a vertical-deflection generator 
are required to sweep the electron beam over the photosensitive surface 
in the camera tube. Sync pulses are, of course, required for these deflec- 
tion generators to keep the operation of the camera synchronous with 
the rest of the system. It is, of course, possible to derive these signals 
from the sync signal of Fig. 17-9. More commonly, however, the syne 
generator at the transmitter is designed to provide additional signals, 
known as drive signals, specificially for the deflection circuits. The 
horizontal drive signal consists of a train of pulses which occur at line rate. 
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The vertical drive signal pulses occur at field rate, that is, separated by 
the interval V = 9 sec. The drive-signal pulse durations are not 
critical, since these pulses are used simply as triggers for the deflection 
generators. 

During the horizontal and vertical retrace times it is necessary to cut 
off the electron beam in the camera tube. For this purpose the syne 
generator also makes available a blanking signal which may be applied 
to the grid of the electron gun in the camera tube. The blanking pulse 
which occurs at line rate has a width 0.16H and is timed relative to the 
syne pulses in the manner indicated in Fig. 17-10. At the end of each 
field there occurs a longer blanking pulse (0.075V) which keeps the elec- 
tron beam cut off during the longer vertical retrace period. 
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Fic. 17-19. The blanking signal is added to the video signal. 


The signal from the camera tube is amplified in a video amplifier and 
is then combined with the blanking signal. The reason for adding the 
blanking signal at this point may be seen from Fig. 17-19. In Fig. 17-194 
we have the camera-tube signal. The intervals marked blanking are the 
intervals when the camera tube beam is cut off and the output signal is 
zero. In Fig. 17-19b the blanking signal itself is shown, and in Fig. 17-19c 
the result of adding the two signals is given. The advantage of the wave- 
form in Fig. 17-19c is that the tops of the blanking pulses may be set 
conveniently at any desired d-c level through the use of a d-c restorer 
circuit. This feature is of great importance because the d-c level of the 
signal conveys the average brightness of the scene being televised. 
Tinally, as in Fig. 17-18, the syne signal itself is added, the blanking 
pulses serving as the pedestals on which the sync pulses are superimposed, 
as in Tig. 17-10. 

17-8. Bandwidth Requirements of a Television Channel. We may 
make a very crude estimate of the bandwidth requirements for a tel- 
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evision channel by estimating the bandwidth required for the trans- 
mission of a pattern such as is shown in Fig. 17-20. The pattern is 
selected as being the one which will make the maximum demands on the 
response of the system since the amount of detail in the pattern is max- 
imum. We consider that the number of transitions from black to white, 


in the vertical direction, is as large 
Sa 


as possible, that is, equal to the num- 
ber of lines in the frame. We con- 
| sider further that the scanning aper- 


see 


ture is of negligible width. If, then, 
kh the resolution (detail) in the hori- 


seen zontal direction is to equal the 
aperture resolution in the vertical direction, 


Fig. 17-20. An extreme television then during the course of scan- 
pattern. ning a single line the number of 

transitions in brightness must equal 
(w/h)n. Here w/h = A is the aspect ratio and n is the number of lines 
in the frame. If we neglect retrace times, then to transmit a pattern as 
in Fig. 17-20 requires a video signal which is a square wave of frequency 


f = An’fy (17-1) 


in which f, is the frame frequency, that is, the number of complete 
pictures scanned per second. Since, however, the eye has a limited 
ability to distinguish an abrupt transition in intensity from a more 
gradual transition, we may estimate roughly that the system response 
may well be adequate if it is possible to transmit a sine wave rather than 
a square wave of the frequency given in Eq. (17-1). 

Equation (17-1) above neglects entirely the possibility of a mis- 
alignment between the pattern and the scanning aperture. Suppose, 
say, that the scanning aperture were displaced upward or downward by 
one half line with respect to the pattern in Fig. 17-20. In this case the 
picture transmitted would be a uniform gray independently of the band- 
width of the system, and a wide bandwidth would be of no advantage. 
It has been found on an empirical basis that the effect generally of mis- 
alignment may be taken into account by modifying Eq. (17-1) to the 
extent of a factor K (= 0.64), which is called the uétzlization coefficient. 

For the commercial system used in this country in which n = 525 and 
fp = 30 frames per second, we find 

7 = O94 x Fx (525)* X 80 = 3.5 Me 
In this system the bandwidth actually allotted to the picture transmission 
is slightly less than 4.5 Me. 
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We shall turn our attention in the following sections to a brief discus- 


sion of some features of another type of pulse system, i.e., radar. 
17-9. Basic Elements of a Radar System.? The word radar is coined 


from radio, direction, and range. The purpose of a radar system is to 
determine the orientation and distance of a target with respect to the 
location of the radar installation. The operating principle of a radar 
set is as follows. A short burst of high-frequency radiation is trans- 
mitted outward from an antenna. Some of the radiation, reflected from 
the target, is received by the radar set a short time later. The distance 
of the target is determined by the time elapsed between outgoing and 
incoming reflected signals. Since the velocity of the radiation is constant 
and equal to 3 X 108 m/sec, then a round trip will take 10.8 usec per 
statute mile, or 12.4 wsec per nautical mile. The orientation of the tar- 
get is determined by the orientation of the antenna when the target 
reflection is received. 
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Fic. 17-21. Basic elements of a radar system. 


The basic elements of a radar system are given in Fig. 17-21. Typ- 
ically, for a high-power ground-based search radar system, the transmitter 
frequency might be of the order of 3000 Me, the peak power of the order 
of 1 megawatt, the pulse duration about 1 usec, and the pulse repetition 
rate about 400 sec"'. The transmitter is a high-frequency magnetron 
vacuum-tube oscillator which is quiescent until turned on by a pulse 
from the modulator. The signal from the transmitter is fed to a wave 
guide which terminates in an antenna. If the outward-going radiation 
strikes a target, say an airplane, a small amount of energy will be reflected 
back to the antenna. The transmit-receive (TR) switch permits the 
use of a single antenna both for transmission and reception. This TR 
switch is a special gas tube which is shunted across the wave guide at 
the input to the receiver. The tube acts as a short circuit under high 
power and hence keeps the transmitted pulse from reaching and hence 
paralyzing the receiver. At low power the TR tube acts as an open 
circuit and hence the reflected energy is fed to the receiver, 
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In the receiver the incoming signal is heterodyned with a local oscillator 
and the carrier frequency is reduced to a lower frequency (say, 30 Mc). 
This intermediate-frequency signal is amplified about 1 million times and 
is then applied to a detector which yields as an output the pulse envelope. 
The receiver output is a pulse, nominally of the form of the modulator 
pulse except delayed in time by an amount depending on the location 
of the target. This pulse is applied to the indicator. The indicator is a 
device used to furnish a visual display from which the location of the 
target may be determined. The modulator pulse is also applied to the 
indicator in order to establish a reference time. 

We shall consider, in the next several sections, various types of radar 
indicators. 

17-10. Type A and FR Indicators. One type of radar indicator, called 
an A scope, is an ordinary cathode-ray oscilloscope. The vertical deflec- 

tion is the received video signal, that 

ee Echoes is) the modulation envelope of the 

radio-frequency pulse. The horizon- 

tal deflection is a sweep voltage which 

starts at the instant the modulator 

emits its pulse. In other words, the 

Signal indicator is synchronized to the modu- 

strength lator. An idealized A-scope presenta- 

tion is indicated in Fig. 17-22. By 

measuring the length of the sweep 

gs from the origin to the point where a 

Fic. 17-22. Idealized A-scope presen- received echo is seen, the distance to 

tation (neglecting noise) on the screen , ; 

of a CRO. the target can be determined. This 

method is fairly rough. The wave- 

forms required for an A-scope presentation (for the system specified 

in Sec. 17-9) are shown in Fig. 17-23. Note that the maximum range 

corresponds to a time which is less than the interval between modu- 

lator pulses since some time must be allowed for the sweep circuit to 
recover. 

If we should wish to see more detail at some particular range, then a 
delayed A scope (called an R scope) can be used. A linear delay device 
(cathode-coupled monostable multi, phantastron, or sweep-comparator 
circuit) is used to obtain a delayed trigger. This trigger is used to start 
a fast sweep, say, 0.25 to 1 nautical mile long (8 to 12 usec). Thus, 
say, a target at 100 miles (1240 usec) is to be observed in a system whose 
pulse repetition rate is 400 sec. The R-sweep waveforms are indicated 
in Fig, 17-24. 

A knob on the delay unit (usually a potentiometer controlling a d-c 
bias) can be calibrated in range and it is possible to obtain accuracies of 
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0.1 per cent of maximum range in this way. Precision time-delay cir- 
cuits are discussed in Chap. 16. 

17-11. Plan-position Indicator, PPI.? In a search system in which it 
is desired to see all the targets in the sky, the antenna would be designed 
to give a vertical beam of radiation and the antenna would rotate con- 
tinuously in azimuth, say, at 10 rpm. The indicator is called a PPI 
(plan-position indicator) or RTB (radial time base). To achieve such a 
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Fic. 17-23. Waveforms for A-scope presentations. (a) The modulator pulses, the 
leading edges of which are used to trigger the sweep. (b) The gate for sweep formu- 
lation and blanking. (c) The sweep for beam deflection. 
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Fig. 17-24. Illustration of the principle of an R sweep. 


display, a coil is mounted on the neck of a cathode-ray tube and is rotated 
in synchronism with the antenna mount. The current through this coil 
is made to increase linearly with time, starting with each modulator 
pulse. Thus a radial sweep is obtained and the distance from the center 
of the tube is proportional to the distance to each target. The echos are 
not presented as vertical lines as on the A scope, but instead the video 
signal is used to intensity-modulate the CRO beam, exactly as in a tel- 
evision set. Thus a target appears as a bright spot (more accurately, 
an arc whose length is determined by the beam width and range) on the 
scope face. Figure 17-25a shows a PPI display. 
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The PPI is also called a polar coordinate display or a resolved time-base 
(RTB) indicator. It gives the position of a target in polar coordinates, 
as shown in Fig. 17-25b. The range is R and the angle from north is 0. 
Tor a 400-cps pulse repetition frequency and an antenna rotary speed of 
10 rpm (or 1 revolution in 6 sec) the antenna travels 0.15° during a 
sweep. Thus each sweep is not truly radial, but is bent 0.15°. 

17-12. Resolved Sweeps.’ The PPI display which uses a rotating 
deflection coil has a serious limitation. At any given time it is possible 
to move the CRO beam only along a nominally straight line. Actually, 
it is often desirable, during the sweep dead time, to be able to move the 
beam to an arbitrary position. This freedom of beam motion may be 
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Fie. 17-25. (a) A PPI display. (6b) The coordinates R and @ of a PPI display. 


achieved if two fixed deflecting coils (or sets of deflecting plates) are sub- 
stituted for the single rotating coil. In order to achieve a PPI display, 
it will now be necessary to provide X and Y deflecting signals in accord- 
ance with the relationships 


zx = Rsin 6 = kt sin 0 


y = R cos 6 = kt cos 6 (17-2) 


The sweep voltage is R = kt, k being the sweep speed. The angle @ is 
the angle of rotation of the antenna, and hence @ is also a function of time. 
The two required deflecting signals are linear sweeps modulated, respec- 
tively, by sin @(¢) and cos 6(t). Since very many radial sweeps are 
formed during one antenna rotation, 6(¢) will vary much more slowly 
than kt. 

In Eq. (17-2) the radial sweep has been resolved into its X and Y compo- 
nents. These sweeps are therefore referred to as resolved sweeps, and a 
device used to generate such sweeps is known as a resolver. 
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There are two general methods of obtaining the desired X and Y volt- 
ages. Depending upon whether the resolution is done prior to or after 
the sweep voltage is formed, the method is called preresolution or post- 
resolution. These two methods are indicated schematically in Fig. 
17-26a and b. In the preresolution system the X and Y sweeps are 
generated by separate circuits and hence care must be taken that these 
circuits are properly calibrated so that the sweep speed is the same in 
both (k, must equal k,). In the postresolution system the sweep kt 
must pass through the resolver undistorted and this imposes wideband 
requirements on the resolver (Prob. 17-2). 
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Fia. 17-26. Methods of resolving a rotating radial sweep into rectangular components. 
(a) A pre-time-base resolution system; (b) a post-time-base resolution system. 


A preresolution scheme using a sine-cosine potentiometer (Sec. 16-5) 
is given in Tig. 17-27. (The bootstrap sweep is discussed in Sec. 7-8; 
the clamp is of the four- or six-diode type described in Secs. 14-11 and 
14-12.) A similar channel (fed from F£ cos 6, instead of FE sin @) is needed 
for the Y sweep. One of the difficulties that may be encountered is in 
the choice of proper time constants. Thus, during any single sweep 
the coupling capacitor from the cathode follower to the charging resistor 
FR must maintain its voltage so that Cp acts like a battery. However, 
as the antenna rotates and the output of the sine-cosine potentiometer 
changes, Cp must take on a new value of voltage. It may be difficult 
to satisfy these two conflicting requirements simultaneously, if high pre- 
cision (say, 0.1 per cent) is desired. Note that Rp cannot be replaced by 
a diode, since C' is to charge positively during half a revolution of the 
antenna and negatively during the other half. 
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Fic. 17-27. A preresolution scheme using a sine-cosine potentiometer. 
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Fia. 17-28. A postresolution scheme using a sine-cosine potentiometer. 


A postresolution circuit that has been found capable of an accuracy 
of a few tenths of 1 per cent is given in Fig. 17-28. The bootstrap sweep 
is conventional and is excited from a large d-c voltage. The sign changer 
is an operational amplifier with an adjustment so that exactly unity gain 
may be obtained. This converts the positively generated sweep into a 
negative-going sweep so that the sine-cosine potentiometer can be fed 
in a push-pull manner, as indicated in the figure. The clamp is of the 
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type shown in Fig. 17-27. The Y-sweep signal also has associated with 
it a clamp and cathode follower (not shown in the figure). 

An induction resolver (Sec. 16-5) may also be used to obtain resolved 
sweeps. In the postresolution scheme the sweep voltage is first gen- 
erated and this signal is applied to the rotor of the resolver. The resolver 
is mechanically coupled to the antenna and sweep outputs modulated 
by the sine and cosine of the antenna angle are available from the two 
stator windings. Circuits for driving resolvers are basically the same as 
the circuits (Chap. 8) which are suitable for current sweeps. The resolver 
is basically a transformer and as a result has a relatively limited frequency 
response. It is therefore fairly difficult to transmit through it an accu- 
rately linear sweep voltage. Accuracies of about +2 per cent in range 
can be obtained. 

A resolver used in a preresolution scheme is shown in Fig. 17-29. A 
carrier-frequency signal sin wt is applied to the resolver stator. The 
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Fie. 17-29. An induction resolver used in a preresolution scheme. 
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output from the two stator windings is this carrier, amplitude-modulated 
by the sine and cosine, respectively, of the angle of rotation 6. Two 
detectors are employed to yield two d-c voltages (for fixed @) proportional 
to sin @ and cos 6. These output voltages may then be used to mod- 
ulate, say, a bootstrap sweep as in Fig. 17-27. 

In spite of the relative complexity in the use of resolvers as against 
sine-cosine potentiometers, resolvers nevertheless find extensive applica- 
tion. The resolver has the advantage of longer life because there are 
no rubbing parts as in the sine potentiometer. The output from a 
resolver is smooth since there is no problem associated with a brush 
jumping from one wire to the next. Finally, it is sometimes possible 
to use the output of the resolver to drive a deflection coil directly. 

17-13. Other Types of Displays. We discuss in this section a number 
of other types of displays. 

Off-centered PPI.4 The center of the sweep in a PPI is sometimes 
moved as much as several tube-face radii from the center of the CRO as 
shown in Fig. 17-30. This procedure allows targets in a particular direc- 
tion to be observed with more care. The off centering may be done by 
several means: (1) permanent magnets, (2) a separate coil which can be 
rotated to give the proper direction of off centering, the amount of the 
displacement being determined by the d-c coil current, (8) two fixed 
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coils at 90° in space through which d-c current may be passed, and (4) 
for a resolved sweep, the centering may be done by adjusting the voltage 
levels to which the sweep is clamped during the dead time. 

Delayed PPI. In this type of PPI scan the start of the radial sweep 
is delayed in time so that the center of the display corresponds to, say, 
50 miles rather than zero. 
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Fic. 17-30. Off-center PPI display. Fic. 17-31. The division of an 


area into sectors for examination 
by separate radar readers. 


B Scan.’ A B scan is a rectangular display in which range is plotted 
horizontally and angle is plotted vertically. Thus a polar section of a 
PPI is mapped into a cartesian plane. The B scan is very useful when, 
because of the presence of many targets, it is desired to divide into 
several sections the area under surveillance by the radar. The region 
around the radar might be cwided, for example, into eight sections as in 
' Fig. 17-31, and each section would be 
examined by a separate reader. 

A The annular ring 1 is the territory 

75 miles — fee "-—Mask observed by one reader who would have 

a | [| [| [TE a PPI with a 50-mile sweep. If the 

traffic beyond 100 miles is light, then 

this region 2 could be assigned to a 

60° 120° second reader who would have a delayed 

. ; PPI, with the center of his scope corre- 

ibe ers Ea oa of sponding to 100 miles. The region be- 

tween 50 and 100 miles might contain 

many aircraft and hence is broken up into sectors and each sector is put 

onto a B scope and given toa separate reader. One radar set thus might 

have many different scopes. Sector 4 would have a B-scope display 
shown in Fig. 17-32. 

In a B-scope presentation, the delayed range sweep for Y deflection is 
obtained exactly as for the delayed PPI. The X sweep is obtained from 
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a linear potentiometer which is rotated in synchronism with the antenna. 
The start of the X sweep may be controlled by rotating the frame of the 
potentiometer. It is also possible to use an induction resolver. If this 
device is used, the X axis deflection is proportional to sin @ and not 6. 
If the angular sector is not too great, then sin 6 & 6, and the distortion 
is not too great. Of course, an a-c carrier scheme and detector must be 
used. The carrier is commonly 1,500 eps. 

The B scope gives a very distorted map. Hence, lines of constant 
angle and lines of constant range must be “‘written” electronically on the 
scope face. These electronic angle marks and range marks, which are also 
very useful for PPI’s particularly of the delayed or off-center type, are 
discussed in Sec. 17-14. 

17-14. Electronic Marking on a Display. Angle Marks. A simple 
and accurate technique for generating angle marks electronically is the 
photoelectric scheme shown in Fig. 17-38. If the rotating disk is geared 
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Fia. 17-33. A rotating-disk system used to establish angle markers. 


to the antenna through a 36:1 gear ratio, then an angle marker will appear 
at every 10°. The slit system must be wide enough so that the time the 
photocell is energized is equal at least to the duration of one sweep. 

_ If two narrow slots and one wider one are on the disk, separated 120° 
apart, and if the gear ratio is 12:1, then 10° marks, with every third 
widened, will appear on the CRO. 

The alignment so that one line comes at north is done by stopping the 
antenna at north and turning the disk on its shaft until the photocell 
receives light through the wide slot. 

Range Marks. Range marks are pulses separated in time by a pre- 
cisely known interval and corresponding to some convenient range 
interval. These pulses are applied to the cathode-ray tube with such a 
polarity as to increase the beam brightness. The generation of precise 
time intervals is discussed in Chap. 16. 

Video Mapping.® It is often important to mark the location of dis- 
tinctive features of the terrain (such as airports, railroads, towns, rivers, 
etc.) ona PPI. These can, of course, be put on the outside face of the 
indicator with a grease pencil, but there will be errors due to parallax. 
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Also, a separate map will have to be drawn for each scope, and it will 
have to be redrawn whenever a change of scale is made or if off centering 
is used. A technique for writing the map electronically through the 
video channel is indicated in Fig. 17-34. 

A PPI tube (with no video modulation applied) is used as a scanner. 
The map could be on a photographic negative. Plate glass covered with 
colloidal graphite on which fine lines are scratched to identify the impor- 
tant landmarks has also been used. The light from the sweep is picked 
up by the photocell after modulation by the map transparency and is 
carried to all indicators. 

A device similar to the video mapper but using a rectangular sweep 
instead of a radial one, called a flying spot scanner, isavailable commercially 
for obtaining television pictures from film. 


Map 
holder 
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Fia. 17-34. A technique for superimposing a map on a radar display. 


Electronic Tags. In the processing of radar data it is sometimes 
desirable to place, with precision, an electronic mark or tag at some 
point on a radar display. This tag may take the form of a dot, a tiny 
circle, a small line inclined at a specified angle, etc. A circuit for writing 
any number of dots (for example, three) at precisely chosen X and Y 
coordinates on a resolved-sweep PPI is given in block diagram form in 
Fig. 17-35.* This diagram represents that part of the circuit which 
determines the X positions of the tags. A similar channel is needed for 
the Y coordinates. The basic philosophy used in designing this circuit 
is that one tag is to be written during the first sweep dead time, the next 
tag during the second sweep dead time, and the third tag during the third 
dead time. This process is then repeated with the first tag again written 
in the fourth recovery interval, etc. The operation of the circuit may be 
understood by referring to the waveforms indicated in Fig. 17-36. 

The modulator pulses trigger a ring counter (Fig. 11-21) which has a 
scale of 3 and has outputs C1, C2, and C3. The outputs are positive for 
a time duration equal to the time 7 between pulses and are negative for 
twice this interval. The positive portions of the three outputs do not 
overlap, but appear in time sequence, separated from one another by the 


* This system was developed at the Electronic Research Laboratories, Department 
of Electrical Engineering, Columbia University. 
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Fic. 17-35. The block diagram of a circuit used for writing three dots at precisely 
chosen X and Y coordinates on a PPI display. (The Y channel is not indicated.) 
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Fra. 17-36. The waveforms in the circuit of Fig. 17-35. 
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interval 7, as indicated in Fig. 17-36b, c, and d. The counter output 
C.(n = 1, 2, or 3) controls the sequence gate G,, which delivers an output 
only if C, is positive. The sequence gates are of the six-diode bridge 
type of Fig. 14-21.* The signal input to the bridge is a d-c voltage zx, 
corresponding to the z, position of the nth tag. The output G, of the 
sequencing gates is x, when C’,, is positive and zero when C, is negative. 
These waveforms are given in Fig. 17-36e, f, and g. The value of x may 
be either positive or negative, and in this illustration x; and zz have been 
chosen positive, while x3 is negative. 

The sweep and dead times are established by a monostable multi 
triggered by the modulator. The multi gate output is given in Fig. 
17-36h, and the sweep output is shown in Fig. 17-362. The multi output 

also controls two six-diode gates called 

the tag gate and the tag clamp. These 

S, gates are needed in order to select the 

o—7—X ta X voltages only during the dead times 

Ss rather than over the total time T' be- 

tween pulses as they appear at the 

= output of the sequence gates. The 

Fig. 17-37. The series-parallel_ar- entire arrangement is equivalent to a 

aa LR Saas Pigs AeSS series-parallel arrangement of switches, 

as indicated by the configuration of 

Fig. 17-87. Switches S81, S2, and S; close in sequence, each for an interval 

T. Switch S, (the tag gate) closes for each dead time and is open for 

each sweep time. Switch S; (the tag clamp) brings the output to zero 

for each sweep time and is open for each dead time. Hence, the X tag 
output is as pictured in Fig. 17-367. 

Finally, the sweep and tag outputs are added at the input to the deflec- 
tion amplifier whose output waveform is given in Fig. 17-36k. This is 
the waveform needed in order to allow the sweep to proceed undistured 
in each cycle and to position the cathode-ray beam to position 2; during 
the first dead time, to x2 during the second recovery interval, etc. 

With a very simple modification the above circuit will produce a circle 
whose center is at the desired position xn, yn. A sinusoidal oscillator of 
frequency, say, 5 ke, is phase-shifted so that two components in quad- 
rature are obtained. The sine component is added, by means of a trans- 
former to each of the d-c voltages z,. The cosine component is added 
in a similar manner to each of the d-c voltages y, in the Y channel. If 
these two components are equal, the resulting Lissajous figure is a circle 
centered at %,, Yn. The radius of the circle is controlled by the amplitude 
of the oscillator. 


* This type of gate requires push-pull control voltages and these are obtained from 
the two plates of a binary. However, this detail has not been included in Fig. 17-35, 
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If the amplitudes of the two oscillator components are not equal, or 
if the phase shift is not 90°, an ellipse is obtained. By reducing the phase 
shift to zero, a straight line results whose orientation depends upon the 
relative magnitudes of the two oscillator components and whose center is 
always at %n, yn. If the modulating voltage is nonsinusoidal, other forms 
of the tag waveforms result. 

If the voltages x, and y, are not constant but rather are programmed 
in time, then the tag, instead of remaining at a fixed position, will move 
across the face of the scope along the path determined by the program, 
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CHAPTER 18 


TRANSISTORS IN PULSE AND DIGITAL CIRCUITS 


Transistors are semiconductor devices which are used to perform many 
of the functions of vacuum tubes. Transistors have the relative advan- 
tages that they are smaller in size, they require no filament power, they 
operate at lower supply voltages, they have correspondingly lower power 
dissipation, and they have appreciably longer life than tubes. Transis- 
tors have properties which make them particularly suitable for use as 
switches in pulse and digital circuits. This chapter is devoted to a study 
of the physical behavior of a transistor, its characterization as a circuit 
element, and its operation in switching applications. ! 

18-1. Semiconductors.! The relatively high electric conductivity of 
metals results from the fact that, in the solid crystalline state, the valence 
electrons are easily detached from the atom. These electrons, which are 
not bound to an individual atom, constitute the carriers of electricity. 
They move under the influence of an electric field and their drift motion 
constitutes the flow of an electric current. The number of free carriers 
per unit volume in a solid serves as a measure of its electric conductivity. 
In copper the number of conduction electrons available is about 107? 
electrons per cubic centimeter and the resistivity is about 1.7 X 10-® 
ohm-cm. A good insulator, on the other hand, has a resistivity of the 
order of 10'® ohm-cm. 

The operation of transistors depends on the characteristics of a type 
of solid called a semiconductor, which has an electrical conductivity which 
lies between the very high conductivity of the metals and the very low 
conductivity of insulators. The semiconductors most commonly 
employed in transistors are germanium and silicon. The resistivity of 
pure (called intrinsic) germanium is 60 ohm-cm at 25°C, while that of 
silicon is 60 X 10%? ohm-cm. Ina semiconductor the outermost (valence) 
electrons are neither so tightly bound to the atom as in an insulator nor 
so loosely held as in the conductor. The density of electrical carriers 
in a semiconductor lies in the range 10° to 10!! per cubic centimeter. 

In a crystal the atoms are arranged in a regular ordered array which is 
referred to as a lattice structure. Each atom is situated at one corner of 
a regular tetrahedron. This structure is illustrated symbolically in two 
dimensions in Fig. 18-la. Germanium has a total of 32 electrons in its 
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atomic structure, and, of these, 4 are valence electrons so that the atom 
is tetravalent. The inert ionic core of the germanium atom carries a 
positive charge of +-4 measured in units of the electronic charge. The 
binding forces between neighboring atoms result from the fact that each 
of the valence electrons of a germanium atom is shared by one of its 
four nearest neighbors. This electron-pair bond, or covalent bond, is rep- 
resented in Fig. 18-la by the two dotted lines which join each atom to 
each of its neighbors. The fact that the valence electrons serve to 
bind one atom to the next also results in the valence electron being 
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Fria. 18-1. Symbolic representation of the atomic configuration in germanium. (a) 
All covalent bonds arecomplete. (b) A covalent bond is broken to form a free electron 
and a hole. (c) A pentavalent impurity is added to furnish a conduction electron. 
(d) A trivalent impurity is added to furnish a conduction hole. 


more tightly bound to the nucleus. Hence, in spite of the availability 
‘of four valence electrons the crystalline structure has a low conductivity. 
As a result of the thermal agitation within the germanium crystal a 
certain fraction of the covalent bonds will be broken and thereby carriers 
of electricity will be available. This situation is illustrated in Fig. 18-1). 
Here an electron, which for the far greater period of time forms part of a 
covalent bond, is pictured as being dislodged and therefore free to 
wander in a random fashion throughout the crystal. The energy required 
to break such a covalent bond is about 0.75 ev for Ge and 1.12 ev for Si. 
The absence of the electron in the covalent bond is represented by the 
small circle in Fig. 18-1b, and such an incomplete covalent bond is called 
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a hole. 'The importance of the hole is that it may serve as a carrier of 
electricity which is comparable in effectiveness to the free electron. The 
mechanism by which a hole may serve as a conductor of electricity is 
qualitatively as follows. When a bond is incomplete so that a hole 
exists, it is relatively easy for an electron in a neighboring atom to leave 
its covalent bond to fill this hole. An electron moving from a bond to 
fill a hole leaves a hole in its initial position. Hence, the hole effectively 
moves in the direction opposite to that of the electron. This hole, in 
its new position, may now be filled by an electron from another covalent 
bond and the hole will correspondingly move one more step in the direc- 
tion opposite to the motion of the electron. Here we have a mechanism 
for the conduction of electricity which does not involve the free electron. 

The motion of the hole in one direction actually means the transport of 
a negative charge an equal distance in the other direction. So far as 
the flow of electric current is concerned, the result will be unaltered if we 
compute the current flow by assigning to the hole a positive charge equal 
in magnitude to the electronic charge. We are then considering that 
the holes are physical entities whose displacement constitutes the flow 
of current. It has been determined experimentally for Ge that the rate 
of drift of holes under the influence of an electric field is about half the 
rate of drift of electrons. 

In a pure semiconductor the number of holes and free electrons are 
equal. Thermal agitation continues to produce new hole-electron pairs, 
while other hole-electron pairs disappear as a result of recombination. 
In pure germanium at room temperature there is about one hole-electron 
pair for each 5 X 10!° germanium atoms. With increasing temperature, 
the density of hole-electron pairs increases and correspondingly the con- 
ductivity increases. 

18-2. Donor and Acceptor Impurities. If, to pure germanium, a small 
amount of impurity is added in the form of a substance with five valence 
electrons, the situation results which is pictured in Fig. 18-lc. The 
impurity atoms will displace some of the germanium atoms in the crystal 
attice. Four of the five valence electrons will occupy covalent bonds, 
while the fifth will be nominally unbound and will be available as a 
carrier of current. The energy required to detach this fifth electron 
from the atom is only of the order of 0.01 ev. Suitable pentavalent 
impurities are antimony, phosphorus, or arsenic. Such impurities donate 
excess negative electron carriers and are therefore referred to as donor, or 
n-type, impurities. 

If a trivalent impurity is added (boron, gallium, or indium), then only 
three of the covalent bonds can be filled and the vacancy that exists in the 
fourth bond constitutes a hole. This situation is illustrated in Fig. 18-1d. 
Such impurities make available positive carriers because they create holes 
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which can accept electrons. These impurities are consequently known 
as acceptor, or p-type, impurities. The amount of impurity required to be 
added to have an appreciable effect on the conductivity is very small. 
For example, if a donor-type impurity is added to the extent of one part 
in 108, the resistivity of germanium at 27°C will drop from 47 to 4 
ohm-cm. 

In intrinsic (pure) germanium both electrons and holes are available as 
carriers. The number of electrons and holes is equal, and their number 
is determined by the statistical equilibrium which is established between 
the process of generation of new hole-electron pairs and the process of 
recombination. If intrinsic germanium is ‘‘doped” with n-type impuri- 
ties, not only does the number of electron carriers increase, but the 
number of hole carriers decreases below that which is available in the 
intrinsic semiconductor. The reason for the decrease in the number of 
holes is that the larger number of electrons present increases the rate of 
recombination of holes with electrons. Similarly, the number of electron 
carriers in a semiconductor can be reduced by doping with p-type impuri- 
ties. The quantitative rule which applies is that 


np =n? = p? (18-1) 


where n; and p; are, respectively, the electron- and hole-carrier concen- 
tration in the intrinsic semiconductor, while n and p are, respectively, 
the electron and hole concentrations in the doped semiconductor. 

We have the important result that the doping of an intrinsic semi- 
conductor not only increases the conductivity but serves also to produce 
a conductor in which the electric carriers are either predominantly holes 
or predominantly electrons. 

18-3. Drift and Diffusion. In a metallic conductor, current results 
from the existence of an electric field within the conductor. As a result 
of this field, a drift motion of electric charges in the direction of the 
force resulting from the electric field is superimposed on the random 
erratic motion of the electrons. This conduction current is propor- 
tional to the electron concentration and the drift velocity. This same 
drift type of conduction may occur in a doped semiconductor, but addi- 
tionally the transport of charges in a semiconductor may be accounted 
for by a mechanism, called diffusion, not ordinarily encountered in 
metals. The essential features of diffusion will appear in the following 
considerations. 

Suppose that in a semiconductor there is no electric field but that there 
exists a gradient in the density of carriers. If these carriers are, say, 
holes, then the existence of a gradient implies that, if an imaginary surface 
be drawn in the semiconductor, the density of holes immediately on one 
side of the surface is larger than the density on the other side. The holes 
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are in a random motion as a result of their thermal energy. Accordingly 
holes will continue to move back and forth across this surface. We may 
then expect that in a given time interval more holes will cross the surface 
from the more dense to the less dense side than in the reverse direction. 
This net transport of charge across the surface constitutes a flow of 
current. It should be noted that this net transport of charge is not the 
result of mutual repulsion among charges of like sign but is simply the 
result of a statistical phenomenon. This diffusion is exactly analogous 
to that which occurs in a neutral gas if there exists a pressure gradient 

in the gaseous container. The 
Donorion diffusion current is proportional to 
Electron the concentration gradient (the rate 
of change of concentration with 
distance). 

18-4. The p-nJunction.2 Wecon- 
sider now the electrical character- 
istics of a junction between a sample 
of n-type and p-type germanium. 
This junction, illustrated in Fig. 
18-2a, is formed by introducing donor 
impurities into one side and acceptor 
impurities into the other side of a 
single crystal of germanium. 

Distance -—«sLnitially there are nominally only 
from —_»-type carriers to the left of the junc- 
junction E ; 
tion and only n-type carriers to the 
(b) right. As a result of the density 
gradient across the junction, holes 
will diffuse to the right across the 
junction and electrons to the left. 
An electric field will appear across 
Distance the junction, and when the field 
soto becomes large enough, the process of 
diffusion will be restrained and equi- 
(c)o librium will be established. The 
Fia. 18-2. An abrupt symmetrical junc- pepe “oye . . 
tion between p-type and n-type ger- @duilibrium charge distribution is 
manium. (a) The lattice structure illustrated in Fig. 18-26. The elec- 
and distribution of carriers; (b) the tric charges are confined to the neigh- 
Shane: Gousliy, eee mae uncon; (0) borhood of the junction and consist 
the potential variation across the 
junction. of immobile ions whose neutralizing 
mobile charges have combined with 
charges of opposite sign which have diffused across the junction. That 
is, the positive holes which neutralized the acceptor ions near the junc- 


Acceptor 
ion 


Junction 


Charge density 


Electrostatic potential 


TRANSISTORS IN PULSE AND DIGITAL CIRCUITS 553 


tion in the p-type germanium have disappeared as the result of combina- 
tion with electrons which have diffused across the junction. Similarly 
the neutralizing electrons in the n-type germanium have combined with 
holes. These unneutralized ions in the neighborhood of the junction 
are referred to as uncovered charges. The electrostatic potential variation 
in the region of the junction is shown in Fig. 18-2c. This potential 
variation constitutes a potential energy barrier against the further diffu-~ 
sion of holes across the barrier. The form of the potential energy barrier 
against the flow of electrons across the junction is similar to that shown in 
Fig. 18-2c except that it is inverted, since the electronic charge is 
negative. 

The essential electrical characteristic of a p-n junction is that it con- 
stitutes a diode which permits the easy flow of current in one direction 
but restrains the flow in the opposite direction. We now consider quali- 
tatively how this diode action comes about. In Fig. 18-3, a battery is 
shown connected across the terminals of a p-n junction. The negative 
terminal of the battery is connected to the p side of the junction, the 
positive terminal to the n side. The 
polarity of connection is such as to 
cause both the holes in the p-type and aes 
the electrons in the n-type to move 
away from the junction. As a conse- 
quence no carriers are available to cross 
the junction and the current which flows |! 
is nominally zero. Actually a small = . cs 
current flows because a small number Tie: ass Aecaltaey inawolied toad 
of hole-electron pairs are generated 5. junction diode. 
throughout the crystal as a result of 
thermal energy. The holes so formed in the n-type germanium will 
wander over to the junction, fall down the potential energy hill, and thus 
cross the junction. A similar remark applies to the electrons thermally 
generated in the p-type germanium. This small current is the diode 
reverse current. This reverse current will increase with increasing tem- 
perature, and hence the back resistance of a crystal diode decreases rapidly 
with increasing temperature. 

The mechanism of conduction in the reverse direction may be described 
alternatively in the following way. When no voltage is applied to the 
p-n diode, the potential barrier across the junction is as shown in Fig. 
18-2c. When a voltage EF is applied to the diode in the direction shown 
in Fig. 18-8, the height of the potential energy barrier is increased by 
the amount H. This increase in the barrier height serves to reduce the 
flow of majority carriers (that is, holes in p-type and electrons in n-type). 
However, the minority carriers (that is, electrons in p-type and holes in 
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n-type), since they fall down the potential energy hill, are uninfluenced 
by the increased height of the barrier. 
If the external voltage H is applied with the polarity opposite to that 
indicated in Fig. 18-3, a relatively large current will flow. In this case 
the height of the potential energy barrier at the junction will be lowered 
by the amount £. The equilibrium which was initially established 
between the forces tending to produce diffusion of majority carriers and 
the restraining influence of the potential energy barrier at the junction 
will be disturbed. We shall make no large error if we assume that for 
small currents, the ohmic drop across the body of the crystal is negligible. 
In this case the voltage EF applied to the crystal terminals appears essen- 
tially across the junction. A theoretical analysis of the p-n junction 
. Current, wa 
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Fig. 18-4. The volt-ampere characteristic of an ideal p-n junction: (a) plotted on 
linear scale to show form; (b) semilog plot to show typical current and voltage values. 


diode yields for the diode current J as a function of applied voltage EH 
the formula 


I = Io(e¥/#7 — 1) (18-2) 
Here Jy is the magnitude of the diode reverse current, 
T kT 
ee 11,600 @ 


q is the magnitude of the electronic charge, k is the Boltzmann constant, 
lk = 1.881 X 10-2 joule/°K, and T is the temperature in degrees Kelvin. 
This formula applies quite well in practice. Linear and logarithmic 
plots of current vs. voltage for a typical junction diode are shown in 
Fig. 18-4. The quantity Er has the value 0.026 volt at room temperature 
(25°C). Therefore when £ in Eq. (18-2) is negative and large in magni- 
tude in comparison with 0.026 volt, the reverse current which flows is Jo. 
However, as the magnitude of the reverse-biasing voltage is increased, a 
critical voltage is finally reached where the diode volt-ampere character- 
istic exhibits an abrupt and marked departure from Eq. (18-2), as is 
indicated in Fig. 18-4 by the dotted portion of the curves. At this critical 
voltage large reverse currents flow and the diode is said to be in the break- 
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down region. We discuss next the physical basis for the occurrence of 
breakdown. 

As the reverse voltage across the diode junction increases, the height 
of the barrier increases and the maximum electric field encountered in the 
junction region also increases. When the field becomes sufficiently large, 
the electrons which constitute the current carriers may acquire a sufficient 
velocity to produce new carriers by removing valence electrons from their 
covalent bonds. These new carriers may in turn produce additional 
carriers again through the process of ionization by collision, etc. This 
cumulative process, which is referred to as avalanche multiplication, results 
in the flow of large reverse currents and the diode is said to be in the region 
of avalanche breakdown. Even if the initially available carriers do not 
acquire sufficient energy to produce ionization by collision it is possible 
to initiate breakdown through a direct rupture of the covalent bonds 
because of the existence of the strong 
electric field. Under these circum- Reverse voltage, volts 
stances the breakdown is referred to Fla ele a Rh 
as a Zener breakdown and the reverse 
voltage at which the breakdown ttt 
occurs is called the Zener voltage. 
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down, the reverse current becomes 7 = 
very large and the current is largely = —8 
independent of the voltage. The ar Eclat 
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magnitude of the reverse voltage is 25°C re 
reduced below the breakdown volt- Fia. 18-5. Volt-ampere characteristic of 
: . a voltage-reference breakdown diode. 
age, provided the diode has not been (Texas Instrument type 653C4 silicon 
damaged by excessive heat dissipa- diode.) 
tion in the breakdown region. Asa 
result it has been possible to manufacture junction diodes which are 
suitable as voltage reference sources for use in much the same fashion 
as glow-tube regulators. The volt-ampere characteristic in the reverse 
direction for a typical low-voltage silicon voltage-reference diode is 
shown in Fig. 18-5. Breakdown diodes are available with reference 
voltages in the range from several volts to several hundred volts. 
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The principal use of the junction diode is as a power rectifier. The 
crystal diodes, whose parameters are described in Sec. 4-1, and which are 
used as diode clamps and as switching elements, are usually of the point- 
contact variety. A point-contact diode consists of a pointed tungsten 
wire in the form of a spring which presses against the surface of a ger- 
manium or silicon wafer to which impurities have been added. In the 
manufacturing process a surge of current is passed through the diode 
and a p-n junction of extremely small area is formed at the point contact. 

18-5. The Junction Transistor.‘ A junction transistor consists of a 
germanium (or silicon) crystal in which a layer of n-type germanium is 
sandwiched between two layers of p-type germanium. Alternatively a 
transistor may consist of a layer of p-type between two layers of n-type 
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p-n-p type (b) n-p-n type 


Fia. 18-6. (a) A p-n-p and an n-p-n transistor; (b) circuit representation for the two 
transistor types. 


material. In the former case the transistor is referred to as a p-n-p 
transistor and in the latter case as an n-p-n transistor. The two types of 
transistors are represented in Fig. 18-6a. The representations employed 
when the transistors are used as circuit elements are shown in Fig. 18-6b. 
The three portions of the transistors are known, respectively, as emitter, 
base, and collector. The arrow on the emitter lead specifies the direction 
of current flow when the emitter-base junction is biased in the forward 
direction. In both cases, however, the emitter, base, and collector 
currents, I., I,, and I,, respectively, are assumed positive when the cur- 
rents flow into the transistor. The symbols Ey, Ea, and E.. are the 
emitter-base, collector-base, and collector-emitter voltages, respectively. 

We may now begin to appreciate the essential features of a transistor 
as an active circuit element by considering the situation depicted in 
Fig. 18-7a. Here a p-n-p transistor is shown with voltage sources which 
serve to bias the emitter-base junction in the forward direction and the 
base-collector junction in the reverse direction. The variation of electric 


TRANSISTORS IN PULSE AND DIGITAL CIRCUITS 557 


potential through the unbiased transistor is shown in Fig. 18-7b. The 
potential distribution of the biased transistor is indicated in Fig. 18-7c. 
The dashed curve applies in the case before the application of external 
biasing voltages and the solid curve to the case where the biasing voltages 
are applied. In the absence of applied voltages the potential barriers 
at the junctions adjust themselves to the height (a few tenths of a volt) 
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Base 
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(c) 
Fic. 18-7. (a) A p-n-p transistor with biasing voltages; (b) the potential energy 
barriers at the junctions of the unbiased transistor; (c) the potential variation through 
the transistor in the presence of the biasing voltages (solid line). (The factors that 
determine the effective base width are discussed in Sec. 18-10.) 
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required so that no net current flows across them. As noted earlier, 
externally applied voltages appear essentially across the junctions. 
Hence, the forward biasing of the emitter-base junction lowers the 
emitter-base potential barrier by || volts, while the reverse biasing 
of the base-collector junction increases the base-collector potential barrier 
by |Z| volts. The lowering of the emitter-base barrier permits the 
diffusion of holes from the emitter to the base, i.e., the emitter emits or 
injects holes into the base. In the base region the potential is uniform 
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(there is no electric field), and hence the emitted holes must diffuse 
across the base to the base-collector junction. At this junction the holes 
fall down the potential barrier and are therefore collected by the collector. 
An important feature worthy of note is that through the use of a transistor 
a current furnished by a low-voltage source E.. can be used to control 
the current furnished by a high-voltage source E,,. 

It is desirable that the ratio of the collector current to the emitter 
current be as close as possible to unity. Several features of construction 
are normally incorporated into a transistor in order to achieve this end. 
Virst, the doping of the emitter is made much larger than the doping of 
the base. This features ensures (in a 
p-n-p transistor) that the transport of 
current across the emitter junction 
consists almost entirely of the flow of 
holes. Such a situation is required 
since the current which results from 
electrons crossing the emitter junction 
from base to emitter does not contri- 
bute holes which may be collected by 
the collector. Second, the width of 
the base region is made small so that. 
the holes diffuse across the base in a 
short time and hence little opportunity 
is afforded for a loss of holes due to 
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recombination with electrons. 

One type of transistor construction® 

PE is indicated in Fig. 18-8a. This type 

of transistor is known as a diffused- 

Emitter eye |] 2m | Collector junction or alloy type of transistor. 

The center section is a thin wafer of 

n-type germanium. Two small dots 

of indium are attached to opposite 

Base sides of the wafer and the whole struc- 

(b) ture is raised for a short time to a 

Fig. 18-8. (a) Cross section of a p-n-p high temperature. At the junction 

diffused-junction transistor; (b) cross between the indium and the wafer 

section of a grown-junction transistor. enough indium dissolves into the 

germanium to change the germanium from n-type to p-type. The col- 

lector is made larger than the emitter so that the collector subtends a 

large angle as viewed from the emitter. Because of this geometrical 

arrangement very little emitter current follows a diffusion path which 
carries it to the base rather than the collector. 

A second type of construction® gives rise to a type of transistor which 
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is called a grown-junction transistor. This type of construction is illus- 
trated in Fig. 18-8b. It is made by drawing a single crystal from a melt 
of germanium whose type is changed during the crystal drawing opera- 
tion by adding n- or p-type impurities as required. 

Transistors are normally not symmetrical, i.e., emitter and collector 
may not be interchanged without changing the electrical properties of 
the transistor. In the diffused-junction transistor this lack of symmetry 
results from the larger mechanical dimensions of the collector. In the 
grown-junction transistor lack of symmetry results from the fact that the 
conductivity of the collector is usually much less than the conductivity 
of the emitter. 

Another type of transistor (which is a natural extension of the point~ 
contact diode) consists of two sharply pointed tungsten wires pressed 
against a semiconductor wafer. These point-contact transistors are 
capable of operating at a higher speed than junction transistors. Also, in 
some applications a single point-contact transistor will replace two junc- 
tion transistors. However, at the present state of the art,* the repro- 
ducibility and reliability of point-contact transistors is very poor. 

18-6. Characteristics of Transistors—The Grounded-base Configura-~ 
tion. Transistors, when employed in pulse circuits, are most commonly 
used as switches which are turned 
onoroff. Inatypical application a 
transistor might be employed in the 
manner indicated in Fig. 18-9. 
Here an n-p-n transistor is shown 
in a grounded-base configuration. = 
This configuration is also referred to Fig. 18-9. The grounded-base transistor 

; ; configuration. 

by the designation common base, 

since the base is common to the input and output circuits. Assume initi~ 
ally that the emitter current is zero or even that the emitter junction is 
slightly reverse-biased. The collector current will then be very small. 
The collector and base terminals then constitute the terminals of a switch 
which is open-circuited. Suppose now that a forward-biasing emitter 
current is caused to flow in the emitter circuit. Then a current will flow 
in the collector circuit which will be not much smaller than the emitter 

* At the time of this writing (1956) a survey of transistor manufacturers reveals 
that nearly all have discontinued production of point-contact transistors in favor of 
junction transistors. Additionally, almost all the development work in transistor 
circuitry presently being done is again in connection with junction transistors. More- 
over, the theory of junction-transistor operation has now advanced to such a point 
that it is possible to design junction transistors to meet previously established specifi- 
cations. The understanding of the operation of point-contact transistors is not at a 


comparable level. For these reasons the discussion of the present chapter is confined 
entirely to the junction transistor. 
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current and the collector base switch will effectively be closed. A 
voltage drop will develop across the load resistor Rz and the collector-to- 
base voltage will decrease. To be able to describe quantitatively the 
operation of this switch circuit, we require a set of transistor character- 
istics which relate the collector-to-base voltage to the collector current 
for various values of emitter current. Such a set of characteristics is 
shown in Fig. 18-10 for a Sylvania type 2N35 n-p-n transistor. This 
transistor is a low-power transistor (comparable to a receiving-type tube) 
intended for medium-speed switching applications. The charactersitics 
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Fic. 18-10. Common-base characteristics of the Sylvania type 2N35 transistor. 


of Fig. 18-10 may be divided into three regions which are particularly 
worthy of note. 

Active Region. Consider, first, collector voltages which bias the col- 
lector junction in the reverse direction and which are larger than several 
tenths of a volt. In this region the collector current is essentially inde- 
pendent of collector voltage and depends only on the emitter current. 
The region of operation in which the collector is reversed-biased and the 
emitter is forward-biased is called the active region. In this region the 
collector current is nominally the same (actually slightly smaller) than 
the emitter current. This result is to have been anticipated on the basis 
of the preceding theoretical discussion. The ratio of the change in mag- 
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nitude of the collector current to the change in magnitude of the emitter 
current at constant collector-to-base voltage is designated by the symbol a. 


_ AZ| 
“ [ard 


(18-3) 


An average value of a may be obtained by noting that when the collector- 
to-base voltage drop Ez is, say, about 5 volts, then an emitter-current 
increment of —4 ma yields a collector-current increment of 3.9 ma. 
Hence a = 3.9/4.0 = 0.98. Typically, values of a lie in the range 0.95 
to 0.99, with a = 0.98 being a reasonable average value. 

Cutoff Region. The characteristic for IJ, = 0 passes through the 
origin but is otherwise similar to the other characteristics. This char- 
acteristic is not coincident with the voltage axis, though the separation 
is difficult to show on the scale to which the characteristics are drawn. 
The nominally constant collector current corresponding to J, = 0 is the 
reverse saturation collector current Io, and, for the 2N35 transistor it is of 
the order of 2 nwa. The region below and to the right of the J, = 0 
characteristic, for which the emitter and collector junctions are both 
reverse-biased, is referred to as the cutoff region. 

Saturation Region. The region to the left of the ordinate H, = 0 and 
above the J, = 0 characteristics in which both emitter and collector junc- 
tions are forward-biased is called the saturation region. Bottoming occurs 
in this region and, for a given value of H,. and Rz, the collector current 
is approximately independent of the emitter current. The forward 
biasing of the collector in this region accounts for the large change in 
collector current with small changes in collector voltage. The magnitude 
of emitter current required to bias the transistor in Fig. 18-9 to the point 
of saturation (H., = 0) may be estimated in the following way. From 
the form of the curves of Fig. 18-10 and from the definition of a, we may 
write 


[pm ee P (18-4) 


The minus sign results from the arbitrary convention that the symbols J, 
and J, represent current flow inio the transistor. Since J.. is small 
compared with the value of J, necessary to drive the transistor into 
saturation, then |Z.| &a|J.|._ Also, since the collector-to-base voltage is 


zero, then |Z,| = |£../Rx|. Hence an emitter current equal to or larger 
than 
Bec 
|Lel sat a az (18-5) 


will bias the transistor into the saturation region. 
In connection with the characteristic of Fig. 18-10 we may take note 
of the fact that with increased temperature the current J,. increases while 
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the relative spacing of the individual curves remains essentially the same. 
Hence, with increased temperatures the curves shift in the upward 
direction. Experimentally, for a germanium transistor, it is found that 
I. doubles for each increase of 10°C. Correspondingly an increase of 
30°C will multiply the current J.. by the factor 2%. For silicon transis- 
tors, a 10°C temperature change increases J,. by the factor 3. On the 
other hand, the value of J,. for silicon is so much smaller than for ger- 
manium that actually the operation of a silicon transistor is appreciably 
less sensitive to temperature changes. 

Analytic expressions for the transistor characteristics which are valid 
in all three regions are given in Sec. 18-20. 

To see how effective the circuit of Fig. 18-9 is when used as a switch, 
let us consider an example in which Ry, = 6.1 K and E,, = 22.5 volts. 
The load line for these values of Rr and £,, has been superimposed on 
the transistor curves in Fig. 18-10. If the emitter current is zero or if 
the emitter junction is slightly reverse-biased, the collector voltage Ly 
will be very close to E,, so that the switch is off. At the other extreme, 
if the emitter current is about 4.0 ma, the voltage drop at the collector 
will be zero and the full voltage H,, will appear across the load so that 

the switch is on. Larger emitter cur- 
~ rents will actually reverse the voltage at 

the collector so that a voltage slightly 
larger than E,, may appear across the 
load. 

18-7. The Grounded-emitter Con- 
Fic. 1811. A grounded-emitter guration. A transistor switch which 
transistor configuration. uses a transistor in a grounded-emitter 

configuration is shown in Fig. 18-11. 
The characteristics of operation in this configuration may be appreciated 
qualitatively on the basis of our earlier discussion of the grounded-base 
configuration. The base current is 


feces ds) (18-6) 


Combining this equation with Eq. (18-4), we find 
lh = -—Ieo t+ale—I.e= —Ie—(1—a)l. (18-7) 


Therefore when the base current is zero, the emitter and collector cur- 
rents will be 
lis 


te 


I. = Feo 


~1—2 


I.= (18-8) 


Since @ is close to unity, these currents will be relatively large. For 
example, if a = 0.98 and J., = 2 wa, the collector current at zero base 
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current will be 2 pa/(1 — 0.98) = 0.10 ma. Hence, if the switch is 
initially to be open, we shall prefer to have some current in the base 
lead. As a matter of fact, we may select J, = —J,. since in this case 
I, =Oand J, = Io. 

Common-emitter characteristics are shown in Fig. 18-12. Here the 
abscissa is the collector-to-emitter voltage E,., the ordinate is the col- 
lector current, and the curves are given for various values of base current. 
For fixed base current, the collector current is not a very sensitive func- 
tion of collector-to-emitter voltage. However, the slopes of the curves 
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Fia. 18-12. Common-emitter characteristics for the type 2N35 transistor. 


in Fig. 18-12 are larger than in the common-base characteristics of Fig. 
18-10. Observe that in general in Fig. 18-12 the base current is much 
smaller than the collector current, as is to be expected. 
By eliminating J. from Eqs. (18-4) and (18-6), we find 
Fei Loo ie l—a 


a 


Ie (18-9) 


This equation is based upon the assumption that the collector-to-base 
voltage is held constant. However, if £,, is larger than several volts, the 
voltage across the collector junction will be much larger than that across 
the emitter junction. If this condition is satisfied, we may consider that 
E.e = E.». Hence, in Fig. 18-11, at fixed E,. the change AJ, in base 
current divided by the change AJ, in collector current is 


Al, l-—a 


Al, e 


(18-10) 
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Hence, while the spacing in the vertical direction of the curves in Fig. 
18-10 is determined by a, the corresponding spacing in Fig. 18-12 is 
determined by (1 — a)/a. It should be noted that since the parameter 
I; is the small difference between two nearly equal large currents J, and 
I., the common-emitter characteristics are normally subject to a wide 
variation. 

A load line has been superimposed on Fig. 18-12 corresponding, in 
this case, to a load resistor Rz = 5.6 K and a supply voltage of 22.5 
volts. The transistor is in the cutoff condition when the base current is 
about —2 wa and the collector-to-emitter voltage is very close to the 
supply voltage. The saturation region may be defined as the one in 
which bottoming occurs and hence as the region where the collector cur- 
rent is approximately independent of base current, for given values of 
E.eand Rr. Hence, we may consider that the onset of saturation occurs 
at the knee of the transistor curves in Fig. 18-12. Saturation occurs 
for the given load line at a base current of 100 wa, and at this point 
the collector voltage is too small to be read in Fig. 18-12. 

18-8. The Grounded-collector Configuration. Another transistor 
circuit configuration, shown in Fig. 18-18, is known as the grounded- 
collector configuration. The circuit 
is basically the same as the circuit of 
Fig. 18-11 with the exception that 
the load resistor is in the emitter 
circuit rather than in the collector 
circuit. If we continue to specify 
the operation of the circuit in terms of 
the currents which flow, the opera- 
tion for the grounded collector is 
much the same as for the grounded 
emitter. When the base current is 
Ico = 2 pa, the emitter current will 
be zero and no current will flow in the load. As the transistor is brought 
out of this back-biased condition by increasing the base current, the 
transistor will pass through the active region and eventually reach the 
region of saturation. This saturation region will again occur at a base 
current of about 100 wa and in this condition all the supply voltage 
except for a very small drop across the transistor will appear across the 
load. 

18-9. A Vacuum-tube-Transistor Analogy.’ It is possible to draw 
a very rough analogy between a transistor and a vacuum tube In this 
analogy the base, emitter, and collector of a transistor are identified, 
respectively, with the grid, cathode, and plate of a vacuum tube. Cor- 
respondingly the grounded-base, grounded-emitter, and grounded-col- 


Fic. 18-18. The grounded-collector 
transistor configuration. 
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lector configurations are identified, respectively, with the grounded-grid, 
grounded-cathode, and grounded-plate (cathode-follower) vacuum-tube 
circuits, as in Fig. 18-14. 

Consider, for example, the circuits of Fig. 18-14a. For the tube cir- 
cuit, we find that in the normal amplifier region |Z,| = |J,|.. In the 
transistor circuit, in the active region, we find that |Z.| = |J.|, the differ- 
ence between J, and I, being of the order of 2 per cent. In both the 
transistor and tube circuits of Fig. 18-14a, we find that the input imped- 
ance is low because of the large current at low voltage which must be 
furnished by the driving generator. In Sec. 18-12 we shall find that 
the grounded-base transistor circuit is capable of providing a voltage 
gain. When used as a voltage amplifier, the grounded-base circuit does 


(b) 


Fig. 18-14. Transistor configurations and their analogous vacuum-tube circuits: 
(a) grounded base, (b) grounded emitter, (c) grounded collector. 


not invert the polarity of the input signal. In these respects also the 
transistor and tube circuits of Fig. 18-14a are analogous. The cutoff 
region of the transistor corresponds to the region in the vacuum tube 
where the tube grid bias is larger than the cutoff bias. The active region 
of the transistor corresponds to the region in which the tube operates 
as a linear amplifier. This region covers not only the region within the 
grid base but also the region of positive grid voltages where the tube 
operates linearly. The saturation region of the transistor corresponds 
to the tube region where the grid is so far positive with respect to the 
cathode that the plate current of the tube is almost independent of grid 
voltage. In the transistor, however, the base takes current at all 
points in its active region, while in the tube the grid draws appreciable 
current only when it is positive. The analogy may be improved by 
assuming that cutoff occurs in the tube at zero grid bias, i.e., the grid 
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base is zero. Even if we make this assumption, we should find a differ- 
ence between tube and transistor in that some small currents flow in 
the transistor at cutoff while no currents flow in the tube. In addition, 
at a later point we shall find in transistors certain effects which have no 
counterpart in tubes. 

The grounded-emitter transistor configuration of Fig. 18-14b may be 
expected to have a higher input impedance than the grounded-base since 
in the former case the input current is the relatively small difference 
current between the collector and emitter currents. We shall find again, 
in this case, that when the configuration is used as a voltage amplifier a 
large gain is possible. We may verify, even at this point, that such a 
grounded-emitter amplifier will produce a polarity inversion. In all these 
respects the grounded-emitter configuration is analogous to the grounded- 
cathode vacuum-tube amplifier stage. 

In Fig. 18-14c, the grounded-collector configuration is compared to the 
grounded-plate (cathode-follower) circuit. As a matter of fact, the 
grounded-collector configuration is often referred to as the emitter-follower 
circuit. We noted above that when the operation of the grounded- 
collector circuit was described in terms of the input current, its operation 
was much the same as the operation of the grounded-emitter circuit. 
If, however, we describe the operation in terms of the input voltage, the 
similarity of this circuit to the cathode follower becomes apparent. 

In the emitter-follower circuit the input current is again relatively small 
and the voltage difference between base and emitter is essentially the 
small voltage drop across the forward-biased emitter junction when 
operating in the active region. Hence, we may expect the input voltage 
and output voltage, as in a cathode follower, to be nominally the same. 
The emitter follower, as the cathode follower, may be expected to provide 
a gain of the order of unity without polarity inversion when used as a 
voltage amplifier. The emitter follower may also be expected to handle 
an input signal comparable in size to the collector supply voltage. The 
input current swing from cutoff to saturation is the same for grounded- 
emitter and grounded-collector operation, but in grounded-collector 
operation the input voltage swing is larger. Hence, as in the cathode 
follower, the input impedance for the grounded-collector circuit may be 
expected to be the largest for the three configurations. 

We shall have occasion later (Sec. 18-12) to discuss in more detail the 
input and output impedances, the voltages and current gains, etc., for 
the various configurations. We shall find additional points of correspond- 
ence between the pairs of circuits shown in Fig. 18-14. But it need 
hardly be emphasized that the correspondence is far from exact. The 
analogies are principally useful as mnemonic devices and for the purpose 
of providing an approximate appreciation of the operation of a transitor 
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circuit to one who is more familiar with vacuum-tube circuits. For 
example, we may note that the most generally useful tube circuit is the 
grounded-cathode circuit, independently of whether the circuit is used 
as an amplifier or as a switch. We may then expect from our analogy 
that the grounded-emitter configuration will occupy the same preferred 
position in transistor configurations. This anticipated result is borne 
out in practice. 

18-10. Voltage and Current Limits in Transistor Switching Circuits.’ 
A number of precautions must be observed in connection with the maxi- 
mum voltages applied to transistors and the maximum current which is 
permitted to flow. 

Independently of which transistor configuration is used in a switching 
application, it is important to note that the power dissipated in the 
transistor is small in both the on condition and in the off condition. In 
the former condition the current is high but the transistor voltages are 
small. In the latter condition the voltages are high but the currents 
are low. Herein lies a disadvantage of the grounded-collector circuit 
for switching application. For unless the input voltage is large enough 
to swing the transistor all the way from cutoff to saturation, the transistor 
will operate in the active region. In this region both the currents and 
voltages are high and if the transistor is left in this active region for a 
relatively long time the allowable transistor dissipation may well be 
exceeded. 

The dissipation will normally be largest at the collector junction, since 
emitter and collector currents are usually comparable and the voltage 
at the collector junction is usually larger than at the emitter junction. 
However, even if the dissipation is not exceeded, there is an upper limit 
to the maximum allowable collector-junction voltage since at high volt- 
ages there is the possibility of voltage breakdown in the transistor. This 
breakdown will normally occur at the collector junction where the voltage 
is highest. ‘Two types of breakdown which are possible are the avalanche 
breakdown and Zener breakdown which were discussed earlier in Sec. 
18-4. Even if the reverse voltage is not large enough to produce break- 
down, a large reverse voltage may still cause difficulty. For suppose 
that there is some ionization by collision. Then the carriers may increase 
in number sufficiently to produce a value of @ in excess of unity. In this 
case, in certain circuit configurations, the emitter input circuit of the 
transistor may exhibit a negative resistance characteristic over some 
range of operation. In such a situation regeneration is possible and 
_ the transistor circuit may behave like a binary device which has two 
stable states and this circumstance will interfere with the normal opera- 
tion of the circuit. (Point-contact transistors normally have an a larger 
than unity and have been used extensively in the past to build single 
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transistor binary circuits. Unfortunately, as noted in Sec. 18-5, satis- 
factory transistors of this type have not been manufactured.) 

A third type of voltage breakdown may occur in transistors and is 
known as punch-through breakdown. At the junction between n-type 
and p-type semiconductors there exists an electric field. This field results 
from the uncovered charges which exist in the neighborhood of the junc- 
tion. These uncovered charges are the ions of the impurity atoms. 
There are equal numbers of charges on the two sides of the junction, 
since there are no fields within the body of the semiconductor and all 
electric lines originating on positive charges on one side of the junction 
must terminate on negative charges on the other side of the junction. 
At the junction between two semiconductors, one of which is doped more 
heavily than the other, the field extends further into the less heavily 
doped semiconductor. This is so, because the less heavily doped (higher 
resistivity) semiconductor has fewer impurity atoms per unit volume. 
In a p-n-p diffused-junction transistor, for example, the resistivity of 
the p-type collector and emitter may be as low as 0.001 ohm-cm while 
the n-type base has a resistivity of 1.5 ohm-cm. In such a case the 
collector-junction field will extend almost entirely into the base as in 
Fig. 18-7. With increasing collector voltage the field extends further 
and further into the base until finally it reaches the emitter junction. 
Beyond this point the collector-emitter impedance is low and normal 
transistor action is not possible. Commercial transistors usually carry a 
maximum collector-voltage rating in the range 15 to 30 volts. This 
maximum collector voltage is determined by Zener, avalanche, or punch- 
through breakdown, whichever occurs first. 

18-11. A Linear Equivalent Circuit for a Transistor. So far, we have 
been concerned only with the static characteristics of a transistor. In 
the active region the transistor operates with reasonable linearity, and 
we shall now inquire into a small-signal equivalent circuit which repre- 
sents the operation of the transistor in this active region. Such an 
equivalent circuit is useful not only generally in studying transistors 
used as amplifiers, etc., but will also be of value in determining the 
transient response of the transistor as it moves through the active region. 

Let us start by considering the simple equivalent transistor circuit of 
Fig. 18-15a. We set up this circuit on more or less intuitive grounds 
so that it represents the more obvious transistor characteristics. Small 
(lower-case) letters are used to represent variations of currents or voltages 
from their quiescent values. Here r) represents the dynamic resistance 
obtained from the volt-ampere characteristic of the emitter junction, 
and the generator provides an output current ai, as required. This 
equivalent circuit gives the result that the impedance seen looking back 
into the output terminals is infinite in the case where the emitter-to-base 
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input terminals are open-circuited. Actually, under these conditions 
we would see the back-biased resistance of the collector junction and 
hence as in Fig. 18-15b we should shunt the current generator a7, with a 
resistance r, which represents this back-biased dynamic resistance 
obtained from the collector-junction volt-ampere characteristic. The 
circuit of Fig. 18-15a also indicates a lack of dependence of emitter 
current on collector voltage. Actually, there is some small dependence 
and a physical reason for this dependence is not hard to find. As was 
noted earlier, an increase in collector voltage effectively narrows the 


Collector 


Collector 


Base ( b) 


Fig. 18-15. (a) A rudimentary equivalent circuit for the transistor in the active 
region. (b) An improved equivalent circuit that takes into account the finite bacx 
resistance of the collector junction and the influence of collector voltage on ths 
emitter junction. 


base width. The diffusion of minority carriers across the base is conse- 
quently more rapid, fewer carriers pile up near the emitter junction, an* 
the emitter current increases even for a fixed emitter-junction voltage. 
This effect of collector voltage on emitter current may be taken inte 
account as in Fig. 18-15b by including a voltage source we, in series with 
r,, &, being the voltage across the collector junction. 

There are some additional effects which need to be taken into account 
in connection with the equivalent circuit. However, before we do this, 
we shall make a transformation of the circuit of Fig. 18-15b into another 
circuit in which the generator ue, does not appear explicitly. This new 
circuit is shown in Fig. 18-16 and should be considered in conjunction 
with Table 18-1. This table gives the transformation equations and in 
addition specifies typical values of the parameters in each of the circuits. 
The derivation of the equations of transformation is an entirely straight- 
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TABLE 18-1. TypicaAL PARAMETER VALUES AND THE EQUATION OF 
TRANSFORMATION BETWEEN THE Circuits oF Fics. 18-15a 


AND 18-16 
Parameter in mit aryautenccuatans Parameter in 
Fig. 18-15b cy Fig. 18-16 
r, = 40 ohms r= r, — (1 —e)ur, r. = 20 ohms 
u=5X 10-4 r, = ur, r, = 1000 ohms 
r, = 2 X 10° ohms ro= (1 —u)r, re = 2 X 10° ohms 
a = 0.98 eel a = 0.98 
l-u 


forward matter and is left as an exercise for the student. The trans- 
formed circuit, we observe, accounts for the effect of the collector circuit 
on the emitter circuit essentially through the resistor rj rather than 
through the generator wei. We observe also that r.=7ri, aa, and 
that while r, is appreciably different from r;, r. is nevertheless still small. 


Emitter 


Base 


Fie. 18-16. A circuit that is equivalent to the circuit of Fig. 18-15b. The generator 
ue’. has been eliminated in the transformation. 

A theoretical result® which has been verified experimentally is that the 
emitter resistance rj is related to the emitter current by the formula 


r= He 
ere 
where [, is the d-c component of emitter current and Hr = 7/11,600. 


At room temperature (25°C) and with J, expressed in milliamperes, 
Eq. (18-11) reduces to 


(18-11) 


bee 
ed 


We return now to the completion of the equivalent circuit. There is, 
among many minor effects, one more important effect which must be 
included. This effect is a result of the finite resistivity of the base region. 
As a result of this finite resistivity there will be an ohmic voltage drop 
in the base region which is proportional to the base current 7%. This 
effect may be taken into account therefore by including a resistor rj’ 
in series with the base lead. If this resistor is included in the circuits of 


r ohms 
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Fig. 18-15b and Fig. 18-16, the two equivalent circuits which result are 
shown in Fig. 18-17. The circuit of Fig. 18-17a has the relative dis- 
advantage that it involves one more element than the circuit in Fig. 
18-17b; on the other hand, the former circuit has the advantage that it 
puts explicitly in evidence the two sides of the emitter and collector 
junctions, a feature not shared by the latter circuit. We shall find 
the availability of the junctions an important asset, when, at a later 
point, we seek to modify the equivalent circuit to take into account 


\r e! S< ef + | 
Xie | 
a | 

| 


Base side of Base side of 


emitter junction collector junction 
External base 


connection 
Emitter 
+ 


Collector 
+ 


€c 


Base 


Fig. 18-17. (a) The equivalent circuit of Fig. 18-15b with the base spreading resistance 
r, added. (b) The base spreading resistance is added to the circuit of Fig. 18-16. 


high-frequency effects. In the low-frequency range of operation, how- 
ever, the circuit of Fig. 18-17b is simpler to use. Note that in this 
circuit the resistance of the base is taken into account entirely through 
r,, and not through 7; which replaces essentially the generator we{. The 
resistor 74’ is called the base spreading resistance and is usually of the 
order of several hundred ohms. The resistor r, = r, + 7;’ is called the 
base resistance. No special designation is attached to 7. 

We may now reasonably ask how it happens that account need be 
taken of the base resistivity while no mention has been made of the 
resistivities of the emitter and collector. The reason for this discrimina- 
tion rests on the geometry of the transistor. The typical geometry of a 
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diffused-junction p-n-p transistor is shown in Fig. 18-8a. Recalling 
particularly that the base region is very thin (often of the order of 1 mil), 
we see that the base current must flow through a very long, narrow path. 
The cross-sectional area for current flow in emitter and collector is very 
much larger. Hence, usually the ohmic drop in the base alone is of 
importance. 

One other effect in a transistor, which we may note for the sake of 
completeness, is the modification’? of the base spreading resistance with 
current. As the collector voltage varies, the effective base width changes 
and hence the base spreading resistance is actually not constant. This 
effect may be taken into account by including still another generator in 
series with 7;’. Ordinarily, however, this effect is small, and we shall 
not deal with it further. There are also further effects in a transistor 
which result from leakage over the surface of the transistor. These 
effects are presently not very well understood, are second-order effects, 
and shall be neglected here. 

In low-frequency applications we shall use the equivalent circuit of 
Fig. 18-17b. In connection with this circuit the point must be made 
that the circuit is the most general 
linear, lumped, active, resistive, four- 
terminal network. Hence, if the pa- 
rameters are determined by measure- 
ments made on the transistor, the 
Fig. 18-18, An arbitrary transmission equivalent circuit will be a correct 
circuit. representation. That such is actually 

the case may be seen in the follow- 
ing way. In Fig. 18-18 the box represents an arbitrary four-terminal 
network, active or not. If linearity applies, then the characteristics 
of the box may be specified in an entirely general way by specifying 
the parameters ry, 712, 721, and ree in the equations 


Ce = Ni11le + Prete (18-12) 
ee = Toile + Loate 


If the circuit is passive, 712 = 721; otherwise not. We may verify that 
the circuit of Fig. 18-18 together with Eqs. (18-12) correctly represents 
the transistor in the grounded-base configuration if we select the resist- 
ance parameters in accordance with the formulas 


ta = Te fe Ti2 = 1% (18-13) 
rer = T + ar. Toe = Te + or 


Lastly, it must be pointed out that the form shown in Fig. 18-170 is not 
the only form which is capable of representing a general four-terminal 
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active network. In principle, an infinite variety of forms are possible 
and indeed other forms are often used. (See Prob. 18-5.) 

18-12. Transistors as Small-signal Amplifiers.!!_ In Chap. 1 we dealt 
with the small-signal equivalent circuit of vacuum-tube amplifier stages. 
In that chapter we noted that an amplifier stage could be completely 
specified by stating a Thévenin-theorem equivalent circuit with respect 
to the amplifier-stage output terminals. We shall follow the same pro- 
cedure now for the transistor circuit. 
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(c) 
Fic. 18-19. (a) A generator E, of impedance FR, drives a transistor in the grounded- 
base configuration. (b) The Thévenin-theorem equivalent circuit with respect to 


the output terminals. (c) The Norton-theorem equivalent circuit. [., I,, and E, 
represent sinor (phasor) quantities. 


Consider the circuit of Fig. 18-19a. Here a generator EH, of internal 
impedance R, is shown connected to the input of a grounded-base tran- 
sistor amplifier stage. We desire the equivalent circuit looking back 
into the collector-base output terminals of the amplifier. The load 
resistor Ry, is to be considered external to and therefore not part of the 
amplifier. The equivalent circuit is shown in Fig. 18-19b. The open- 
circuit voltage gain A, and output impedance FR, are computed to be 


are tT, 
SS Se a 
Ay Rg + 1 + Te aa 
= _ are — Ry — Te 
Ro =%; — % R, +t +fe 
— tro(l — a) + (re + Ro) (re + 7) (18-15) 


Ryo +o + re 
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These expressions may be simplified if we take account of the relative 
order of magnitude of the values of the parameters normally encountered 
in a transistor. We note from Table 18-1 that r.>>7 >>r. and that 
al. Hence : 
~Y Te 
~ relro(l — a) tre + Ril 
R= — Ro+tnm (18 17) 
We observe that A, and R, depend on R,. This feature results, of course, 
from the fact that the input impedance of the transistor is not infinite. 
In this respect the transistor is a somewhat more complicated device 
than the vacuum tube, at least when the tube is used in the grounded- 
cathode and grounded-plate (cathode-follower) configurations. On the 
other hand a vacuum tube in the grounded-grid configuration would give 
rise to the same complication that A, and R, depend on the driving- 
source impedance. | 
The open-circuit gain is a maximum (Ay)mx When R, = 0. In this 
case Eqs. (18-16) and (18-17) reduce to 


(18-16) 


(Ay) max = . and (Ro) r,=0 = ra 73 a) + | (18-18) 
The gain in the presence of a load is, of course, directly determinable 
from A, and FR, with the result 


(18-19) 


If R, is small enough, then (A,)max and (R.)r,-0 may be substituted in 
Eq. (18-19) in place of A, and R,. 

The dual of Thévenin’s theorem is Norton’s theorem which states 
that a voltage source Z in series with a resistor R is equivalent to a cur- 
rent source E/R in parallel with a resistor R. Hence the Norton- 
theorem equivalent circuit for the transistor consists of a current gen- 
erator A,H,/R. shunted by a resistor R,. 


We have 
AE, RA. Ey , 
ho oR, Ail, (18-20) 
—_ RA _ 4, 
where Ai = R, and I, = R, (18-21) 


Hence, the Norton equivalent circuit with respect to the output terminals 
of the transistor is as shown in Fig. 18-19c. The physical meaning of the 
symbols A; and J, will appear in the following cénsiderations. 

We note that the Thévenin-theorem circuit becomes particularly simple 
[Eq. (18-18)] in the case where R, is very small. We shall now see that 
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the Norton-theorem circuit becomes particularly simple when R, is very 
large. 

If the input source which is represented in Fig. 18-19a by EH, and R, 
were itself replaced by a Norton equivalent, then Z,/R, would be the 
current furnished by the equivalent current generator source. This cur- 
rent may be considered the input current to the transistor, I,, in the same 
way that EH, is the input voltage to the transistor. If Rk, < FR, then Ail, 
is the load current and hence A; represents the current gain. The current 
gain A; goes to a maximum as F, becomes infinite and is given by 


_ ate + Te : 
(Ay) max 4 re ae rp =a (18 22) 
while for R, we have 
(Ro) Reo = Te + 1 S Pe (18-23) 


When RB, is small in comparison with the transistor input impedance, 
the equivalent circuit of Fig. 18-19b will be more convenient to use. If 
R, is large in comparison with the input resistance, the equivalent circuit of 
Fig. 18-19c will be more convenient. If neither condition applies, then, 
of course, the exact expressions must be used. 

The input resistance R; to the transistor depends on the value of Ry 
and is given by 

re(1 _ a) + Ri 


t=Te +o m+re + Rt (18-24) 


The range of R; may be seen by computing FR; for Rr = O and Ry = o. 
Assuming again that r, >> 17 >> r., we have approximately 


R; = re +71 — a) for Rr = 0 (18-25) 
R; = 1% for Pz e) (18-26) 


18-13. Comparison of Transistor Amplifier Configurations. The 
grounded-emitter and grounded-collector configurations may be dis- 
cussed in exactly the manner in which the grounded-base configuration 
was handled in the previous section. We shall not repeat the analysis 
for these cases, but shall instead summarize the results in tabular form. 
Table 18-2 gives exact expressions for A,, Ai, Ro, and R; for the various 
configurations. The maximum voltage gain (A.z)mx may be obtained 
from the table simply by letting R, = 0 in the expressions for Ay. 
Similarly the expressions for (A,)m.z may be obtained from A; by letting 
R,— ©. Note that the quantities A,, A;, and R, in Table 18-2 are 
the parameters in the equivalent circuits of Fig. 18-19b and c. To com- 
pute the voltage or current gain in a particular case, it is still necessary 
to take account of the loading effect of Rz. The formulas of Table 18-2 


91g 


TaBLe 18-2. Exact ForMULAS FOR THE VARIOUS TRANSISTOR CONFIGURATIONS 


Equivalent-circuit parameters Grounded base Grounded emitter Grounded collector 
Open-circuit voltage gain A po TREE Tbe ae CES See 
ee Sor ye is Ro + 1 + te Ry reas a as 
Short-circuit current gain Ai rmeeeeie (cin 28 | — Rolare — re) eas Se) |, SR 
ort-circul & Peevey S re(Rg + ry + re) — ro(are — Rg — re) | re(l1 — a)(Rg + 7p tre) + re(Rg +75 + are) | re(Ro +75 + re) + re(1 — a)(Ry + 45) 
* = are — Rg — re = Rg + ry + are = Rg +r 
Output resistance Ro............. re — Tb Rehts aa phy ee re(1 a)t+ re ee ge re + re(1 — a) eae a 
; ; re — are + Ri re + Ru re + Ri 
Input resistance Ri.........- 2. 6 tas Ae aa oe Sekt ay ce ae Pech tea ay oe OL 


TaBLeE 18-3. APPROXIMATE FORMULAS (re > 1» > 7e) FOR THE VARIOUS TRANSISTOR CONFIGURATIONS 
Numerical values calculated for r, = 2 Meg, rm = 1K, re = 20 ohms, a (a) = 0.98 


Parameters Conditions Grounded base Grounded emitter Grounded collector 
(Avex R, =0 7 — 2.000 ES 9.000 1 
To To 
Ai R,= = 0.98 —4. = —49 ees 
(Ai) max = # a=v. 1-—-a l1—a 
R, a (1-042) = 80K r(1—a +22) 80K Pan oes A ois 
Ro R, = © re = 2 Meg r(l1—a) = 40K re(1 —~a) = 40K 
Ri Rr, =0 r, +r(1 — a) = 40 ohms m+ >t =2K 


R; Rr = © m=1K re = 2 Meg 


TRANSISTORS IN PULSE AND DIGITAL CIRCUITS 577 


are useful for general reference purposes but are too complicated to yield 
any easy insight into transistor performance. 

An easier comparison may be made from Table 18-3. Here we have 
computed for the various configurations the voltage gain (A»)max when 
the input is a zero-impedance voltage source, the current gain (Aj)max 
when the input is a perfect current source, and the output impedance for 
both cases. In addition the total range over which the input imped- 
ance may vary has also been tabulated. In this table we have taken 
account of the approximations which may be allowed due to the fact that 
re >> 1) >> re In computing numerical values parameters, we have used 
r, = 2 Meg, r, = 1 K, re = 20 ohms, and a (= a) = 0.98. 

The table brings out the relative versatility of the grounded-emitter 
configuration. This configuration is capable of both a voltage gain and a 
current gain, features not shared by the other configurations. To realize 
a gain nominally equal to (Ay)max would require not only that a zero- 
impedance voltage source be used but also that Ry be many times larger 
than the output impedance. Normally, however, so large a value of Rr 
is not feasible. Suppose, for example, that a manufacturer specifies a 
maximum collector voltage of, say, 30 volts. Then we should not be 
inclined to use a collector supply voltage in excess of this maximum 
voltage since, in such a case, the collector voltage would be exceeded if 
the transistor were driven to cutoff. Suppose further that the transistor 
is designed to carry a collector current of, say, 5 ma when biased in_the 
middle of its active region. Then the load resistor should be selected 
to have a resistance of about 15 volts/5 ma = 3 K. Using the values 
in Table 18-3, we compute for the grounded emitter a voltage gain 


A, = —2,000 X 343 = —72 (18-27) 


Of course the load resistor may be smaller than 3 K, as when, for exam- 
ple, a transistor is used to drive another transistor. Or in some applica- 
tions a much higher load resistor may be acceptable. When used as a 
voltage amplifier, the grounded-base configuration is capable roughly 
of the same gain as the grounded emitter. The grounded base has, how- 
ever, the relative disadvantage of a lower input resistance if the load 
resistance is small. 

The grounded-collector circuit, like the cathode follower, has a maximum 
voltage gain (Ay)max Which is, at most, unity. To achieve this gain, the 
load resistor must be very large in comparison with the output imped- 
ance. Since R, is only about 40 ohms, a load resistor of the order of 
400 or 500 ohms is adequate. The grounded emitter also exhibits the 
greatest variation of input impedance with load resistance. 

The grounded emitter and grounded collector are both capable of pro- 
viding current gain which is nominally the same in both cases. It is to 
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be noted, however, that in both cases the current gain is not a very stable 
characteristic. We can compute, for the grounded-emitter case that 


d( Aj) max _ 1 da 
(Aj) mz l—-aa 


If a = 0.98, then 1/(1 — a) = 50 and Eq. (18-28) indicates that a 
1 per cent change in a will result in a 50 per cent change in (A;)max. An 
approximately similar relationship applies in the grounded-collector 
case. For this reason, too, we may expect that transistor characteristic 
curves of collector current vs. collector voltage for various values of 
base current (Fig. 18-12) will be subject to a great deal of variation. 

The results given in Table 18-3 also serve to give added support to the 
analogies made in Fig. 18-14 between the various transistor and tube 
configurations. 

18-14. Equivalent Circuit of a Transistor at High Frequencies.'!* So 
far we have assumed that the transistor responds instantly to changes of 
input voltage or current. Actually, of course, such is not the case. To 
begin with, the mechanism of the transport of current carriers from 
emitter to collector junction is essentially one of diffusion. Hence, to 
find out how the transistor behaves at high frequencies, it is necessary 
to examine this diffusion mechanism in more detail. For this purpose 
we must return to the equivalent circuit of Fig. 18-17a which, unlike the 
circuit of Fig. 18-17b, has the advantage that the various nodes in the 
circuit can actually be identified with physical junctions in the transistor. 

The analysis of the diffusion mechanism at high frequencies is unfor- 
tunately too complicated for our purposes to warrant a detailed discus- 
sion. It is sufficient to note here simply that the diffusion mechanism 
can be taken into account by modifying the circuit of Fig. 18-17a so 
that a and u become frequency-dependent, while the resistance r, and 
r’ must be replaced by frequency-dependent impedances. The equations 
which specify this frequency dependence are suggestive of the equations 
which are encountered in connection with a lossy transmission line. 
Some such result is to have been anticipated in view of the fact that some 
time delay must be involved in the transport of carriers across the base 
region by the process of diffusion. Even having these transmission-line 
equations available does not put us in a much improved position because 
the equations are quite complicated. Hence, if we used them, we would 
have an equivalent circuit which is quite accurate but, unfortunately, not 
manageable. It is therefore necessary to make approximations in using 
the equations. Of course, as the approximations become more rough, 
the equivalent circuit becomes simpler. It is therefore a matter of 
engineering judgment to decide at what point we have a reasonable 
compromise between accuracy and manageability of equivalent circuit. 


(18-28) 
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Experience shows that as a first reasonable approximation the diffusion 
phenomenon can be taken into account by assuming a relatively simple 
frequency dependence for a and by shunting the transistor Junctions by 
diffusion capacitances Ca, and Cy., as shown in Fig. 18-20 and as discussed 
below. 

The Frequency Dependence of a. The frequency dependence of a is 
given approximately by 

Qa 


~ 1+ jo/wa 


In this equation, a, is the low-frequency value of a. The form of the 
equation indicates a frequency response which is identical with that of a 
simple resistance-capacitance network. The angular frequency we 
(= 2nf.) is the angular frequency at which the magnitude of a is 0.707ao. 


[e4 


(18-29) 
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Fia. 18-20. Equivalent circuit, including frequency dependence of @ and diffusion 
capacitances across the junctions. J, and E, are sinor quantities and are functions 
of frequency. 


The frequency f, is termed the transistor cutoff frequency. At frequencies 
which are appreciably less than f. Eq. (18-29) is reasonably accurate. 
The approximation is progressively poorer as f approaches and exceeds 
fa. The parameter u in Fig. 18-17a has much the same frequency 
dependence as a. General-purpose transistors have frequencies f, in 
the range of hundreds of kilocycles. Special-purpose high-frequency 
transistors may have f,’s in the range of tens of megacycles. 

The Diffuston Capacitances. The diffusion capacitances which are 
required to be shunted across the junctions are of the order of magnitude 
of 
1 1 


Cae = T.5w,r and Cac => 150,77 (18-30) 
We may note in passing that 
Wa = on (18-31) 


where W, is the zero-signal thickness of the base region and D is the 
diffusion constant in the base region which measures the ratio of the 
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diffusion current to the gradient of carriers which produces the diffusion. 
Equations (18-380) and (18-31) indicate the importance of making W, as 
small as possible to improve the response at high frequency. 

If we compute the diffusion capacitances for the case r, = 40 ohms, 
r, = 2 Meg, and f. = 10 Me, we find Cz. = 400 pyf and Ca, = 0.05 pyf. 
Observe that, in spite of the fact that Ca «Cae, the time constants 
associated with emitter and collector circuits are identical and are given 
by Eq. (18-30) to be 1/1.5w.. 

The Barrier Capacitances. In addition to the diffusion capacitances 
there are also barrier capacitances which must be included in the equiv- 
alent circuit. It will be recalled (see Fig. 18-7) that the transistor is 
largely free of electric field except in the neighborhood of the junctions. 
These regions of electric field are regions in which energy is stored electro- 
statically and this energy storage may be taken into account by including 
capacitors across the junctions which store equivalent amounts of energy. 
These barrier capacitances are not constant, but vary inversely with the 
cube root or with the square root of the junction voltage, depending on 
whether the junction is gradual (as in grown-junction transistors) or 
abrupt (as in fused-junction transistors). This capacitance variation 
results from the fact, noted earlier, that the width of the junction region 
increases with junction voltage. Hence, with increase in collector volt- 
age, the effective separation of the capacitor ‘‘plates” increases with a 
consequent reduction in capacitance. Since the emitter-junction voltage 
is normally smaller than the collector-junction voltage, the emitter- 
junction barrier capacitance C, should be larger than the collector- 
junction barrier capacitance C,. On the other hand, the collector cross- 
sectional area may be larger than the emitter cross-sectional area (Fig. 
18-8) so that the two capacitances may well be comparable. In typical 
transistors these capacitances will lie in the range 5 to 25 ppyf. When 
these barrier capacitances are added to the equivalent circuit of Fig. 
18-20, it is clear that the barrier capacitance may be neglected across the 
emitter junction and the diffusion capacitance may be neglected across 
the collector junction. 

We shall make two further simplifying assumptions in our high-fre- 
quency equivalent circuit. First, we shall neglect the generator uH/ in 
Fig. 18-20. We may do this principally because at high frequencies the 
generator wl’, which is small to start with, is shunted through the small 
r, by the large capacitor Cae. Second, we shall assume that Cy. = 1/war); 
that is, we shall neglect the factor 1.5 which appears in the denominator 
of Eq. (18-30). This last assumption will effect an appreciable simplifica- 
tion in the mathematical analysis since (as we shall see later) it makes the 
time constant of the emitter circuit the same as the time constant associ- 
ated with a. We may justify this modification of Eq. (18-30) on the 
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basis that the response of a transistor turns out to be much more sensi- 
tively dependent on the frequency response of a than on the time constant 
of the emitter circuit. Finally, then, the high-frequency equivalent circuit 
in the active region is as shown in Fig. 18-21. Note that in this figure 
Ca represents the diffusion capacitance, whereas C’, represents the barrier 
capacitance. For simplicity, we have dropped the primes on 71, rj’, andr’. 
We must remember, then, that the emitter and base resistances used 
in the high-frequency equivalent circuit are not the same as those used 
in the low-frequency equivalent circuit. On the other hand, rj, and r, 
are so nearly equal that no error is involved in using the low-frequency 
value for the collector resistance. 

18-15. Transient Response of Transistors.!? When transistors are 
used as switches, the times required to turn the transistor from the off 
condition to the on condition, and vice versa, are of great interest. In 
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Fig, 18-21. High-frequency equivalent circuit. The base spreading resistance is 7. 


this section we shall accordingly inquire into the response of a transistor 
to a step of current or to a pulse of current applied at the input. 

We shall assume initially for simplicity that the load resistance Ry 
is small enough so that the transistor is operating with its output termi- 
nals essentially short-circuited. Under these circumstances the elements 
r, and C, appear in shunt with ~. Since » <<r,, we may neglect 7. 
Let us assume further that over the frequency range of interest, which 
is of the order of w., the reactance of C, is large in comparison with 7, so 
that we may neglect Cas well. Our equivalent circuit, in the grounded- 
base configuration, then becomes as shown in Fig. 18-22. In writing 
the expression for the emitter impedance, we have made use of the fact 
that Cz = 1/wale- 

Let us compute now the output current 7, in response to a current step 
I, at the input. Some small complication is involved here since we are 
seeking the time response of the circuit and a@ is given in terms of its 
frequency response. We might therefore compute initially the frequency 
response of the circuit and then evaluate the time response from this 
frequency response. This method involves Fourier transformations. A 
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much simpler approach is to follow the procedure indicated in the equiv- 
alent circuit of Fig. 18-23. Here we have included a subsidiary circuit 
(R and C) in Fig. 18-23a which takes into account the frequency depend- 
ence of a. It is easily verified that 


Aol e 
1 + jw/we 


provided that we set RC = 1/wa. (Jz and I, are the sinor currents cor- 
responding to the time function zp and 7,., respectively.) Of course, in 
this latter equivalent circuit we shall find that the result depends only 
on the we and not on F or C individually. 


(18-32) 
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Fia. 18-22. Approximate equivalent circuit under short-circuited output conditions. 
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| (a) (0) 
Fia. 18-23. Equivalent circuit in which an RC circuit is used to simulate the frequency 
dependence of a. The current zz in (b) is calculated from the circuit in (a). 


For the grounded-base configuration of Fig. 18-23, the output current 
1, (= —1,) is given by 
to = Aol 1(1 — €%a*) (18-33) 


This result is almost evident from Fig. 18-23a because at ¢ = 0, tr = 0; 
att = ©, ig = 7, = I,; the time constant is 1/w, and 7, = adr. The 
rise time is 2.2/w. and is the time required for the output current to rise 
from 0.1 to 0.9 of its final value if the transistor operation remains in the 
active region. 

Suppose the transistor has a load resistor Rz. The saturation current 
I, will then be very nearly equal to E../Rz. The input current step 
required to drive the transistor just to the point of saturation is, from 
Eq. (18-5), (11)sat = I:/oo. Suppose, however, that the input current 
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step J, is larger than (J;).:. Then the collector current will go from zero 
to I, in a finite time T,. If we assume that the load resistance is small 
enough so that it has no appreciable effect on the response of the transistor 
then the time 7’, may be computed from Eq. (18-33) to be 


ws n aly =e (18-34) 
Equation (18-34) applies whenever J, is large enough to drive the transis- 
tor to saturation. 

Table 18-4 summarizes the situation for the three transistor configura- 
tions. The row giving times 7, has to do with the return of the output 
current to zero and will be discussed later. Observe that in each case the 
response is a simple exponential except that in the grounded-collector 
case the exponential is preceded by a step. To make the tabulation 
more useful, the last column has been included which specifies the exact 
approximations which are required to apply in order for the results to 
hold. The tabulation indicates that the rise time of the grounded-base 
configuration is 1 — a times the rise time in the other configurations. 
On the other hand (Table 18-3), this factor is very nearly the factor by 
which the common-collector and common-emitter current gains are 
multiplied to obtain the gain of the common base. 

18-16. Effect of Collector Capacitance.'4 We shall now consider the 
effect on transient response of the collector capacitance C, which has 
heretofore been neglected. The collector capacitance becomes important 
when the load resistor is no longer small enough to satisfy the conditions 
specified in Table 18-4. 

Let us consider the grounded-base configuration of Fig. 18-24a. We 
may recognize that the emitter impedance can have no effect on the 
transient response since we have assumed a current-source driver so that 
the emitter impedance is in series with an infinite impedance. Hence, 
the circuit response may be determined from the circuit of Fig. 18-240. 
There are two time constants associated with this circuit. One of these 
is the time constant 1/w,. associated with a as given in Fig. 18-24c. The 
other is the time constant R’C., where R’ is the resistance shunting C,. 
As we have already noted, r, >> 7, and in most cases of practical interest 
Yo >> Rt> 1. Hence, R'C,& RrC.. Tf 1/wa>> RxC,, then the time con- 
stant associated with the transient response will be 1/wa. Alternatively 
if RrC. > 1/we, the response will be determined by RzC,. The response 
for the case 1/w. = RxC. may be written down without great difficulty, 
but the result is not particularly illuminating and lends itself to no 
generally useful result. 

For the grounded-emitter and grounded-collector circuits the results 
also hold that the effect of the time constant RC. or the effect of the 
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frequency dependence of a@ predominates, depending on whether R,C, 
is much larger or much smaller than 1/wa. For these configurations, 
however, there is a useful rule which applies when RrC,& 1/w,. The 
rule, which we state without proof, is that, provided the conditions 


Rt 


Te 


<1 and Wal C', > 1 (18-35) 


are satisfied, the effect of collector capacitance is to increase the time 
constant in the responses given in Table 18-4 by the factor w.hR1zC, + 1. 


XKle 


Te 


9 Collector 


R, 


Base 


(a) 


Xoip 


(c) 
Fie. 18-24. (a) Equivalent circuit taking into account collector capacitance. (6) 
Simplified circuit which results owing to fact that the input drive is provided by a 
current source. (c) The equivalent circuit from which to calculate iz. 


Hence, the rise times and turn-on times 7, are increased by the same 
factor. 

18-17. Delay Time in a Transistor.!5 The approximations made in 
connection with the diffusion equations which lead to the equivalent 
circuit of Fig. 18-20 have caused us to lose one important effect. This 
effect is the existence of a delay in the transistor. Such a delay is to be 
anticipated from the fact that a finite time is required for the carriers to 
diffuse across the base region. Hence if a current step is applied to the 
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emitter, a response at the collector will appear only after some delay 
time. 

One way in which this delay may be represented in an equivalent 
circuit is indicated in Fig. 18-25. Here a resistance-capacitance delay 
line is used. The line attenuation increases with frequency, and this 
accounts for the falling off with frequency of the effective value of a. 
It appears then that we have not completely lost sight of this delay, since 
we have used a resistance-capacitance delay line, except that we have 
reduced the line to a single section as in Fig. 18-23a. The important 
practical difference between the equivalent circuits of Figs. 18-23 and 
18-25 is that the former indicates a slow rise in output current in response 
to an abrupt input current, while the latter circuit indicates a time interval 
before there is any response at the output. 


PETE 


a 
Emitter Te (a) “oip Collector 


(b) 
Fia. 18-25. A modification of the equivalent circuit to take into account the delay 
through the transistor. The current zz in (b) is obtained from (a). 


18-18. Storage Time in a Transistor.'* When an input current step 
has turned a transistor switch to the on condition, an input step of 
reverse polarity may, of course, be used to turn the transistor off. If, in 
the on condition, the transistor is in the active region, then the turnoff 
transient may be computed from the active region equivalent circuit of 
Fig. 18-22. In particular, the time constant associated with the turn-off 
transient is the same as that for the turn-on transient. If, however, the 
transistor in the on condition is in the saturation region, an additional 
complication arises which results in an abnormally large delay before 
the transistor can respond to the turn-off signal. 

The origin of this delay which is referred to as storage-time delay may 
be seen in Fig. 18-26 which shows the minority carrier density in the 
base region for various situations. In the cutoff condition where both 
emitter and collector junctions are back-biased the minority carrier 
density is zero at the junctions and quite small throughout the base 
region. What few minority carriers are present are the result of thermal 
generation of electron-hole pairs, In the active region of operation the 
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minority carrier density is high at the emitter and nominally zero at the 
collector where the carriers are being rapidly swept across the collector junc- 
tion. The gradient in density across the base region is precisely what gives 
rise to the diffusion process which accounts for current flow across the 
base. Of course, when an input signal is applied to drive the emitter 
junction to the back-biased condition, this process will not be complete 
until the minority carriers in the base region have been removed. ‘The 
equivalent circuit of Fig. 18-25, or more simply of Fig. 18-23, is adequate 
to compute the time involved. 

In the saturation region (to which our equivalent circuits do not apply) 
both the emitter and the collector are emitting carriers into the base 
region. Also, since both junctions 


are forward-biased, the voltages across 1 peel 
the junctions will be small and the carriers 


process of collection at the junctions 
will be relatively slow. As a result 
the density of minority carriers in the 
base region builds up to an abnormally 
large level. Since the turn-off process 
cannot really begin until this abnor- 
mal carrier density has been removed, 


Collector 


Saturation 
| 


a relatively long delay may elapse be- |«—— Base a 
fore the transistor responds to a turn- Distance 


off signal at the input. Inanextreme Fic. 18-26. Minority-carrier density in 
case this storage-time delay may be base in the cutoff, active, and satur- 
: ; . ation regions of operation. 

two or three times the rise or fall time 

through the active region. In any event, it is clear that when transistor 
switches are to be used in an application where speed is at a premium, 
it is advantageous to restrain the transistor from entering the saturation 
region. 

18-19. Over-all Transistor Response. The complete response of a 
transistor which is driven from cutoff to saturation and back again to 
cutoff is shown in Fig. 18-27. A grounded-emitter switch is shown, since 
this configuration is the most useful. The general results, however, 
apply also to the other configurations. In the response shown in Fig. 
18-27d, the delay time is Ta, and T, is the rise time (defined as the time 
required for the output current to reach the saturation level J;). The 
storage time is T,, (also called the hold time), and T; is the decay time (also 
called the fall time). As a matter of practice it often turns out that the 
delay time 7’, is relatively small enough to be neglected. 

We consider that the driving current is furnished as a result of a 
voltage pulse, of the form shown in Fig. 18-27b, applied through a large 
resistor R,. At the moment the transistor is driven out of the cutoff 
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region, the impedance seen looking into the transistor input terminals is 
small. Hence, if R, is adequately large, the transistor input current at 
this time is J; = E,/R,, as indicated in Fig. 18-27c. 
The rise time 7, is a function of the driving current/,;. Thedependence 
of T, on I, is given in Table 18-4. The storage time is a function both of 
I, and of the input-pulse duration. 
As the input-pulse duration be- 
comes larger, the number of minor- 
ity carriers stored in the base region 
becomes larger and the storage time 
increases. As the input pulse in- 
creases further in duration, an 
- equilibrium distribution of stored 
carriers is finally attained and 
thereafter 7, no longer increases. 
The storage time also increases with 
increasing Jy. 

It is found that even when the 
emitter current of a transistor is in 
the reverse direction, the parameter 
a remains nearly constant and equal 
approximately to the normal tran- 
sistor a. This means that if the 
input current to the transistor in 
Fig. 18-27 were reversed rather 
than simply reduced to zero, the 
output current would start to fall 
toward a negative value rather than 
toward zero. Accordingly the fall 
time of the transistor may be re- 
duced appreciably by causing the 
input current signal to reverse at the 
end of the pulse. It is for this 
reason that an input waveform has 
been indicated in Fig. 18-27b which 
attains at its termination a negative 
voltage level —E2. Because of the 

circuit; (b) driving-voltage waveform; (c) storage of minority carriers in the 
pu current arco 0 base region, the impedance pre- 

sented at the transistor input ter- 
minals in response to the voltage —H#, does not immediately attain 
the large value corresponding to cutoff. Instead, the input impedance 
persists at a low value, and if R, is large enough, a reverse current 
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flows which is given by |J.| = H./R,. The input impedance continues 
to be small, and the reverse current continues at the value J. until 
the minority carriers in the immediate neighborhood of the transistor 
junctions have been swept away. At this point the impedances of the 
junctions begin to increase sharply, and the input current starts to fall, 
eventually becoming zero after the minority carriers throughout the base 
region have had time to drift over to the junctions, 

- The over-all result of driving the transistor well back into the cutoff 
region at the termination of the pulse is that the fall time is appreciably 
reduced. The collector current does not approach the zero current axis 
asymptotically but rather falls to zero in a finite time 7;. The fall time 
is given in Table 18-4. 

It is found frequently, as indicated in Fig. 18-27c and d, that the reverse 
current remains constant at the value J, until just about the time 2, 
becomes zero. In some circumstances, however, depending on the 
geometry of construction of the transistor and on the value of R,, the 
reverse current may start to fall to zero before the collector current has 
become zero. In such cases the formulas given for the fall time 7 are 
somewhat in error. 

The times typically encountered in switching a representative switch- 
ing transistor may be seen in Fig. 18-28. Here an 8-ysec switching pulse 
is applied to a Sylvania 2N35 n-p-n transistor. The collector supply 
voltage is 12 volts and Ry, = 1.2 K, so that J, = 12/12 =10ma. The 
driving-pulse duration is long: enough to ensure no further increase of 
T, with pulse duration. 

18-20. Analytic Expressions for Transistor Characteristics.!° So far 
our attention has been focused on the active region and we have investi- 
gated the speed with which a transistor switch may be moved through 
the active region from the off condition to the on condition, and vice versa. 
We must now consider the d-c conditions with respect to currents and 
voltages which apply at these on and off end points of the switching oper- 
ation. Certain information concerning d-c conditions is available from 
the transistor characteristic curves as in Figs. 18-10 and 18-12. But the 
information is not complete. For example, consider the grounded- 
emitter switch of Fig. 18-29 in which R, is the resistance of the driving 
generator. If we know the base current J, which is being used to drive 
the transistor to saturation, then we may determine from the common- 
emitter characteristics of Fig. 18-12 the collector current and the col- 
lector-to-emitter voltage. But suppose we desire to know under these 
conditions the base-to-emitter voltage, Hy... We are required to know 
Eye in order to permit a determination of J,. To find Ey., we require a 
set of transistor characteristics which give E,, vs. I, for, say, various 
values of J,. Furthermore, we note that the collector-to-emitter voltage 
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Time to go from saturation to zero current, 
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: _ ie) 


Input current J,, ma Input current J,, ma 


Fic. 18-28. Response times of a transistor switch. 


Fig. 18-29. A grounded-emitter switch. 


in the saturation region cannot be read with precision from the curves 
of Fig. 18-12. This situation often turns out to be highly inconvenient 
since there are circuits (involving two or more transistors) in which 
the operation may be affected by a change of several tenths of a volt in 
collector-to-emitter voltage. Hence more detailed transistor character- 
istics may be required. Similar remarks may be made in connection 
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with the other transistor configurations. The over-all intention of the 
above remarks is to point out that a complete specification of transistor 
characteristics would require a large number of quite detailed families of 
curves. 

Fortunately, there is an alternative solution to the problem which 
results from the fact that it is possible to write analytic expressions which 
relate the collector and emitter currents to the voltages across the collector 
and emitter junctions. These expressions, which we state without proof, 
are the following: 


I, = Sue (eBe/Er — ]) — —— (eR/Er — 1) (18-36) 
Qanar ANQI 

= _ ant eco (SivEr — 1) — eo (c/Er —1) (18-87) 
1 — QNQI 1 — ANQ] 


The quantities which appear in these equations have the following mean- 
ing: I.. is the collector reverse saturation current, Zr = T/11,600, while 


ce 


Collector 


—> Emitter 
I, junction 


P n 
Collector 
junction I, 
Ih + 


Base 
Fic. 18-30. Definition of the quantities EH; and FE; which appear in Eqs. (18-36) and 
(18-37). The polarities assigned to the voltages FE; and E/ apply to an n-p-n transistor. 
ay is the ‘‘normal” alpha of the transistor. These three parameters 
were introduced earlier except that ay was previously designated simply 
by the symbol a. The symbols J,.. and ay refer to the reverse satura- 
tion current and the transistor alpha when the transistor functions in 
“inverted” fashion. That is to say, J.. is the emitter reverse saturation 
current. This is the current which flows across the emitter junction 
when the emitter junction is reverse-biased and the collector current is 
zero. Similarly a; is the transistor a under the condition that the 
collector junction is forward-biased and therefore acting as the emitter 
while the emitter is reverse-biased and acting as the collector. The 
symbol Z’ stands for the voltage drop from the p-type material to the 
n-type material across the emitter junction as indicated in Fig. 18-30. 
The symbol Z’, stands for the drop across the collector junction with the 
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same polarity convention. Observe that a junction is forward-biased 
when £’ is positive and back-biased when E’ is negative. Provided that 
this polarity convention is observed, Eqs. (18-36) and (18-37) apply equally 
to either a p-n-p or an n-p-n transistor. The convention with respect 
to the currents is the same as given previously; that is, the positive 
direction of current is into the transistor. Our interest is in the cutoff 
and saturation regions, but it should be noted that these equations apply 
to all three regions. 

We may note, in passing, that the form of Eqs. (18-36) and (18-37) 
is not unreasonable in view of Eq. (18-2), which applies to a simple junc- 
tion diode. In the present case the currents are given by the sum of two 
terms, because in a transistor the current across a junction depends not 
only on that junction voltage but also to a smaller extent on the voltage 
across the other junction. 

The parameters ay, ar, Io, and I. are not independent but are related 
by the equation 

anl eo = arl co | (18-38) 
Hence if ay and J,,. are known, both a; and J., may be determined from a 
measurement of the emitter reverse saturation current. For many com- 
mercial transistors J. lies in the range from 0.51. to Igo. For the 2N35 
transistor Ie. & 0.820 & 1.6 wa, and hence a; & 0.8ay & 0.78. 

Equations (18-36) and (18-37) may be applied to determine d-c 
voltages and currents in connection with the circuit of Fig. 18-30. We 
have neglected, as before, the resistivity of the emitter and collector 
material and have included the base spreading resistance 75. The polari- 
ties assigned to the junction voltages #4 and H’ are correct for an n-p-n 
transistor. 

If Eq. (18-36) is multiplied by ey and is added to Eq. (18-37), the resultis 

I, = Leo(l — €#/#7) — ayl, (18-39) 
Similarly, if Eq. (18-37) is multiplied by a; and is added to Eq. (18-36), 
the result is 

I. = Ieo(l — &/¥7) — aryl, (18-40) 
Equation (18-39) is the analytic expression for the collector-current 
curves of Fig. 18-10. in the active region, for EH’, more negative than about 
0.1 volt, the exponential term is negligible compared with unity and 
Eq. (18-39) reduces to Eq. (18-4). 

Equations (18-39) and (18-40) may be solved for the junction voltages 
with the result 


E! = Ep in (: = fed ale) (18-41) 


and El = Erin € = iat ante) (18-42) 


co 
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We now see that given any two currents, say J, and I,, then the third 
current may be found from 


Ine+I.+I. = 0 (18-43) 


and the junction voltages may be obtained from Eqs. (18-41) and (18-42). 
Or conversely, if HZ! and EH! are given, the currents may be found from 
Eqs. (18-36), (18-37), and (18-48). 

18-21. D-C Conditions in Cutoff and Saturation Regions. Let us now 
apply the results of Sec. 18-20 to find the d-c currents and voltages in the 
grounded-emitter switch of Fig. 18-29. 

The Cutoff Region. We noted earlier that in order to drive the transis- 
tor to cutoff it was not sufficient to reduce the base current to zero, since 
under these circumstances the collector current will flow across the emitter 
junction and the emitter junction will not be back-biased. We found 
instead that if the base current is set to be equal to the collector reverse 
saturation current J,., the emitter current willbe zero. Letusnow compute 
the back-biasing voltage which must be applied between base and ground 
(emitter) in order to achieve this cutoff condition. We assume an n-p-n 
transistor as in Fig. 18-29. 

At cutoff J, = 0 and J, = J,. and Eq. (18-41) becomes 


El = Br n(1 - sure) 


€o 


= Eryn (1 — ay) (18-44) 
At room temperature (7 = 300° K), Hr = 0.026 and for ay = 0.98, 
E’, = —0.1 volt. However, in the neighborhood of cutoff we may expect 


that the value of a may be smaller than the nominal value a = 0.98. 
If, for example, we take a = 0.9, we then find that Hi; = —0.06 volt. 
For a n-p-n transistor, E% is the voltage drop from the base side to the 
emitter side of the emitter junction. To find the voltage drop from the 
base to emitter terminal, we must add the voltage drop across the base 
spreading resistance. This drop is Jory. For Ico = 2 pa and ry = 250 
ohms, this drop is only 0.5 mv and may be neglected. In Fig. 18-29 
the drop across R, will also ordinarily be negligible. We conclude that 
the transistor is cut off by a back-biasing emitter-to-base voltage of less 
than 100 mv. 

When the transistor is in cutoff, the collector and base currents are 
very small and hence, unless R, and Ry, are very large, we may consider 
that the base-to-emitter voltage and the collector-to-emitter voltage 
are the same as the applied voltages EH, and E,,.. Under these circum- 
stances we shall be interested principally in the small residual currents 
which flow. We may find these currents by recognizing that, if the 
back bias on each junction is of the order of 0.1 volt (or larger), then the 
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exponential terms in Eqs. (18-36) and (18-37) may be neglected. Under 
these circumstances the currents are given by 


ea Leo(l ro ay) 

qe = “essen, (18-45) 
oa Leo(1 = az) 

1. = fea ast 


Observe that these currents are constant and not functions of the junc- 
tion voltages. Asan example, assume J,. = 2.0 na, Teo = 1.6 na, aw = 0.98, 
and ay = 0.78. Then J, = 0.14 na, J, = 1.9 wa, and I, = —2.0 na. 
The Saturation Region. In this region both junctions are forward- 
biased and the currents which flow will be largely determined by the 
circuit external to the transistor. Therefore the points of principal 
interest are the voltages which exist across the transistor terminals. The 
junction voltages may be computed as a function of the currents from 
Eqs. (18-41) and (18-42). Consider a common-emitter switch using a 
supply voltage E,, = 22.5 volts and 5.6-K load resistor. The load line 
for this case is shown in Fig. 18-12. Here we find that at saturation 
I, = 4.0 ma and J, = 0.1 ma so that J, = —4.1 ma. In addition, for 
the 2N35 transistor I. & 2.0 ya, an & 0.98, ar & 0.78, and Io & 1.6 ya. 
Substituting in Eqs. (18-41) and (18-42), we find H} = 0.17 volt and 
EY = 0.06 volt. Hence we find that to drive the transistor into satura- 
tion requires a base-to-emitter voltage EH! of only about 0.17 volt. The 
voltage drop between the base terminal and the emitter terminal will be 
a little larger than this value. This feature results from the ohmic drop 
across the base spreading resistance and the ohmic drop across the small 
but finite resistance of the emitter material. It is therefore most fre- 
quently found in practice that when the transistor is driven well into 
saturation, the base-to-emitter terminal voltage is more nearly 0.2 or 
0.25 volt. Observe further that the collector-to-emitter voltage is 
Ey, = EK, — Ey = 0.17 — 0.06 = 0.11 volt. Note that the collector-to- 
emitter voltage is smaller than the base-to-emitter voltage. Suppose 
that to drive the transistor further into saturation we use a base current 
of, say, 200 va rather than 100 wa. Then, as may be seen in Eqs. (18-41) 
and (18-42), EH, will not change appreciably but H’ will become 0.11 volt 


TABLE 18-5. Curorr AND SATURATION CONDITIONS IN AN n-p-n (2N35) 
GROUNDED-EMITTER TRANSISTOR 


Ib, pa =| Eye, volts | Ee, volts 
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so that the collector-to-emitter voltage will drop to 0.06 volt. Observe 
that the nominal cancellation of junction voltages leads to a collector-to- 
emitter voltage in the on condition which is measured in millivolts. 
Cutoff and saturation conditions in the grounded-emitter configuration 
for the 2N35 n-p-n transistor are summarized in Table 18-5. 

In the next several sections we shall discuss some illustrations of 
transistors in switching applications. 

18-22. A Transistor Binary Circuit. A transistor binary circuit is 
shown in Fig. 18-31. We recall the rough identification noted earlier 
between the base, collector, and emitter with the grid, plate, and cathode, 
vespectively, of a vacuum tube. With this identification in mind, the 


+ 22.5 volts 


R= 5.6 K 


—1.5 volts 
Fia. 18-31. A binary circuit. Commutating capacitors & 150 pupf. 


analogy between the present transistor binary and the vacuum-tube 
binary of Fig. 5-5 is too obvious to require elaboration. 

Let us compute the stable states of the binary of Fig. 18-31. In order 
that a stable state be established, it is enough that either a transistor be 
cut off or that a transistor be in saturation so that the loop gain be less 
than unity. But for the sake of stability (see Sec. 5-1), it is common 
practice to arrange that, in a stable state, one transistor be in cutoff and 
the other transistor in saturation. Assume then that transistor T'. 
is in saturation and 7’, in cutoff. Since the resistances of the coupling 
network (FR; and R2) are large in comparison with the load resistor Rr, 
we may determine the collector voltage of T. by drawing a load line 
corresponding to 5.6 K on the common-emitter characteristics of Fig. 
18-12. We note from this load line that the collector current is 4 ma 
and that the transistor will be in saturation if the base current is larger 
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than 100 wa. The corresponding collector-to-ground voltage Ec2 for 
transistor JT. has already been computed in Table 18-5 to be 0.11 volt 
for J, = 100 wa and only 0.06 volt for J, = 200 wa. This voltage is of 
interest at the present time only in so far as it affects the base voltage of 
transistor 7;. We shall make little error if we assume F,.2 = 0. This 
is, as a matter of fact, the value we would be inclined to estimate if we 

tried to read the voltage from the curves of Fig. 18-12. 
Since we have assumed 7’; cut off we may neglect the very small base 
current (2 wa) of T;. We therefore have for the 


+2255 volts base-to-emitter voltage of 7; 
5.6 K \n Eyer = —1.5 ae ee —1.16 volts (18-47) 
° ~~ 68 + 20 , 


Since, from Table 18-5, a voltage of the order of 
Base of 7; —0.1 volt is adequate to keep the transistor cut 
vA ee off, we see from Eq. (18-47) that transistor 7, is 
: certainly cut off. 
| ‘ We must now verify that the transistor 72 is 
in saturation. In Table 18-5 we find that in the 
-1,5 volts saturation region EL, = 0.2 volt. Hence, the 
Fie. cite Eaquvelans equivalent circuit from which to calculate the 
circuit from which to base current of T2 is given in Fig. 18-32. In 
Calcul ia eet Meer: drawing this circuit, a ee Secien ad the small 
cutoff collector current of 7; which flows in the 5.6-K resistor. From 
Fig. 18-32 we have 


68 K 


0.2 volts 


20 K 


7, = 22:5 = 0.2 
+ 68 + 5.6 
and Ibn = Ty — Ie = 802 — 85 = 217 pa 


ma =: 302 ya I, = ——~~— ma = 85 pa 


It has therefore been verified that 7’. is indeed in saturation since only 
100 va of base current is required to drive 72 into saturation. And the 
corresponding collector-to-emitter voltage will be less than the 60 mv 
which results when J, = 200 ua. The collector-to-emitter voltage of T; 
is evidently, from Fig. 18-31, Hee. = 22.5 — 5.6 X 0.302 = 20.8 volts. 

In summary, a stable state of the binary is characterized by the follow- 
ing voltages and currents: 


T4220 1 = 4ma Ib, 2&0 Ino = 217 ha 
Ever = —1.16 Eyes & 0.2 Ee = 20.8 Eee. = 0.06 volt 


The second stable state is one in which 7’, is cut off and 7; is in satura- 
tion and the currents and voltages above are interchanged between 7; 
and 7. 
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By and large, all the considerations of Chap. 5 with respect to triggering 
of the binary apply equally well to the transistor binary. In the tran- 
sistor binary, however, unlike the vacuum-tube binary, the resolution 
time is increased because of the minority-carrier-storage effect. There- 
fore, where resolution time is at a premium, steps must be taken to 
prevent the transistor from entering the saturation region in the stable 
state. One way to achieve this goal is to use junction diodes which 
restrain the collector junction from developing a forward bias. For 
example, suppose in Tig. 18-31 that the collectors of the transistor were 
connected through diodes to a reference voltage of say +1 volt. Then 
the transistor which is on in the stable state would have a collector 
voltage of +1 volt and the transistor would not be in saturation. Of 
course, as discussed in Sec. 4-1, junction diodes suffer from storage 
effects also, but the storage times in diodes are quite appreciably smaller 
than in transistors. 

One difficulty with the scheme outlined above is that low-impedance 
voltage-reference sources must be supplied. Hence, the breakdown 
diodes described in Sec. 18-4 are par- 
ticularly appropriate for use in the 
present application since they provide 
their own reference voltage. An in- 
genious scheme!’ for using breakdown 
diodes to avoid saturation in a binary 
is shown in the self-biased binary cir- 
cuit of Fig. 18-33. Diodes D, and D, 
are nominally identical as are diodes 
D;and Ds The operation of the cir- 
cuit depends on the fact that the 
breakdown voltage E’ of diodes D3; 
and D, is larger than the breakdown 
voltage E of diodes Di, and De. Both 
diodes D3; and D, are always in the 
breakdown region. Depending, how- 
ever, on which stable state the binary = 
happens to find itself, diode D, will be Fig. 18-33. A transistor circuit using 

, ‘ ; : breakdown diodes to prevent the 
either in the breakdown region or in transistors from entering the satura- 
the forward-biased condition. If Dy, _ tion region. 
is in the breakdown region, diode D2 
will be forward-biased, and vice versa. In either of the stable states the 
voltage difference between the collectors will be equal to the reference 
voltage of diode D, or Dz. 

Assume the binary is in a state in which transistor 7; is conducting and 
T.2is nonconducting. Then the collector voltage of 72 is higher than the 
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collector voltage of 7’; Therefore diode D, is forward-biased and the 
voltage across D; is nominally zero. Diode Dz is in the breakdown 
region and maintains across itself a voltage H with the polarity indicated. 
The voltage drop from collector to base of 72 is HE + E’ and the corre- 
sponding voltage drop for T, is EZ’ — E. Since E’ > E, the conducting 
transistor as well as the nonconducting transistor has a positive voltage 
drop from collector to base. For the n-p-n transistors indicated, this 
result means that the collector junctions are back-biased, as is required 
to avoid saturation. 

A simpler method?® of avoiding saturation is to design the binary circuit 
so that in a stable state one transistor is at cutoff while the other is with- 
jn its normal range of operation (the active region). It will be recalled 
(see Sec. 5-1) that under these circumstances the d-c stability of the 
binary will suffer. A common-emitter resistor may be used to advantage 
to restore some measure of stability. 

18-23. A Direct-connected Binary Circuit.!° The binary circuit of Fig. 
18-34 is especially interesting because of its extreme simplicity. If, ina 

vacuum-tube binary, similar direct 

E.,=+15 volts connection were made from plate to 

grid, the binary would have only one 

stable state in which both tubes 

would be conducting heavily. To 

see, however, that the transistor 

binary has two distinct stable states, 

let us consider an example for which 
E., = 1.5 volts and R,z = 2 K. 

Initially, let us neglect entirely 
the presence of transistor 7;. Then 
the circuit of Fig. 18-34 consists sim- 

4. = ply of transistor 7’. whose emitter is 
Fic. 18-34. A direct-connected binary. grounded and whose collector and 
base are connected through resistors 
Rz to the supply voltage. The base-to-emitter junction is then certainly 
forward-biased. A first guess at the base current is that the base current 
is E../Ry, = 1.5/2ma = 750ua. From Fig. 18-12 we see that this current 
is certainly large enough to drive the transistor into saturation. Hence, 
we may expect that actually the base-to-emitter voltage Hy: of T.2 will 
be of the order of several tenths of a volt and the collector voltage E.2 
will be quite low. The calculation which follows will justify these 
tentative assumptions. 

As a first approximation let us assume J, = 750 wa and J, = 750 ya 
so that J, = —1,500 wa. Then, from Eq. (18-41) using a; = 0.78 and 
I. = 1.6 pa, we compute E’ = 0.165 volt. To find the voltage drop 
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between the base and emitter terminals, we must add the drop J;r, due 
to the flow of base current through the base spreading resistance. Note 
that 7, here is the base spreading resistance and not the base resistance 
used in the equivalent circuit of Fig. 18-176. The reason for this feature 
is that the base resistance in Fig. 18-17b takes into account the generator 
ue’, which appears in Fig. 18-17a and which does not occur explicitly in 
Fig. 18-17b. However, the effect of the generator we! is already included 
in Eqs. (18-36) and (18-37). 

For a base spreading resistance r, = 250 ohms, the corresponding Iyr, 
drop is 0.188 volt so that Ey. = 0.165 + 0.188 = 0.35 volt. As asecond 
approximation, we take J, = (1.5 — 0.35)/2ma = 575 ya. We consider 
still that 7, = 750 vaso that J, = —750 — 575 = —1,325 pa. Recalcu- 
lating E? from Eq. (18-41), we find that E) = 0.160 volt. Since E% has 
changed only very slightly, no additional corrections of the approxima- 
tion are required. We now calculate 


Eye = Exe = 0.160 + Tyr5 = 0.160 + 0.144 = 0.3 volt 


Next, using J, = 750 na, [, = —1,325 ya, ay = 0.98, and [,, = 2.0 na, 
we compute from Eq. (18-42) that HE’ = 0.146 so that 


Kee = Eee = —E’ + Et 
—0.146 + 0.160 = 0.01 volt 


Now let us restore the transistor 7; to the circuit. We may easily 
verify that the currents which flow in transistor 7; are small enough to 
have no appreciable effect on the above computations. From the circuit 
of Fig. 18-34 we have that 


En = Kya = Ee = 0.01 volt 
and Ea = Exe = Har = Ee2 — Eye = —0.3 volt 


For these numerical values of H?, and Hj, and for J,, = 2.0 na, avy = 0.98, 
and a; = 0.78, we find, from Eqs. (18-36) and (18-37), that I,, = 13 ya 
and [,,; = —1llya. Theexact values of these currents are not so important 
as is the result that the currents in 7; are small enough so that the currents 
and voltages computed for transistor 7’. remain unaltered. 

The binary of Fig. 18-34 has therefore two stable states in which one 
transistor is in saturation and the second transistor is very nearly at 
cutoff. The voltage swing at a collector is only of the order of 0.3 volt 
but this voltage is sufficient for turning transistor switches on and off. 

18-24. Monostable and Astable Transistor Multivibrators. Consider 
the monostable transistor multi of Fig. 18-35. The analogy between this 
circuit and the monostable vacuum-tube multi of Fig. 6-1 is too obvious 
to require elaboration. We shall now explain the waveforms indicated in 
Fig. 18-36. Our discussion will be brief because the monostable multi has 
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already been considered in detail in Chap. 6. In the stable state 7. is on 
and 7', is off. The base current of 7’: is 22.5/120 ma = 188 ya approxi- 
mately. From a 10-K load line in Fig. 18-12 we find that saturation 
occurs for a base current of 60 wa and that 7, = 2.25 ma. Hence, 72 is 
indeed in saturation. From Eqs. (18-41) and (18-42) the base voltage 


+ 22.5 volts 


Fie. 18-35. A monostable multivibrator. 


€s2 & 0.2 volt and the collector voltage e.2. 0.1 volt. Neglecting the 
small value of €.2, we find 


120 


én = — (15) T5994 99 = 


— 1.25 volts 
which is certainly enough to cut off 7,;. Therefore, the collector of 7; 
is at the supply voltage, e.1 = 22.5 volts. 

If a negative trigger is applied at the collector of 7; or a positive 
trigger at the base, the multi will make a transistion to its quasi-stable 
state. The transistor 7, will go on and T: will go off. At saturation, 
€p; <= 0.2 volt and the equivalent circuit from which to calculate the base 
current 7; is given in Fig. 18-37. We have 


225-02 | _O24+15 
I, = To + 120 ma = 170 ya In = 35 ~*Ma = 77 pa 
and toy = I, — Iz = 170 — 77 = 93 pa 


Hence, we have confirmed that 7; is in saturation. From Eqs. (18-41) 
and (18-42), es: = 0.2 volt and e., =0.1 volt. The voltage e.. = 22.5 
— 107, = 20.8 volts. Since, at the transition, e,1 drops practically by an 
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amount equal to the full supply voltage, e,2 will drop by the same amount, 
22.4 volts. Since initially e,2 was at 0.2 volt, the voltage ey: will drop to 


—22.4 + 0.2 = —22.2 volts 


These values are indicated on the waveforms of Fig. 18-36. 


fy = 0.5 volt 


0 
0.2 volt 
(a) 
22.2 |------- 
22.5 
(b) 


~0] (3 =0.5 volt 


t 


(c) 


20.1 volt 
t 


Fig. 18-36. Waveforms of the mono- 
stable multivibrator. 


The multi remains in the stable 
state so long as transistor 7’. remains 
cut off and e.1, ec2, and é1 maintain 
the values computed above. The 
voltage é,2, however, rises exponen- 
tially toward 22.5 volts as C charges 
through R. The transistor 7’, comes 
out of cutoff when e,2 is of the order 
of —0.1 volt. At this point 72 goes 
on and TJ goes off. The collector 
voltage €.2 drops abruptly to nearly 
zero. An overshoot develops in éj2, 
which decays as the capacitor C re- 
charges through the flow of base cur- 
rent. The abrupt but small voltage 
rise in 2 appears also at e.; since 
collector and base are connected 
through C. The base current of 7. 
which recharges C flows also through 


22.5 volts 


10 K {i 


~<— Collector of T, 


isi ~<— Base of T, 
22K& fp 


~ 1.5 volts 
Fig. 18-37. Equivalent cir- 
cuit from which to calcu- 
late 1b1. 


the load resistor of T,;. The time constant associated with the decay of 
the overshoot in e2 and with the exponential rise of e.; is RzC. 

We propose to calculate the overshoot in é2 in the same manner that 
was used in Chap. 5 in connection with the vacuum-tube multi. For this 
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purpose we require to know the value of a resistance to be considered 
connected from the base to emitter of JT. to account for the base current 
which flows when é: goes positive. This resistor 7 will correspond to 
the grid resistor r, in Fig. 6-6. When the input to the base is an abrupt 
positive step which brings the transistor into the active region, we may 
neglect the voltage drop that appears across the emitter junction because 
of the effect of the large diffusion capacitance across this junction. We 
may therefore estimate that the resistor r is of the order of the base 
spreading resistor which we have taken to be 250 ohms. Recognizing 
that immediately before the reverse transition the voltage across C' is 
nominally zero, we estimate that the overshoot in é2 is 


r 22.5 X 0.25 


€ve (overshoot) = 22.5 = 0.55 volt 


It is interesting to make a comparison of the waveforms of Fig. 18-36 
with the waveforms of Fig. 6-5. Observe the extent to which a transistor 
is more nearly an ideal switch than is a vacuum tube. In a transistor 
multi the collector voltage swings are very nearly equal to the supply 
voltage. Note, in comparing the waveform é: with the grid waveform 
at Ge, the absence of a grid base region, i.e., in the transistor there is no 
region of linear operation where the control terminal draws no current. 
Note also in the transistor waveforms the absence of any perceptible 
undershoot. Of course, there must be some small undershoot, but this 
undershoot can be only of the order of tens of millivolts and therefore 
not perceptible. 

The circuit diagram of a transistor astable multi is shown in Fig. 18-38a. 
The waveforms at a collector and a base of one of the transistors is 
shown in Fig. 18-88b. The waveforms for the other transistor are, of 
course, identical except that when one transistor is on the other is off. 
These waveforms should be compared with the waveforms of Fig. 6-17 
for the vacuum-tube astable multi. Note again in the case of the transis- 
tor multi waveforms the absence of a jump through a grid base region 
and the absence of undershoots in either the collector or base waveforms. 

Breakdown diodes may be used?’ in both the monostable and astable 
multi to prevent the transistors from going into the saturation region. 

18-25. The Blocking Oscillator.2° The circuit diagram of a transistor 
blocking oscillator is shown in Fig. 18-39a and the collector waveform is 
shown in Fig. 18-39b. Qualitatively, the operation of the transistor 
oscillator is so nearly identical to the operation of the vacuum-tube 
blocking oscillator (Sec. 9-9) that the description need not be repeated. 
Since the transistor is almost a perfect switch, then the pulse amplitude 
in the transistor oscillator is very nearly equal to the collector supply 
voltage. 
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+225 volts 


10 K 10 K 


a (0) 
Fia. 18-38. (a) An astable multivibrator; (b) waveforms (compare with Fig. 18-36). 


=0 


(6) 


Fia. 18-39. (a) Blocking oscillator; (b) collector waveform. 
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As we saw in Sec. 9-13, the backswing may be of the order of two or 
three times the amplitude of the pulse. In a vacuum-tube oscillator 
this large backswing need not be a matter of any particular concern. 
In a transistor, however, the maximum allowable reverse collector voltage 
before breakdown occurs is severely limited. Hence, in a transistor 
oscillator it may be important to shunt the collector winding of the pulse 
transformer with a diode to suppress the backswing. 

An alternative form of the blocking oscillator is shown in Fig. 18-40. 
Here the transistor is used in the common-base configuration. The pulse 
transformer is therefore required to be noninverting. The diode Dz is 
used to suppress the backswing, while diode D, is used to keep the col- 
lector voltage from going negative and hence keeps the transistor out 
of the saturation region. 


Fia. 18-40. An alternative form of the blocking oscillator. Diodes are used to prevent 
saturation and to suppress backswing. 


An analysis of the operation of the transistor blocking-oscillator circuit 
has been given by Linvill'® with the following results. If account is 
taken only of the a cutoff frequency of the transistor, then, for unity 
transformer turns ratio, the rise time ¢, is given by 


_ 2-20 


Wa 


ty (18-48) 


For w. = 10’ sec, ¢ = 0.22 usec. If the base spreading resistance r, 
and the collector capacitance C,. are taken into account, then it turns out 
that there is an optimum value of turns ratio n which gives minimum rise 
time. For a typical transistor, the optimum step-down ratio n from 
collector winding to emitter winding is found to be 5.5 and results in a 
rise-time improvement by a factor of approximately 2, so that ¢, = 0.1 psec. 
This value is optimistic because the effect of transformer leakage induct- 
ance and stray capacitance have not been taken into consideration. 
18-26. Logical Circuits. The excellent switch properties of transistors 
make them particularly useful for the logical circuits of computers.'® A 
further advantage results from the ability of transistors to operate from 
very low supply voltages (1.5 volts) as in the direct-connected binary of 
Fig. 18-34. A three-input OR circuit is shown in Fig. 18-41. Initially 
the base voltages are held at a value which places the transistors in the 
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cutoff region. A positive signal of the order of 0.1 volt at the base of 
any of the transistors will cause a drop in the output voltage. The 
output voltage change will be, ideally, only 1.5 volts but the important 
point is that such an output signal is, in turn, more than enough to oper- 
ate another transistor switch. Furthermore, the d-c levels of the output 
signal are such that this output signal may again be direct-connected to 
a succeeding grounded-emitter transistor switch. The number of tran- 
sistors which can be used in the circuit of Fig. 18-41 is limited principally 
by the leakage current through the transistors in the off condition. If the 
total leakage current is too large, the difference between the two output 
levels will not be large enough to operate a succeeding switch. 


1.5 volts 


1.5 volts 


ey e2 e3 = 
Fic. 18-41. A transistor OR gate. Fia. 18-42. A transistor AND gate. 


The circuit of Fig. 18-41 may also be used as an AND circuit. To 
have the circuit operate as an AND gate, it is only necessary that in the 
initial state all the transistors be in the on condition. The transistor 
AND circuit is then analogous to the vacuum-tube AND circuit of Fig. 
13-11 with the exception again that the transistor circuit operates from 
a much smaller supply voltage and the output of the transistor circuit 
may be direct-connected to other transistor gates. The transistor lends 
itself, however, to another type of AND configuration to which vacuum 
tubes are not adaptable. Such a transistor AND circuit is shown in 
Fig. 18-42. In the AND circuit of Fig. 13-11 or Fig. 18-41 the current 
drawn from the supply when none of the inputs is excited is the sum 
of the currents drawn by all the tubes or all the transistors. This 
current may be uncomfortably large for a many-input circuit. The AND 
circuit of Fig. 18-42, on the other hand, draws no quiescent current. 
At a complete coincidence of all input signals, the current taken from the 
supply voltage is equal to the current drawn by a single transistor. A 
most important feature of the circuit of Fig. 18-42 is that, in spite of the 
fact that the transistors are stacked one upon another, signals which 
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make excursions between common levels may be used for all inputs. 
For example, the signal voltages to all the input terminals of the gate 
may be derived by direct connection to binaries of the type shown in 
Fig. 18-34. 

Let us, as a matter of fact, assume that the three inputs of the AND 
circuit are connected to the collectors (or bases) of three binaries of the 
type in Fig. 18-34. Suppose also that the voltages consequently being 
applied to the input are in each case at the higher of the two voltage levels 
of which the binary is capable. Then we may easily show that in spite 
of the stacking of transistors in Fig. 18-42 the tentative assumption that 
all transistors are on is consistent with the transistor characteristics. 
For if we assume that all the transistors are on, we may consider that 
the drop from collector to emitter is in each case only of the order of 
tens of millivolts. Then if all the base electrodes are maintained positive 
by several tenths of a volt with respect to ground, the drop from base to 
emitter for the top transistor 7’; will be only slightly less than the corre- 
sponding drop for the bottom transistor. For example, assume that the 
common base-to-ground voltage is, say, 0.3 volt and that the drop 
across the transistors is 85 mv, then the drop from base to emitter of 7’; 
is 0.23 volt, which is still enough to keep 73 on. It is found, as a matter 
of practice, that as many as five transistors may be stacked to constitute 
a five-input gate. We may note that the current through the bottom 
transistor is somewhat larger than through the top transistor. The 
collector current of 7'3 is Jz, while the collector current of 7, is I, + Ibe 
+ Iy3. On the other hand, the base-to-emitter voltage of 7; will be 
larger than the corresponding voltage of 73, which is in the right direction 
to permit 7; to carry the larger current. 
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PROBLEMS 


CHAPTER 1 


1-1. Given an amplifier with a midband gain of 1,000 (real and negative). It is 
made into a feedback amplifier with 8 = {9 (real and positive). 

a. As the frequency is varied, to what value can the gain of the amplifier without 
feedback fall before the gain of the amplifier with feedback falls 3 db? 

b. What is the ratio of the half power frequencies with feedback to those without 
feedback? 

c. If f: = 20 cps and fz = 50,000 cps for the amplifier without feedback, what are 
the corresponding values after feedback has been added? 

1-2. An amplifier without feedback gives an output of 36 volts with 7 per cent 
second-harmonic distortion when the input is 0.028 volts. 

a. If 1.2 per cent of the output is fed back into the input in a degenerative circuit, 
what is the output voltage? 

b. For an output of 36 volts, if only 1 per cent second-harmonic distortion is 
tolerable, what is the input voltage? 

1-3. Assume that the parameters of each tube arer, = 10K, R, = 1 Meg, Ry = 50 
K, and » = 60. Neglect the reactances of all capacitors. Find the gain and output 
impedance of the circuit at the terminals (a) AN, (b) BN. 


Pros. 1-3 Pros. 1-4 


1-4. EF, and E2 are sinor input voltages. Draw the equivalent circuit from which 
to calculate the signal current J. 

1-5. A feedback amplifier has two sets of input terminals. The external signal is 
applied to input 1 and the gain for this signal is Ai. The feedback signal is applied to 
input 2 and the gain for this signal is Ao. 

609 
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a. Show that for voltage feedback 


As _ 2 
“0 ga, ont fie ear ys 


b. Show that for current feedback 
Ay = Ai and Zr =Z+4+(1 — A2)zZ, 


1-6. a. If the positive supply voltage changes by AE», how much does the plate 


voltage change? 
b. How much does the cathode voltage change, under the conditions in part (a)? 
c. Repeat parts (a) and (0) if Fy, is constant but E., changes by AE cc. 
d. If Rr = Oso that the circuit is a cathode follower, show that if (u + 1)Ri > 1p, 


the cathode voltage changes by a or —AE.. fauie What is the physical sig- 


nificance of these results? 


+300v 


$(12AT7) 


+ 
ike 10K &o 
+ -200v , 


Pros. 1-7 


Pros. 1-6 


1-7. What is (a) e when the output is zero, (b) e. if e = —100 volts, and (c) the 


grid-to-cathode voltage when e, = +50 volts? 
1-8. (a) If e = 0, find e.. (b) If e = 100, find e.. (c) If the grid-to-cathode 


voltage is zero, find e.. (d) If e. = 0, find e. 
+200 v 


4.(6SN7) 


—100v = 
Pros. 1-8 


Pros. 1-9 


1-9. The reactance of C and the impedance of the generator are both negligible. 
Ri +R. =10K. The input signal e is symmetrical with respect to ground. Find 
R, and Rz if the tube is to handle, without distortion and without drawing grid cur- 
rent, the largest possible amplitude of signal. What is the maximum signal the tube 


will handle in this case? 
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1-10. (a) Find the quiescent current. Find the effective impedance seen between 
terminals (b) A and N and (c) B and N. 


+250v 


Pros. 1-10 


1-11. Find the quiescent tube currents in the cascode circuit shown. 

1-12. Each triode section is operated at a quiescent grid-to-cathode voltage of —2 
volts and a quiescent plate-to-cathode voltage of 250 volts. Find the value of (a) 
the resistance R, (b) the grid-to-ground voltage of each section, and (c) the effective 
cathode impedance Ry: of Ti. (d) If T2 were replaced by a resistor of value Re: 


[found in (c)], calculate the negative supply voltage required to maintain the same 
quiescent current as above. 


+300 v 


-300 v ; = 
Pros. 1-12 Pros. 1-13 


1-13. Each tube shown has a plate resistance r, = 10 K and an amplification factor 
p = 20. Find the gain (a) e./e: and (b) eo/es. 

1-14. a. Prove that in a paraphase amplifier (Fig. 1-15) the signal current 7, is 
always larger than 72 in magnitude. 

b. Prove that if 7; is to exceed 72 by less than 10 per cent that 


tp + Ry 


R, > 10 ms | 


1-15. a. In the paraphase amplifier circuit of Fig. 1-15 show that the voltage across 
Re is 


ye 1 
B11 + (tp + Rx) /2(4 + 1)R: 


IIe 


e 
2 


[Wo] aad 
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b. Assume that the amplification factors of the two sections are identical and con- 
stant but that the plate resistances rp: and rp2 are functions of plate current. Show 
that the single-ended gain at the plate of 71, assuming that R; is large compared with 
(Riz + rp2)/(u + 1), is 

Am pRr 
~~ Bir t+ rp + pe + Rie 


Explain why this circuit tends to keep amplitude distortion low. 

1-16. a. A signal voltage e, is applied 
in series with the plate of 71. Assuming 
that R, is very large, prove that the out- 
put voltage e, is given by 


Rres 
2(Rxi + rp) 


b. Prove that the output impedance Z, 
at the plate of 72 is given by 


Rr(Rr + 2rp) 
2(Rit + rp) 


1-17. Prove (a) Eq. (1-21) and (6) Eq. 
(1-22). 

1-18. a. Given a cathode follower with the grid resistor R, connected from grid 
to cathode. Prove that the input impedance Z; is greater than R, and is given by 


Ry 
1-—A 


Co = 


Zo = 


—Evce 
Pros. 1-16 


Zi= 


b. For a 12AU7 with R, = 20 K and R, = 1 Meg, find the value of Z;. 

1-19. Design an operational amplifier whose output (for a sinusoidal signal) is equal 
in magnitude to its input and leads the input by 45°. 

1-20. Consider a single-stage operational amplifier with a gain of 100. If Z: = R 
and Z’ = —jX, with R = X,., calculate the gain as a complex number. 

1-21. Given an operational amplifier consisting of R and L in series for Z; and C 
for Z’. If the input is a constant £, find the output e, asa function of time. Assume 
an infinite open-loop gain. 

1-22. Sketch an operational amplifier R, R2 L 
circuit having an input e and an output 
which is approximately —5e — 3de/dt. 


+ 
1-23. For the circuit shown, prove that 5 Amplifi R 
the output voltage is given by ‘ tees . 


R L @? 
—e = Pet (zc ns zn) Et a ee ae a 


1-24. Given an operational amplifier with Z; consisting of a resistor # in parallel 
with a capacitor C and Z’ consisting of a resistor R’. The input is a sweep voltage 
= at. Prove that the output is a sweep voltage that starts with an initial step. 
Thus, show that 
, Rk’ 
@ = —ahk’C —a R t 


Assume an infinite open-loop gain. 
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1-25. An operational amplifier has a base amplifier whose unloaded open-loop gain 
and impedance are A, and Z,, respectively. These are the values of gain and output 
impedance with the impedance Z’ omitted. 

a. Draw the equivalent circuit of the operational amplifier. Include an external 
impedance Zz across the output terminals. 

b, Find the expression for the ratio E,/E; which gives the gain without feedback 
but with the amplifier loaded with Z’. 

c. From part (6) deduce that the open-loop loaded gain A and output impedance Z 
(with the base amplifier loaded by Z’) are given by 


? d 
Hint: Write 
E, AZL 
Ej” 7, +2Z 


d. Find the expression for E,/E. which gives the gain with feedback. Write 


E,__Aj&r 
E. ~ Zr + Zy 


and prove that A; is given by Eq. (1-24) and that the output impedance with feedback 
Zy is given by 
Z Z 


4s TI ARiGa + 2) — 1— Ap 


CHAPTER 2 


2-1. Prove by direct integration that the area under the curve of Fig. 2-3d is zero, 
2-2. A symmetrical square wave of peak-to-peak amplitude E and frequency f is 
applied to a high-pass RC circuit. Show that the percentage tilt is given by 


1 — e-v2sRe 


= 1 + e/2/Re 


X 200 % 


If the tilt is small, show that this reduces to Eq. (2-6). 

2-3. A 10-cps symmetrical square wave whose peak-to-peak amplitude is 2 volts is 
impressed upon a high-pass circuit whose lower 3-db frequency is 5 cps. Calculate 
and sketch the output waveform. In particular, what is the peak-to-peak output 
amplitude? 

2-4. A 10-cps square wave is fed to an amplifier. Calculate and plot the output 
waveform under the following conditions. The lower 3-db frequency is (a) 0.3 cps, 
(b) 3.0 cps, (c) 30 eps. . 

2-5. a. A square wave whose peak-to-peak value is 1 volt extends +0.5 volt with 
respect to ground. The duration of the positive section is 0.1 sec and of the negative 
section is 0.2 sec. If this waveform is impressed upon an RC differentiating circuit 
whose time constant is 0.2 sec, what are the steady-state maximum and minimum 
values of the output waveform? 

b. Prove that the area under the positive section equals that under the negative 
section of the output waveform. What is the physical significance of this result? 
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2-6. A square wave whose peak-to-peak value is 1 volt extends +0.5 volt with 
respect to ground. The half period is 0.1 sec. This voltage is impressed upon an RC 
differentiating circuit whose time constant is 0.2 sec. What are the steady-state 
maximum and minimum values of the output voltage? 

2-7. The pulse from a high-voltage generator (a magnetron) rises linearly for 
0.05 psec and then remains constant for 1 psec. The rate of rise of the pulse is meas- 
ured with an RC differentiating circuit whose time constant is 250 ywusec. If the 
positive output voltage from the differentiator has a maximum value of 50 volts, what 
is the peak voltage of the generator? 

2-8. Prove that for the same input, the output from the two differentiating circuits 
will be the same if RC = L/R’. Assume that the initial conditions are those of rest 
(no voltage on C and no current in LZ). 


Pros. 2-8 Pros. 2-9 


2-9. The input to a high-pass RC circuit is periodic and trapezoidal as indicated. 
Assume that the time constant RC is large compared with either 7, or JT». Find and 
sketch the steady-state output if, say, RC = 107, = 1072. 

2-10. a. Derive Eqs. (2-14) and (2-15). 

b. Prove that the peak of the output pulse occurs at 


n 


& = 2.307 


log n 


2-11. A symmetrical square wave whose peak-to-peak amplitude is 2 volts and 
whose average value is zero is applied to an RC integrating circuit. The time con- 
stant equals the half period of the square wave. Find the peak-to-peak value of the 
output amplitude. 

2-12. The periodic waveform shown is applied to an RC integrating network 
whose time constant is 10 wsec. Sketch the output. Calculate the maximum and 
minimum values of output voltage with respect to ground. 

2-13. A symmetrical square wave whose average value is zero has a peak-to-peak 

amplitude of 20 volts and a period of 
100 volts 2 wsec. This waveform is applied to a 
low-pass circuit whose upper 3-db fre- 


dO pseC Hasee quency is 1/2r Mc. Calculate and 
0 volts sketch the steady-state output waveform. 
Pros. 2-12 In particular what is the peak-to-peak 


output amplitude? 

2-14. An ideal 1-ysec pulse is fed to an amplifier. Calculate and plot the output 
waveform under the following conditions. The upper 3-db frequency is (a) 10 Mc, 
(b) 1.0 Me, (c) 0.1 Me. 

2-15. A square wave whose peak-to-peak amplitude is 2 volts extends +1 volt 
with respect to ground. The duration of the positive section is 0.1 sec and that of the 
negative section 0.2 sec. If this waveform is impressed upon an RC integrating 
circuit whose time constant is 0.2 sec, what are the steady-state maximum and mini- 
mum values of the output waveform? 
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2-16. The square wave shown is fed to d T— T 
an RC coupling network. What is the 
voltage waveform across FR and also across 
C if (a) RC is very large, say, RC = 107, 

: _m Pros, 2-16 
and (b) RC is very small, say, RC = 77/10. 

2-17. a. Prove that an RC circuit behaves as a reasonably good integrator if 
RC > 157’, where T is the period of an input sinusoid EF, sin wt. 

b. Show that the output is approximately —(En,/wRC) cos wt. 

2-18. a. Three low-pass RC circuits are in cascade and isolated from one another 
by ideal buffer amplifiers. Find the expression for the output voltage as a function 
of time if the input is a step voltage. 

b. Find the rise time of the output in terms of the product RC. 

c. What is the ratio of the rise time of the three sections in cascade to the rise time 
of a single section? 

2-19. a. The periodic ramp voltage shown is applied to a low-pass RC circuit. 

Find the equations from which to determine the 


/ H 4 steady-state output waveform. 

b. If T1 = T2 = RC, find the maximum and 
/-7,>}-—7,—| ¢ minimum values of the output voltage and plot this 
waveform. Note: The minimum value does not 

Pros. 2-19 occur at the beginning of interval 71. 

2-20. Derive (a) Eq. (2-37), (b) Inq. (2-39), and (c) Eq. (2-41). 

2-21. Derive (a) Eq. (2-47), (b) Eq. (2-48), and (c) Eq. (2-49). 

2-22. Find and plot the response to a step voltage of a single-stage amplifier with a 
10-mh choke in the plate circuit. The plate resistance is 10 K and the total capaci- 
tance from plate to ground is 50 yyf. 

2-23. a. A transformer hasits primary winding in the plate circuit of a pentode stage. 
The primary inductance is LZ, and the voltage step-up ratio is n. The load on the 
secondary winding may be considered to be purely capacitive. This capacitance C is 
much larger than the interwinding or interturn capacitances of the transformer. If 
the tube furnishes a current step I, prove that the amplitude of the output at the 
secondary is Ip x/L/C. Note that the output is independent of the step-up ratio n. 
Explain this result physically. 

b. Prove that the period of the output oscillation is 2nr +/LC. 

2-24. a. For a ringing circuit show that the percentage P decrease in amplitude in n 
cycles is given by 


Ov 


P nr 
b. For small P show that 
100nx 
P= 
Q 


2-25. For a critically damped ringing circuit Eq. (2-47), prove that the maximum 
occurs at , 
1+A 
1+2A 


m= 


i 
ww 
and that the maximum value is 


#) — (2A + Le 2440/0424) 
Ey] max 
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+200 Vv 2-26. The steady state is reached with e=0. A 
negative step is now applied to the grid. What is the 
minimum size of this step needed in order that the tube 
remain cut off while the resonant circuit oscillates? 
2-27. A 10-mh choke whose resonant frequency is 
100 ke is in the plate circuit of a 12AU7 tube whose 
plate supply voltage is 100 volts. A steady state is 
reached with zero grid voltage. A negative step is 
10 mh 0.001 xf applied so as to cut the tube off. | 
a. What is the minimum size of this step needed in order 
that the tube remain cut off while the circuit oscillates? 
oe b. Plot the plate voltage (with respect to ground), and 
Pros. 2-26 plot the coil current vs. time. 


10 K 


4,(12AU7) 


is) 


CHAPTER 3 


3-1. The input to an amplifier consists of a voltage made up of a fundamental signal 
and a second-harmonic signal of half the magnitude and in phase with the funda- 
mental. Plot the resultant. 

The output consists of the same magnitude of each component but with the second 
harmonic shifted 90° (on the fundamental scale). This corresponds to perfect fre- 
quency response but bad phase-shift response. Plot the output and compare it with 
the input waveshape. 

8-2. An ideal i-usec pulse is fed into an amplifier. Plot the output, if the band 
pass is (a) 10 Me, (b) 1.0 Me, and (c) 0.1 Me. | 

8-3. A pentode amplifier stage has an unbypassed cathode resistor R, and a load 
resistor Ry which is shunted by a capacitance C. If the : 
input is a negative unit step, prove that the output voltage 
as a function of time is 


— —Gmky — _-t/RyC 
Co TESS) PGs e—/RC) 


3-4. For the circuit shown, calculate the nominal gain 
E./E;, and calculate the frequency at which the output E£, 
will fall to the 3-db point. » = 20 andr, = 10 K. 

3-5. a. Prove that the parameter m introduced in Sec. 
3-6 in connection with shunt compensation equals Q2, the 
Q of the circuit at the upper 3-db uncompensated frequency. 

b. Prove that Q2 = Q.?, where Q, is the Q at the resonant frequency. 

3-6. Show that in a shunt compensated amplifier adjusted for critical damping 
the rise time is improved by the factor 1.43 over the uncompensated case. 

3-7. Consider the frequency response of the shunt-compensated stage, Eq. (3-16). 
Prove that, at f/fe = 0, 


: (a) 
2 
: (a) 


3-8. Prove Eq. (3-18). 


0 for all values of K 


0 for K = 1.54 
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3-9. a. Show that the response of a two-stage (identical) amplifier to a unit input 
step is 
€o 


(Gmie i)" 


=1-(l+a)e 


where « = ¢/RC. 

b. For small times show the output varies quadratically with time. 

c. If the upper 3-db frequency of a single stage is f2 and the rise time of the two- 
stage amplifier is ¢,, show that feot,(? = 0.55. 

d. Show that the rise time of a two-stage amplifier is 1.55 times that of a single 
stage. 

3-10. If two cascaded stages have very unequal bandpasses, show that the com- 
bined bandwidth is essentially that of the smaller. 

8-11. An amplifier consists of two identical uncompensated stages. The total 
effective shunt capacitance across each stage is the same and is equal to 20 uuf. The 
3-db bandwidth of the complete amplifier is 10 Mc. If the tubes used have gn’s 
of 10 millimhos, find the gain of the complete amplifier. 

3-12. The Du Mont type 2607 test probe 
is indicated. Assume that the cable ca- 
pacitance is 100 puf. The input imped- 
ance to the scope is 2 Meg in parallel with 
10 ppf. What is (a) the attenuation of 
the probe, (0) C for best response, and =e ao 
(c) the input impedance of the compensated Prop. 3-12 
probe? 

3-13. Consider a waveform consisting of a sine wave and a d-c voltage equal to the 
peak EF, of the sine wave so that the resultant waveform extends from zero to 2E m. 

a. This waveform is applied to a 3:1 compensated attenuator. Plot the output 
waveform and indicate the zero-voltage level. 

b. If the attenuator is improperly compensated (Ri = 2R2, but 2Ci # C2), plot 
the output waveform and indicate the zero level. Consider the two cases, 2C; > C2 
and 2C1 < C2. 

3-14. Compute and draw to scale the output waveform for C = 50 wyf, C = 75 upf, 
and C = 25 wef. The input is a 20-volt step. 


signal 


4.7 Meg 


50 yf 


100K  1Meg ~ 


1 Meg 


Pros. 3-14 Pros. 3-15 


3-15. The input e; is a 20-volt step. Calculate and plot to scale the output voltage. 

3-16. Show that the minimum bandpass of a potentiometer is obtained when the 
slider is at the center. Plot the bandpass as a function of the distance of the slider 
from one end. If the slider is on the first or last 10 per cent of the potentiometer, how 
many times the minimum value will the bandpass be? 

3-17. Design a cathode-compensated video amplifier stage using a 6AU6 pentode. 
Ex, = 300 volts, #,, = 150 volts, the quiescent plate current is to be taken as 4 ma 
and the corresponding screen current as 1.5 ma. It is desired to have a gain of 5.5. 
A negative power supply is not available. Find (a) Rz, (b) Rx, and (c) C, to give a 
good transient response if the plate shunting capacitance is 30 wyf total. (d) What is 
the bandpass under condition (c)? The rise time? (e) Find the gain-bandwidth 
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product. (f) If the cathode resistor were bypassed with a very large capacitor, what 
would the gain-bandwidth product be? 

3-18. A tube in an amplifier is to be operated at a quiescent plate current of 20 ma, 
@ quiescent screen current of 5 ma, and a quiescent plate voltage of 200 volts. An 
output swing (peak-to-peak) of 200 volts is required when the plate current varies 
from 5 to 35 ma. The output capacitance is 20 wyf and an upper 3-db frequency of 
3 Mc is required. The gm of the tube is 10 millimhos. The grid-to-cathode voltage 
required for the quiescent operating point above is —10 volts. Draw a complete 
circuit diagram of the stage, and label each component and supply voltage (screen 
voltage need not be specified). What is the gain of the stage? 

3-19. a. Given an amplifier stage with a load Rz, a plate shunting capacitor C, a 
cathode resistor R; shunted by a capacitor C; and operating at a transconductance 
gm. Let a =1+ nk, r = RC, and p = R.Ci/RtC. Assume that the plate 
resistance is much larger than the load resistance. Prove that the output voltage 
response to a negative step input E is 


Co = gnk LE [ = pr eS e 7 at/pt poms «(1 — 1/p) ev] 
a 1—a/p 1 —a/p 


provided that a # p. 
b. If a = p, prove that the response is 


eo Otel 11 —[rtia—n lew} 


c. If p = 1, what ise,? Interpret. 

d. Plot e.a/gmR1iE as a function of t/r fora = 2and for p =0. Repeat for p = 1 
and p = 2. 

e. Calculate the rise-time improvement for p = 2 over that for p = 1. Also 
calculate the percentage overshoot. 

3-20. Given an amplifier stage with a load resistor Ry, and no cathode resistor. 
The effective capacitance across Ry, is C and the transconductance is gn. The load is 
changed to Rj, and a cathode resistor R; is added and bypassed so that RiC, = R,C. 
The transconductance at the new operating current is g7,. Prove that: 

a. If R, is chosen so that the gain remains unchanged, the rise time is multiplied 
by gm/9m: 

b. If R, is chosen so that the rise time remains constant, the gain is multiplied by 
Gin! Gm 

3-21. Derive Eq. (8-33). 

3-22. A cathode follower uses a tube operating at a quiescent current of 1.1 ma. 
The tube parameters are: » = 70, rp = 50 K, R, = 50 K, gm = 1.4 millimhos, 
Cop = 2.0 uuf, Co. = 2.4 wpf, and Cp, = 3.6 wwf. Assume an external loading capaci- 
tance of 10 pyf. 

a. Find the gain at zero frequency and at 5 Mc. Use the exact formula. 

b. Find the peak input voltage at the above frequencies which will just reduce 
the total plate current to zero. H1ntT: Draw the equivalent circuit, and calculate the 
current in rp, making use of the results in (a). 

3-23. a. Given a cathode follower using a self-biasing resistor R, bypassed with 
C,. The output is taken across a load FR as indicated on page 619. If » > 1, show 
that the response to a unit step is 


= gmlt ( Imltx -r) 
aT gtk RON 1 ge 
where pC Re 1+ 9nk 


1 + gn(R + Rx) 
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b. For small values of t/r, show that 


IIe 


e __Ymlt [1 ea JImt ] 


c. Consider a 6L6 triode connected and operating at 
a point where g, =2 millimhos. Ry, =2 K and 
R = 70 ohms. If Cy, = 50 uf, what is the percentage = 
tilt in 1.5 msec. Prop. 3-23 

3-24. A video amplifier for which R, = 2 K is coupled to a succeeding stage 
through 0.1 uf and 44 Meg. The quiescent tube current is 20 ma. The maximum 
supply voltage available is 300 volts. The quiescent plate voltage required is 200 
volts. The amplifier is to be compensated for minimum tilt on a square wave with 
initial slope equal to zero. Draw the complete circuit diagram, specify components, 
and calculate the percentage tilt after compensation for a 200-cps square wave. 

3-25. In the circuit of Fig. 3-24a prove that perfect low-frequency compensation 
may be obtained if C, is shunted with a resistor R., provided that 


RC; = RiCa and SS SS 


Note that if it is necessary to isolate the grid of the succeeding stage from the d-c 
plate voltage of the previous stage, a large blocking capacitor may be added in series 
with R,. Hint: Use steady-state analysis and show that the transfer function is 
independent of frequency. 

3-26. Prove Eqs. (3-47) and (3-48). 

3-27. An amplifier stage has the following parameters: g, = 5 millimhos, R, = 2 K, 
Ri = 100 ohms, C, = 500 uf, C. = 0.25 uf, and Rz = 0.5 Meg. If a 200-cps square 
wave is applied to the input, find the percentage tilt in the output waveform. 

3-28. Derive Eqs. (3-54) and (3-55). 

3-29. An amplifier stage has a load resistor Ry, and cathode resistor R, bypassed 
by a capacitor C,. The output is taken at the plate. A negative input step of 
amplitude E is applied. 

a. Prove that, if u» >>1 and r, > #1, then 


_ _gnlitE | me 
TTR hoe 
BCs 
where iad erueras i a dai 


b. If t/r «1, show that the above equation reduces to Eq. (8-51). 

3-30. A negative unit step 1s applied to a pentode having a cathode resistor R, 
bypassed with a capacitor C,. The total shunt capacitance at the plate is C. For 
each of the following cases draw the output waveform on a time scale which displays 
both the high- and low-frequency transient characteristics of the amplifier: 

a. Ri => Ck = 0. 

b. Cy = 03 gni?e = 1. 

C. gmk, = 1; RC, = RC. 

d. Omit, = 1; Cy very large. 

Draw the waveforms so that relative to one another they are to scale. Indicate time 
constants and percentage tilts. 

3-31. Verify (a) Eq. (3-57) and (b) Eq. (8-58). 


620 PULSE AND DIGITAL CIRCUITS 


3-32. a. An alternative form of the totem-pole amplifier is shown. Prove that 
for this circuit the value of r required to make the signal currents in the two tubes 
the same continues to be given by Eq. 
(3-57). 

b. If the value of r is selected as in 
Eq. (8-57), prove that the gain A, with 
the load connected, is given by 


Aue; 27h 1 
+ ~~ QRri(w? +e +1) + 7p(uh + 1) 


R, e c. This alternative amplifier employing 
a 6BX7 tube is to be used to drive a 
75-ohm cable which is to be matched at 

= = both ends. Compute the value of r and 

the value of the resistor which must be in- 

EROE LOS cluded in series with the amplifier output 

in order to increase the effective output impedance to 75 ohms. What is the gain of 

the amplifier in the presence of the cable load? 


Es 


CHAPTER 4 


4-1. For a 12AU7 tube evaluate r, as a function of FE, with E, as a parameter. 
Choose values of FE, = 150, 100, and 50 volts. 

4-2. a. If a 2.5-K resistor is connected from the grid of a 5965 tube to ground, 
how much bias voltage is developed across this resistor? 

b. What plate current flows under the conditions in (a) if the supply voltage is 
200 volts and the load resistance is 10 K? 

4-3. a. Consider a triode with the grid in clamp as a result of the grid being tied 
to the plate-supply voltage through a resistor R,, as shown in Fig. 4-6. If the input 
is a negative-going ramp voltage, e = —atfort > 0, prove that the grid voltage e, will 
be negative if Ca > Ei/R,. What is the physical interpretation of this inequality? 

b. Prove that 


eo = —(aR,C = Ey) (1 _ €*/RsC) 


provided that e, is negative. 
c. What is the voltage e, if the inequality in (a) is not valid? 
4-4. For the diode clipping circuit of Fig. 4-7a, assume that 


Er = 10 volts e; = 20 sin wt 


and that the diode forward resistance is 500 ohms. Neglect all capacitances. Draw 
to scale the input and output waveforms and label the maximum and minimum va!'ues, 
if (a) R = 1K, (0) R = 10K, and (c) R = 100 K. 

4-5. In the diode clipping circuit of Fig. 4-7a and d, e; = 20 sin wt, R = 10 K, and 
Er = 10 volts. The reference voltage is obtained from a tap on a 100-K bleeder 
connected to a 100-volt source. Neglect all capacitances. The diode forward 
resistance is 500 ohms. In both cases draw the input and output waveforms to scale. 
Which circuit is the better clipper? Hzinr: Apply Thévenin’s theorem to the refer- 
ence-voltage bleeder network. 
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4-6. The input voltage e; to the clipper shown 100 K 
is a 10-ysec pulse whose voltage varies between 
zero and 100 volts. The diode forward resistance 
is 1 K. Sketch the output waveform e,. and 
indicate the time constants of the exponential 

ortions 
. 4-7. The diode forward resistance is 500 ohms Pros. 4-6 
and the capacitance across the diode is 5 wef. For the periodic waveform shown, 
sketch the steady-state output voltage, indicating all important voltages values and 
time constants. 


(a) 
Pros. 4-7 


4-8. A symmetrical 5-kc square wave whose output varies between +100 and —100 
volts is impressed upon the clipping circuit shown. The diode forward resistance 
may be taken as zero and the backward resistance as 
infinite. Sketch the steady-state output waveform, 
indicating numerical values of the maximum, mini- 
mum, and constant portions and the time constants 
of the exponential portions, if (a) all capacitances 
are neglected, (b) the diode capacitance of 10 pyf is 

Pros. 4-8 taken into account, but the load capacitance is 
neglected (an unrealistic situation), and (c) both the diode and load capacitances 
(each equal to 10 uyf) are taken into consideration. 


+300 Vv 


(6) 
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4-9. a. What is the magnitude of e; when the output is zero? 

b. Draw the output waveform if the input is as shown. Plot the output directly 
below the input and to the same time scale. 

c. What is the grid-to-cathode voltage when the output is +50 volts? 

4-10. The input e; to the circuit shown is a sinusoidal voltage whose peak value is 
80 volts. Sketch the output voltage e, to the same time scale as the input, and calcu- 
late the maximum and minimum values of the output. 
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(6) 


Pros. 4-10 Pros. 4-11 


4-11. a. The input voltage e; to the double-ended limiter shown in (a) varies 
linearly from zero to 150 volts. Sketch the output voltage e, to the same time scale 
as the input voltage. Assume ideal diodes. 

b. Repeat (a) for the circuit shown in (0). 

4-12. The circuit of Fig. 4-10 is used to “square”’ a 10-kc input sine wave whose 
peak value is 50 volts. It is desired that the output voltage waveform be flat for 
90 per cent of the time. Crystal diodes are used having a forward resistance of 
100 ohms and a backward resistance of 100 K. 

a. Find the values of £; and E:. 

b. What is a reasonable value to use for R? 

4-13. a. For the circuit of Fig. 4-12, Buu = Foon = —5 volts, Ry = 3 K, Ry = 10 
K, and FE, = 200 volts. The tube is a 12AU7. Make a plot of the variation of 
@. with e;. Show where the clipping levels occur. 

b. Calculate the ratio e./e; for the region between clipping levels by using the linear 
equivalent circuit. Compare with the average gain calculated from the plot obtained 
in (a). 

4-14, For the circuit of Fig. 4-12, R, = 100 K, Ry, = 20 K, Ey» = 300 volts, and 
the tube is a 12AX7. The input is sinusoidal. It is desired that the peak-to-peak 
output be limited to 20 volts and that the output be symmetrical with respect to its 
quiescent value. 

a. Find Eee: and Ecco. 

b. At what input signal amplitude will the output start being clipped? 

c. For what peak input signal will the input tube start drawing grid current? 

d. What is the gain of the circuit in the region of linear operation? 

e. Draw an input sinusoid of peak value 50 volts, and directly below it and to the 
same time scale draw the output voltage waveform. 

4-15. The triangular waveform shown is to be converted into a sine wave by using 
clipping diodes. Consider the dashed waveform sketched as a first approximation 


<—100v 


Wn 
0 30 60 90 120 150 ee 240 270 300 330 
Degrees 


Pros, 4-15 
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to the sinusoid. This dashed waveform is coincident with the sinusoid at 0°, 30°, 60°, 
etc. Devise a circuit whose output is this broken-line waveform when the input is 
the triangular waveform. Assume ideal diodes and calculate the values of all supply 
voltages and resistances used. 

4-16. In the diode restorer circuit of Fig. 4-16a and b, Z = 20 volts, 7; = 1 msec, 
Tz, = 10 msec, R = 10K, C = 0.01 uf, and R; = 500 ohms. 

a. Compute exactly the output waveform e,. 

b. Repeat (a) if the diode terminals are reversed. 

c. Repeat (a) and (b) if C = 0.1 uf and R = 1 Meg. 

4-17. A symmetrical 10-ke square wave whose peak excursions are +10 volts 
with respect to ground is impressed upon the diode clamping circuit of Fig. 4-16b. 
If R = 10 K, C = 1 uf, the diode is assumed perfect, and the source impedance is 
zero, 

a. Sketch the output waveform. 

b. If the diode forward resistance is 1 K, sketch the output waveform. Calculate 
the maximum and minimum voltages with respect to ground. 

c. Repeat (b) if the source impedance is 1 K. 

4-18. An attempt is to be made to restore the maximum value of the periodic wave- 
form indicated to a value of +10 volts. The diode used has a volt-ampere character- 
istic which passes through the origin, with a forward resistance of 1 K and infinite 


peg 10sec 


30v 100 usec 
50v 
Fe ee 
Pros. 4-18 


backward resistance. Assume zero source impedance. The coupling capacitor has a 
value of 0.001 uf. Because of the load the effective resistance across the diode when 
it is not conducting is 1 Meg. 

a. Indicate the circuit to be used. 

b. Make a careful sketch of the output waveform. Label all d-c voltages and all 
time constants. 

c. Indicate two important areas on your sketch and state the ratio of these two 
areas. 

4-19. An attempt is made to restore the minimum value of the waveform of Prob. 
4-18 to ground. The same diode, coupling capacitance, and load resistance are used 
as in Prob, 4-18. Make a careful sketch of the output waveform, and label all impor- 
tant voltages with respect to ground. Also indicate the time constants of all exponen- 
tial portions of the waveform. 

4-20. The signal shown is to have its negative excursion restored to ground voltage. 
Use R = 100 K, C = 0.001 uf, and a diode 
with Ry = 1K. 

a. Sketch the circuit. 

b. Draw the output waveform and label all 
important voltage values. 

c. How could you improve the operation 
of the circuit? 

4-21. A sinusoidal voltage of peak value 10 volts is impressed upon the clamping 
circuit of Fig. 4-16b. The capacitance C is extremely large and R = 100 K. 


Pros. 4-20 
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a. If Ry = 0, what is the voltage across C? 

b. If Ry = 1 K, what is the voltage across C and what are the peak positive and 
negative values of the output voltage? 

c. Repeat (a) and (6) for the circuit of Fig. 4-16c. 

4-22. The waveform of Fig. 4-23a is applied to the circuit of Fig. 4-160. The linear 
voltage swing is 100 volts in 1 msec. The duration of the flat portion is 1 msec. 
The capacitance C is arbitrarily large, R = 10 K, and Ry; = 500 ohms. Compute 
the output waveform, if the generator impedance is (a) zero and (b) 500 ohms. (c) 
Repeat (a) and (b) if the diode is reversed. 


/t=0 4-23. The square wave shown is applied to the circuit of 
Fig. 4-16c. Assume that 7:<«< RC, 72> R,;C, and 
T, T, R> Ry. 
-E a. Prove that the percentage tilt P of the output wave 
Pros. 4-23 form in the interval 71 is given by 
ae Ev\ T1 
P= (1 + =z) RG xX 100 % 


b. Assume that 7; = T,; = 0.1 msec, RC = 1 msec, and FE = 10 volts. Sketch 
the output waveform for values of E,, = 0, 40, 90, and 190 volts. Prove that the 


positive peak value of the output is # if 7 > EtEa RC. 


4-24. Modify the circuit of Fig. 4-24a, so that the resistor R is connected to ground 
instead of to the cathode. Will the modified circuit function properly as a clamping 
circuit? Consider signal amplitudes which are (a) small and then (b) large compared 
with Ep. 

4-25. The input to the circuits of Fig. 4-25 is a 20-volt rms sine wave of frequency 
1 ke. The tube is a 12AU7 with E,, = 200 volts, Rr = 10 K, R, = 1 Meg, and 
C =0.1 pf. Sketch, to the same time scale, the input voltage, the grid voltage, and 
the plate voltage. Find the maximum and minimum values of these voltages. 

4-26. a. Explain the operation of the synchronized clamping circuit shown. What 
determines the amplitude of the control voltage e,? 

b. If the tube is a 12AU7 operated at a supply voltage of 250 volts, to what voltage 
will the output be clamped? 


250 v 


10 K 


$(12AT7) 


Pros. 4-26 . Pros. 4-27 


4-27. a. A pulse generator whose output impedance is 10 K, delivers 100-volt 
2-msec negative pulses to the amplifier shown. Sketch the grid voltage and the plate 
voltage. Calculate the maximum and minimum values of these voltages. Neglect. 
shunt capacitances. 

b. Repeat (a) for a 10-volt pulse. 

4-28. A symmetrical square wave of period 7 = 1,000 usec whose voltage varies 
between +100 and —100 volts is applied through a very large resistor to the grid of a 
12AU7 tube. The tube plate-supply voltage is 200 volts and the plate load resistor is 
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10 K. Neglect the input capacitance of the tube. The signal at the plate of the 
tube is transmitted through a high-pass RC circuit. Draw the output waveform 
across J?, and label all voltages with respect to ground if (a) RC > T and R > 10K, 
(b) RC >T and R = 10K, and (c) C = 0.1 pf and R = 10K. Assume that when 
the tube conducts it is equivalent to a 7-K resistor. 

4-29. In the peaking circuit of Fig. 4-32, the tube is a 12AT7, E,, = 100 volts, 
R=10K, Ry, = 1 Meg, C = 0.1 pf, and Z=10mh. The input square wave has a 
peak-to-peak value of 10 volts and a frequency of 10 ke. 

a. If the capacitance shunting L is neglected, sketch the output waveform. Calcu- 
late the maximum and minimum voltage values and the time constants of the expo- 
nential portions of the output waveform. 

b. If the capacitance shunting Lis 25 puf, calculate and sketch the output wave- 
shape. 

c. If the capacitance shunting D is 400 wyf, calculate and sketch the output wave- 
shape. 

4-30. Consider a parallel REC combination ringing in the plate circuit of a pentode. 
At ¢ = 0, the inductor current is J and the capacitor voltage is H,. At this instant 
the grid is clamped to the cathode. If the zero-grid volt-ampere characteristic of the 
pentode is represented by a constant current J,, prove that Eqs. (2-47) to (2-49) are 
valid for this circuit, provided that A is interpreted to be A = (I — Ip) R/E. 

4-31. Consider a parallel combination of L, C, and 2?’ in the plate circuit of a triode. 
At t = 0, the inductor current is J and the capacitor voltage is E.. At this instant 
the grid is clamped to the cathode. Approximate the zero-grid volt-ampere char- 
acteristic by a straight line corresponding to a resistance r, with the zero-current 
intercept at EH’. Prove that Iqs. (2-47) to (2-49) are valid for this circuit, provided 
that 2 and A are interpreted to be 


cae 


eae ane and A= > [CT Dr 


4-32. In the circuit of Fig. 4-35 the tube is a 5965, E,, = 200 volts, R, = 20 K, 
C = 50 pf, Rz = 1 Meg, and C, = 0.001 uf. The input is a 100-ke square wave 
whose peak-to-peak amplitude is 10 volts. Calculate and sketch the output voltage. 

4-33. In the circuit of Fig. 4-39 the tube is a 12AT7, Ey, = 300 volts, Ri = 
Riz = 15 K, Ror = Ryo = 1 Meg, Ci = 0.1 pf, and C2 = 250 uuf. The input is a 
20-volt peak-to-peak 10-ke square wave. Neglect all shunt capacitances. Calcu- 
late and plot the waveforms at G1, Pi, G2, and Pe. 

4-34. In the discussion in connection with the two-stage overdriven amplifier of 
Fig. 4-39, it is assumed that R,1Ci > T2 so that the second tube remains cut off dur- 
ing the interval 71 <i<71+T7:2. If this restriction is removed, redraw all the 
waveforms in Fig. 4-40. Assume that 72 > 71 + T2 but that RgaiCi K T2. 

4-35. In the discussion in connection with the two-stage overdriven amplifier of 
Fig. 4-39, it is assumed that 72 >> 71 so that the first tube remains cut off during the 
interval 0 <t< 7. If this restriction is removed, redraw all the waveforms in 
Fig. 4-40, 

4-36. a. For the cathode-follower circuit of Fig. 4-43 find the maximum and mini- 
mum values of the input voltage (between cutoff and zero grid-cathode voltage). 
Neglect C. 

b. Plot the output waveform if the input is a 100-kc square wave whose peak-to- 
peak value is 100 volts. First neglect C and then repeat for C = 100 uyf. Assume 
6,, = 4 millimhos. 
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c. Repeat (b) if the peak-to-peak input voltage is 10 volts. 

4-37. a. Draw a block diagram of a system which can be used to obtain a single 
pulse (of positive polarity) per cycle of an input sine wave. 

b. Draw the circuit of each block in (a), and indicate the input and output wave- 
shapes of each block. 


CHAPTER 5 


5-1. A fixed-bias binary using a 12AU7 tube has the following parameters: Rr, = 20 
K, Ri = 1 Meg, Re = 0.25 Meg, Ey, = 200 volts, and #.. = 50 volts. Find the two 
tube currents, plate voltages, and grid voltages. 

5-2. A fixed-bias binary using a 6SN7 tube has the following parameters: Rr, = 20 
K, Ri = Re > Rx, Ew = 250 volts, and E,, is adjustable. Calculate the range of 
voltages over which FE, may be varied so that (a) both tubes are in clamp, (b) one 
tube is in clamp and the other is part on (operating within its grid base), (c) one tube 
is in clamp and the other is cut off, (d) one tube is part on and the other is cut off, 
and (e) both tubes are cut off. 

5-3. A fixed-bias binary is to be designed using a 12AT7 tube operating from a 
300-volt power supply so as to give an output plate swing of 200 volts. Choose 
Ri =2R.>Rz,. (a) Find Ry. (6) Over what range of values of £., will one tube 
operate in clamp and the second tube be beyond cutoff? 

5-4. A fixed-bias binary using a 6SN7 tube has the following parameters: 2; = 25 
K, Ri = Re = 1 Meg, Ey = 300 volts, and F., = 100 volts. Calculate the two tube 
currents. Is this a well-designed multi? 

5-5. A self-biased binary using a 12AU7 tube has the following parameters: 


Rr = Ri = 20 K Ry ad Re > Rr Ey, == 250 volts 


Calculate the plate, grid, and cathode voltages with respect to ground. 

5-6. a. Verify the voltage values on Fig. 5-8a. The 5963 tube characteristics are 
the same as those of the 12AU7. 

b. Verify the voltage values in Fig. 5-8b. 

5-7. Given a 6SN7 operating as a self-biased binary with one tube on and drawing 
2 ma and the other tube cut off with its grid-to-cathode voltage 3 volts below cutoff. 
The circuit parameters are as follows: Ey, = 300 volts, #i = 1 Meg, and Re = 0.5 

Meg. Find R, and Rr. Hint: Use a 

+300v method of successive approximations 

and start by neglecting the grid base of 
the tube. 

5-8. A 6SN7 tube operates as a self- 
biased binary with Rx, = 20 K, and with 
Ri = R2 > Rr. 

a. If R, = 30 K, over what range of 
Ey, will the circuit operate with one tube 
in clamp and the other below cutoff? 

b. If Ey, = 250 volts, over what range 
of R, will the circuit operate with one 
tube in clamp and the other below 
cutoff? 
= 5-9. Find the tube currents and the 
Pros. 5-9 voltages at each plate, grid, and cathode. 


Trigger 
input 
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5-10. Find the tube currents and the 
voltages at each plate and grid for the sym- 
metrical binary indicated. 

5-11. A cathode-coupled binary using 
a 6SN7 has the following parameters: Trigger 
Rr =20K, a=}, Re =30K, and _ input 
Ey, = 240 volts. 

a. Find E* first approximately and then 
more exactly. 

b. Find E-. 

c. For an input sine wave e = 100 sin at, 
plot e, éon1, kn, and eyne aS a function of 
a = wot. Put numerical values of voltage 
and angle on your graph. 

6-12. The input to a cathode-coupled 
binary is the set of pulses shown. Plot eyn2 vs. time. Assume that H+ = 80 volts, 
E- = 60 volts, E., = 200 volts, the plate swing is 150 volts, and 7, is on at t = 0. 


e, volts 


Pros. 5-12 


5-13. Verify Eqs. (5-9) and (5-10). 

5-14. a. The cathode binary of Fig. 5-17 is modified by adding a resistor Ryo in 
serics with the cathode of T2, as indicated in Fig. 5-21. Calculate the approximate 
value of J?x2 which must be used in order to eliminate hysteresis. 

b. A resistor J; in series with the cathode of 7, is used in place of Riz. Calculate 
the approximate value of Rx: which must be used in order to eliminate hysteresis. 


CHAPTER 6 


6-1. A plate-coupled monostable multi using a 5965 tube has the following param- 
eters: Hy, = 250 volts, Rt = 25 K, R =1 Meg, Ri = 0.5 Meg, and R. = 1 Meg. 
The input trigger source frequency is 100 cps. Find (a) E,. so that the voltage at 
Gi is —15 volts in the stable state, (b) C so that the width of the output waveform is 
2 msec, and (c) the overshoot at G2. (d) Plot the waveforms at G2, Pi, Pz, and G; 
to scale. 

6-2. A plate-coupled monostable multi using a 6SN7 tube is operated from a 
1,000-cps trigger source and a 300-volt supply voltage. It is desired to have a gate 
width of 800 usec and a gate amplitude of 200 volts. The overshoot in J: is to be 
kept small, say, 5 per cent. Choose the voltage at G; in the stable state to be about 
25 per cent beyond cutoff. (a) Find Rx, C, R, a, and FE... (b) Plot the waveforms 
at each plate and grid to scale. 

6-3. A plate-coupled monostable multi using a 12AT7 tube is operated from a 
500-cps trigger source and a 250-volt supply voltage. It is desired to have a gate 
width of 1,500 usec and a swing at each plate of 150 volts. Choose the voltage at G; 
in the stable state to be about 50 per cent beyond cutoff. Find (a) Rx, C, R, a, and 
E.,. and (b) the overshoot at Gz. (c) Plot the waveforms at each grid and plate to 
scale. 
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6-4. a. A plate-coupled monostable multi has been adjusted so as to have a small 
overshoot. Prove that the gate width is given approximately by 


T Oy Rm + Eco 
ne Exp — Eco 


C 


Hint: In (1 + 2) & 2 for |[z| «1. 

b. Let the plate load resistor R12 of T2 be held constant while the plate load resistor 
Rx: of J; is varied. Under these circumstances the output swing at P» is constant, 
the grid current J, is decreased as the plate swing J,:R11 at P, is decreased, but the 
recovery time constant 7 is increased. Prove that for small overshoots 


Te = (Bs — Bed) F 


What is the physical significance of this result? 

Lay 6-5. A plate-coupled monostable multi has 
0 0 the waveform shown at grid G.. The supply 
voltage is 250 volts andr, = 1K. (a) Draw 


<~—-10v 
the waveform at P; and (b) evaluate Rr. 
6-6. A plate-coupled monostable multi using 
a 12AU7 tube has the following parameters: 
Sa Ey, = 300 volts, AR, =15 K, R=1 Meg, 
Pros. 6-5 C = 0.001 wf, Ri: = 900 K, and Rz = 100 K. 


For the minimum gate width, calculate (a) Ee, 
(b) T, (c) I., and (d) the swing at Pe. (e) Repeat the above calculations for the 
maximum gate width. 

6-7. a. If a positive pulse is applied through a capacitor to the first grid G, of a 
plate-coupled monostable multi, prove that the minimum value Ef? of this pulse is 
Et = Evo — Ep. 

b. If a negative pulse is applied through a capacitor to the second grid G2 of a 
plate-coupled monostable multi, prove that the minimum value £7 of this pulse is 
EZ = (Eco - Er)/aA, where A is the gain of T, and a = R2/(Ri + R2). 

6-8. A monostable cathode-coupled multi uses a 6SN7 tube with Ry, = R, = 10K 
and Ey, = 250 volts. 

a. Find the maximum Enpax and minimum Enpin voltage which may be applied to 
the first grid. 

b. Find the voltage swings at each plate, both for maximum and minimum gate 
widths. 

c. To a first approximation T7/RC = a(E — Emin). Find a. 

d. Calculate J, for the maximum gate width. 

e. Plot the plate, grid, and cathode waveforms for the maximum gate width. 

6-9. A monostable cathode-coupled multi using a 5965 tube with Ry, = R; and 
Ey, = 250 volts is triggered at the rate of 500 pulses per second. It is desired that 
the voltage swing at Pz be 75 volts. The waveforms are to have very little overshoot 
and are to be symmetrical (the off time to equal the on time). Find (a) Rx, (b) £, | 
(c) C, and (d) R. 

6-10. In a cathode-coupled monostable multi, E., = 250 volts, Rr = R, = 10 K, 
ro = 1K, 7, =1ma, Jz = 10 ma, E£ is adjusted so that J, = 7 ma and E,. = —10 
volts. Draw the waveforms at Pi, Gz, and P:. Indicate all voltage values with 
respect to ground, including all overshoots. 

6-11. a. It is possible to eliminate the undershoot in the voltage at P. of a cathode- 
coupled monostable multi by choosing Ry, = ur.. Explain this result physically. 
Plot (6) the waveform at P: if R, = ur, and (c) the waveform at P2 if Re > ure. 
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6-12. a. If I, = I, + Al; is the peak plate current in 72 of a cathode-coupled 
monostable multi when its grid current is J¢2, prove that 


TR = —Teo(Rt + Re + 7re) + Li(Re + Re) + Ecos 


Hint: Equate the voltage across C att = T— to that até = T+. 

b. The above equation gives one relationship between J, and E.2 = Ir; Asecond 
relationship between J} and E,2 is given by a load line. Devise a graphic method, 
using positive-grid tube characteristics for finding J, and E.2. 

6-13. a. In a cathode-coupled monostable multi prove that it is possible for the 
value of Emin to be negative. 

b. If a 6SN7 tube is used with Ey, = 300 volts, 2, = 30K, find 2x so that Emin = 0. 

6-14. With respect to the linearity of the delay of the cathode-coupled monostable 
multi consider the following problem. 

a. The relationship between an independent variable x and a dependent variable y 
is quadratic and of the form y = Aiz + A2z?withz variable fromOtozn,. A straight 
line is drawn between the end points of this curve. The fractional error « is defined 
as the difference between the curve and the straight line divided by the maximum 
value of the dependent variable. Show that the maximum error occurs at ¢ = 2/2 
and is given by « = —A2%m/4A1, provided that the error is small enough so that 


Yn = Alm 


b. Apply the result of (a) to Eq. (6-20) and show that the error in linearity of T 
with respect to Iie = [1 — Inise = Iio(Rt — Ry) /8E’. 

c. In terms of the slope dy/dz = S, show that e = (S. — Sm)/8S., where Sm is 
the slope at z = xm and S, is the slope at z = 0. 

6-15. a. The definition of the error between a curve and a straight line is given in 
Prob. 6-14. If the curve is defined by y = Aiz + A323, prove that the maximum 
_2 A; Lm? 
3V3A1 

b. Consider a cathode-coupled monostable multi with Ry, = Ry. Applying the 
result of (a), show that 


error occurs at z = ~™- and thate = — 
V3 


tee Bey 
9V73\ # 


6-16. a. Using the linear equivalent circuit for the vacuum tubes of the cathode- 
coupled monostable multi show that 


u(E ras Emin) 


dio Ge AR RG 


b. Apply the results of Prob. 6-14c to find the error in linearity of I19 with respect 
to E. What is the interpretation of S,, and S,? 

c. What is the total error in linearity of 7’ with respect to E? 

6-17. Consider a cathode-coupled monostable multi with R11 ~ Rr. Prove that 
the expressions in the text for Emax, Emin, T, and J, remain valid, provided that Iz 
is taken to be Ru. Also, prove that, Eq. (6-14) for y remains valid, provided that 
Rx is replaced by Pre. 

6-18. A cathode-coupled monostable multi using a 12AU7 has the following param- 
eters: E,, = 200 volts, x1 = 150 K, Riz = 25 K, Ry = 5 K, R =2 Meg, and 
C = 0.001 uf. (a) Find Eni, For E = 0, find (6) the output voltage swing at P2 
and (c) the gate width. 
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6-19. Consider the effect of B supply variations on the delay time 7 of the mono- 
stable cathode-coupled multi. First, find AZ; and AZ», for a given change ALF). 
Assume that the second tube has its grid clamped to its cathode. Finally, find AT 
as a function of AR}. 

6-20. If the resistor in the cathode-coupled monostable multi is connected to an 
auxiliary voltage U instead of to Eps, but if 72 is in clamp, show that (a) the gate 
width is given by Eq. (6-16) with E,, replaced by U, (b) the maximum and minimum 
values of # are unaltered, and (c) the trigger size required is the same as with U = Ey. 

6-21. For the multi of Prob. 6-20, show that the delay varies linearly with changes 
in U, provided that U is large and the changes in U are small. 

6-22. a. The resistor # in a cathode-coupled monostable multi is coupled to an 
auxiliary voltage U instead of to Ey. The voltage U is small enough so that 72 is 
not in clamp but 71 is beyond cutoff. Prove that the delay is given by 


b. For what values of the d-c voltage FE (with respect to ground) on the grid of 7’ 
will this circuit become astable? 
6-23. Consider a cathode-coupled monostable multi with the resistor R connected 
between G, and cathode. Assume that PR is much 
greater than fz, or Ry. Find expressions for (a) 
T, (6) Emin, (c) Emax, (d) the swing at each plate, 
(e) bes and (f) Er. 
6-24. A 12AU7 astable multivibrator has the 
waveform shown at. one of its plates. The volt- 
125 v ages given are the voltages with respect to ground. 


250 v 


100 Find the value of the plate circuit resistors of the 
tubes. Draw the waveform at the grid, and 

<60v mark the voltage with respect to ground at every 
Pron. 6-24 important point on the waveform, for example, 


flat portions, sudden jumps, etc. 

6-25. A symmetrical astable plate-coupled multi using a 6SN7 has the following 
parameters: £,, = 150 volts, Rr = 10 K, R = 1 Meg, and C = 0.001 uf. Calculate 
the period and the overshoots, and plot the plate and grid waveforms. 

6-26. Calculate the frequency of the multi of Prob. 6-25 as Ey, is adjusted from 
50 to 250 volts in 50-volt steps. 

6-27. An astable plate-coupled multi using a 12AT7 has the following parameters: 
Ey = 240 volts, Rri = Rre = 12 K, Ri =] Meg, Ry = 2 Meg, Ci = Co = 0.001 pf. 
Calculate the gate widths 7, and JT: and the overshoots. Plot the plate and grid 
waveforms, 

6-28. Consider a symmetrical astable plate-coupled multi with each resistor R 
connected between grid and cathode (instead of between grid and the B supply). 

a. Find an expression for the overshoot in voltage at the grid and for the period 7’. 

b. Plot the plate and grid waveforms, and indicate all important voltage values. 

6-29. Consider the plate-coupled astable multi of Fig. 6-16 to which has been added 
a common cathode resistor ;. Prove that 


IR, + Eco 


do Fee ee RL ey) 


where vy is defined by Eq. (6-14). 
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CHAPTER 7 


7-1. In Fig. 7-3 draw a line O’A’ parallel to OA and displaced from it by a distance 
equal to 1é(e, — €) nex If the displacement error ea is defined as the distance from 
the sweep voltage e, to the line O’A’ divided by E,, show that ¢€, = eg. Note that, 
whereas eu is always positive, ¢, may be positive or negative. 

7-2. a. An exponential sweep is obtained when a capacitor C is charged from a 
supply voltage H# through a resistor 22. If the peak sweep voltage is E,, prove that 
the slope error e, is given exactly by « = E,/E. 

b. Prove that the displacement error eg is given by 


E RC , RC i ERC 
~ &#, fu T ET 


where T' is the sweep duration. 
c. If T/RC <1, prove that 


7-3. To the circuit of Prob. 7-2 a resistor 2; is added across C. Prove that the 
slope error is given by e, = E,/aH, where a = Ri/(Ri + RB). 

7-4. The deviation from linearity of a sweep voltage is small so that this voltage 
may be approximated by the sum of a linear and a quadratic term. Prove that under 
these circumstances Eq. (7-1) is valid. 

7-5. The characteristics of an 884 thyratron tube are described in Sec. 7-2. This 
tube is used in the sweep circuit of Fig. 7-5 with the following parameters: Ey, = 400 
volts, H.. = 10 volts, C = 0.0025 uf, and 2 =1 Meg. Calculate (a) the sweep 
frequency, (b) the sweep amplitude, (c) the slope and displacement errors, and (d) a 
suitable value for r. 

7-6. The characteristics of an 884 thyratron tube are described in Sec. 7-2. Design 
a 60-cps sweep using this tube. The sweep amplitude is to be 25 volts and the slope 
error is not to exceed 5 per cent. Specify reasonable values for Ey», Ecc, R, and C, and 
give reasons for your choice. 

7-7. Design a thyratron-driven sweep (Fig. 7-7) whose duration is 100 ysec and 
whose amplitude is 50 volts. The triggering waveform is a 1,000-cps train of pulses 
which are 1 psec wide and 4 volts in amplitude. The tube used has a grid-control 
ratio of 10 and a maintaining voltage of 20 volts. The power supply voltage is 
250 volts. Specify reasonable values for E.., Ri, Re, R, and C, and give reasons for 
your choice. 

7-8. Consider the sweep circuit of Fig. 7-9. The thyratron grid-control ratio is 8 
and the maintaining voltage is 16 volts. 

a. If the circuit is adjusted for recurrent operation (S closed), find the maximum 
and minimum values of the output signal (at the cathode of 7's). 

b. Calculate the slope and displacement errors. 

c. If the circuit is adjusted so that a driven sweep is obtained (S open), calculate 
a reasonable value for the resistor R. 

7-9. In the vacuum-tube sweep circuit of Fig. 7-10, the tube is a 12AU7, Ey, = 300 
volts, R = 100 K, R, = 1 Meg, and C, = 0.001 wf. The input gate is a negative 
10-ysec pulse whose amplitude is 30 volts. 

a. What is the sweep duration? 

b. What is the minimum output voltage, with respect to ground? 

c. If a 10-volt sweep is desired, what is the value of C? 
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d. What is the approximate value of the recovery time constant? 

e. How would you modify the circuit in order to reduce the recovery time? Sup- 
pose, for example, that the input gate is to be a symmetrical 50-ke square wave whose 
peak-to-peak amplitude is 30 volts. 

7-10. A given waveform is observed on a CRO. It is desired to view a selected 
portion of this waveform in more detail by spreading it out in time by some factor, 
say 5. Devise a circuit which will function as such a sweep magnifier. 

7-11. The Miller sweep circuit of Fig. 7-18 uses a 6AU6 pentode with a screen 
voltage of 150 volts. The parameters in the circuit have the following values: 
Ey» = 300 volts, Rr = 10 K, R = 1 Meg, C = 0.003 uf, and E.. = 2 volts. The 
switch S is opened for 750 usec. (a) Plot the output waveform. Neglect the small 
jump in voltage at ¢ = 0. Calculate (6) the output voltage with respect to ground at 
the beginning and at the end of the sweep, (c) the displacement error, and (d) the 
recovery time constant, assuming a switch 
impedance of 1 K. 

7-12. For the circuit shown, prove that a 
truly linear sweep is obtained if 


R2 


R 
ye ay 8 


The gain A is that of the amplifier with R, 
Pros. 7-12 removed. Discuss this circuit. 

7-13. a. Verify that the circuit indicated is the operational amplifier equivalent 
of the Miller sweep circuit of Fig. 7-18. The output impedance FR, and the gain A 
refer to the amplifier with input terminals X, Z, with output terminals Y, Z, and with 
C removed. 

Cc 


Pros. 7-13 


b. Prove that the jump Ae, in output voltage at t = 0 is given by 
Aéo = gee Ss 
° G-AR+R, 


where EH = Ey, + Eee 
c. For a single-stage pentode amplifier with A > 1, show that Ae. = E/g,,R. 
d. Evaluate Ae, if H = 300 volts, Rr = 30 K, gm = 3 millimhos, and Rh = 1 Meg. 
e. Assume that the circuit of Fig. 7-20 is used. The pentode parameters are as in 
(d) and the cathode follower has a transconductance of 3 millimhos. Evaluate Aeo. 
7-14. a. Consider a resistor r added in series with the capacitor C of the Miller 
sweep of Fig. 7-18. Using the equivalent circuit given in Prob. 7-13 (but with the 
addition of r), prove that the jump Ae, in output voltage at ¢ = 0 is given by 


(to + Ar)E 


ee. =" AR Re eee 
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b. Under what conditions will the jump be positive? Negative? Zero? 

c. Show that the jump is eliminated if r is chosen equal to 1/g» (for a single-stage 
pentode amplifier). 

7-16. The screen-gated phantastron circuit of Fig. 7-24 uses a 6AU6 tube having 
the following parameters: Ey, = 300 volts, Rr = 100 K, R = 1 Meg, and C = 0.001 
uf. The bleeder resistors are so adjusted that the suppressor is at zero volts and the 
screen at 150 volts during the sweep time. Calculate (a) #; and FE; (Fig. 7-25), 
approximately, (b) the sweep amplitude, (c) the sweep duration 7, (d) the per cent 
change in 7’, for a 10 per cent change in supply voltage, and (e) the displacement error. 
(f) If a plate-catching diode is added, as in Fig. 7-26, then the relationship between 
E and the delay time Tis T = aE, Finda. 

7-16. An astable circuit may be obtained by cross-coupling two monostable screen- 
coupled phantastrons. Sketch such a circuit and explain its operation. 

7-17. It is desired to obtain a time delay which will be inversely proportional to a 
d-c voltage H. Show that a screen-coupled phantastron will give this relationship 
(approximately) if the charging resistor R is connected to E instead of to Fos. 

7-18. The bootstrap sweep circuit of Fig. 7-30 uses a 12AU7 tube with the follow- 
ing parameters: Ey, = 250 volts, C = 500 uuf, Ca = 0.01 pf, Ra = 0.2 Meg, R = 1 
Meg, and 2, = 10K. The switch S is opened for 100 psec. (a) Plot the waveform 
at the output of the cathode follower. Calculate (b) the output voltage at the begin- 
ning and at the end of the sweep, (c) the displacement error, and (d) the recovery time 
constant. 

7-19. Repeat Prob. 7-18 if Rp is replaced by a diode whose forward resistance is 
1K. 

7-20. Repeat Prob. 7-18 if a 20-K resistor is added in series with C. Switch S is 
in parallel with the series combination of C and the 20-K 


resistor. 7 

7-21. Show that the effective impedance shunting C in C 7 ae 
Fig. 7-31 is a series combination of a resistance R/(1 — A) 
and a capacitance Cp(1 — A). In other words, verify | | Colts f 
that the circuit shown is equivalent to Fig. 7-31 as far as = 
the calculation of e, is concerned. Jkemembering that the Pros. 7-21 
initial current through C is Ei,/R, verify Eq. (7-16). 

7-22. The bootstrap circuit of Fig. 7-30 uses a 6SN7 tube with the following 
parameters: Hy» = 300 volts, R = 1 Meg, C = 0.1 pf, and R, = 15K. The capacitor 
Cp is replaced by a 145-watt neon lamp whose voltage is 65 volts over the range 30 
to 300 wa. With switch S closed, the lamp current is 200 wa. Switch S has a resist- 
-ance of 1,000 ohms. It is opened for a time 7',, at the end of which time the sweep 
has made a 100-volt excursion. Calculate (a) the cathode voltage with S closed, 
(b) the value of Ip, (c) the lamp current at the end of the sweep, (d) the sweep time 
T';, (e) the ratio 7/7, where r is the restoration time constant, and (f) the displace- 
ment error. 

7-23. The bootstrap circuit of Fig. 7-30 uses a 12AU7 tube with the following 
parameters: E,, = 250 volts, R = 2 Meg, and Ry = 10 K. The capacitor Cp is 
replaced by a neon bulb whose voltage is 75 volts over the range 50 to 250 wa. It is 
desired to have as large a sweep voltage as possible and still have the neon lamp cur- 
rent within its normal range. Calculate (a) the cathode voltage with S closed, (b) the 
value of Rp, (c) the sweep amplitude across C, and (d) the value of C for a I-sec 
sweep. 

7-24. a. For the bootstrap shown prove that the amplifier gain A must be given by 
A =14+4 R/R, if a truly linear sweep is to be obtained. 
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Pros. 7-24 


b. A linear push-pull sweep is to be obtained from the circuit shown (e1 = —é2). 
Find the values of ft’/Z? and k’’/R. The forward gains of the operational amplifiers 
may be taken as infinite. 


300 7-25. a. Find the value of R which will 
cause the bootstrap circuit shown to give 
an exactly linear sweep. The tube param- 
eters are w = 13 andr, = 16K. 

b. What is the sweep speed? The 
quiescent current in 72 is 5 ma. 

7-26. By considering the initial condi- 
tions in the circuit of Fig. 7-33, prove that 
d’e,/dt?? =OQatt =0. This physical argu- 
ment explains why the 2? term is missing in 
Eq. (7-20). 

7-27. Verify Eqs. (7-17) to (7-19). 

7-28. The circuit of Fig. 7-33 has the following parameters: HE = 250 volts, 
L = 700 henrys, R = 100 K, and C = 0.005 pf. The switch S is opened for 500 usec. 
Calculate (a) the sweep amplitude and (b) the displacement error. (c) If switch S 
were left open, sketch the output waveform across C. What would be the approx- 
imate value of the peak output voltage? (d) Ifthe inductor were not in the circuit, 
repeat (a) and (6). 

7-29. The sweep circuit of Fig. 7-34 has the following parameters: E,, = 300 volts, 
Eqn = 100 volts for 72,7 = 1 K, and C = 0.01 uf. The pentode is a 6AU6 with 
a screen voltage of 150 volts. The screen current is 0.4 of the plate current. The 
cathode resistor is adjusted so that the capacitor current is approximately 0.7 ma dur- 
ing the sweep time. The thyratron maintaining voltage is 20 volts and its grid-control 
ratio is 10. Calculate (a) the maximum and minimum values of e,, (b) the cathode 
resistance, (c) the sweep frequency, and (d) the displacement error (approximately). 


Pros. 7-25 


CHAPTER 8 


8-1. Prove that the critical damping resistance for the current sweep coil of Fig. 
8-1 is given by the expression 


R 


Ro = 7 + R,/4R. 


where R. = 144 V/L/C. 
For the coil specified by the first entry in Table 8-1, calculate what percentage 
error is made if Itz is neglected in the calculation of Rp. 
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8-2. Verify Eq. (8-3). 

8-3. a. Prove that the maximum deviation between the actual sweep and the ideal 
sweep in Fig. 8-3 is k \/LC «"! = 0.36k +/LC and that this occurs at t = /LC. 

b. Show that the actual sweep differs from the linear sweep by less than 5 per cent 
if ¢ exceeds 3 ~/LC. 

8-4. A deflection coil has an inductance Z and is fed from a voltage source e through 
a resistance J? (which includes the coil resistance). Neglect the capacitance. If the 
input is of the form e = A + Bt, show that the current is 


~a Ack 
~R 


(1 — e-RVL) + ket 


where k = B/R. 

In order to have a truly linear sweep, A must equal Lk. If the pedestal does not 
have this proper value, what happens to the sweep? Makearough plot for A = 1.1Lk 
and for A = 0.9Zk. 

8-5. a. Consider the effect of omitting both the impulsive current and the step of 
current in Eq. (8-2). Assume that the damping resistance has been adjusted so that 
the circuit is critically damped. Under these conditions, prove that if y = iz/k VLC 
and « = t/+~/LC, then 

y= (xe t2erz7+x-2 


b. Prove that at z = 0, y = 0, dy/dx = 0, and d?y/dz? = 0. 

c. Plot this response and that given by Eq. (8-6) to the same scale. What is the 
effect of omitting the step of current? 

8-6. a. Consider the effect of omitting both the impulsive current and the linear 
current in Iq. (8-2). Assume that the damping is very heavy (R = 0.19R,.). Under 
these conditions prove that 

R+Rx 


nea Cae L )" 


R-+Kz 


Hint: Note that [((R + Rz,)/L|RC <1, and expand the square root in Eq. (8-7) by 
the binomial expansion. 

b. Show that for small values of t, 7, = kt. Plot iz as given in (a) and kt on the 
same graph. 

c. Consider the coil whose parameters are given by the first row in Table 8-1. 
What is the maximum sweep length over which the displacement error will be less 
than 1 per cent? 

8-7. Prove that Iq. (8-10) is valid for  e,, volts 
Fig. 8-5), provided that # is taken to be the 
quiescent voltage across ez and e, is inter- 
preted as the departure of the output 
voltage from its quiescent value. 

8-8. Verify that the waveform at the 
cathode of J: in Fig. 8-6 is as indicated. 

At what times does this voltage pass through = gg 
zero? 

8-9. The switching circuit of Fig. 8-6 has 
the following parameters: Ey, = 200 volts, 

E.. = 100 volts, Ry = 1 Meg, R: = 300 K, #, msec 

Ry, = 10 K, and C, = 0.01 pf. The tube Pros, 8-8 

Ti is a 6SN7. The input square wave is 

symmetrical with a half period of 1 msec and peak-to-peak amplitude E,. 


—9.5 
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a. Assuming C;, very large, find the minimum value of EZ, which will keep the tube 
cut off during the sweep time. 

b. Repeat (a) if C, = 0.01 pf. Sketch the grid-to-ground voltage. 

8-10. It is desired to drive the coil in the writing head of a magnetic storage drum 
with the coil current waveform indicated in (a). The coil inductance is 0.4 mh, the 
coil resistance is 1.5 ohms, and the self-resonant frequency of the coilis5 Mc. Assume 
that the external stray capacitance across the coil is 25 ppf. 

a. Calculate the damping resistance. Is the circuit overdamped or underdamped? 

b. Calculate and sketch the current waveform of the driver. 

c. If the impulsive term is omitted in the driver current, how is the coil current 
waveform modified? 

d. Calculate and sketch the voltage waveform of the coil. 

e. Sketch and label the current waveform required to drive the coil if the coil 
current has the waveform indicated in (b). 


—0.25 amp 


0.025 amp 


| 
0.5 2.0 ——>}<-1.5 usec 


(0) 
Pros. 8-10 


8-11. a. Consider a coil with no shunt damping resistor. If this coil is in the plate 
circuit of a driver tube, find the grid voltage e; needed to produce a linear coil current 
kt. 

b. For the typical coils of Table 8-1, prove that 


~ KLC kL Tpt 

e= Im 6(t) + i (1+ L 
Note that, if the impulsive term is neglected, the input may be approximated by a 
step voltage if the sweep time 7, « L/r, and by a sweep voltage (without a step) if 
Peo iii: 

8-12. Modify the current sweep of Fig. 8-6, so that the coil is in the plate circuit of 
Ts. The coil is described by the second entry in Table 8-1. It is required that the 
current change by 100 ma in 10-* sec. T1is a 6J5 and T: isa 6L6. The plate and 
screen supply voltages of the 6L6 are to be 350 and 250 volts, respectively. Take the 
gm and rp of the 6L6 to be 5 millimhos and 33 K, respectively. To avoid large tube 
nonlinearities, an initial current of 25 ma is to flow in the 6L6. The grid-to-cathode 
voltage of a 6L6 is —26 volts for a plate current of 25 ma and a plate voltage of 
350 volts. 

a. Compute the required waveform at the grid of T, (neglect stray capacitance and 
adjust matters so that the coil is critically damped), : 
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b. Compute (or arbitrarily select) C,, Ry, R, C1, Ri, and E,, to give the required 
waveform. Choose 22 = 1 Meg. 

c. Draw and label with voltage levels the complete waveform (including decays) 
at the grid and plate of 72. In calculating the overshoot at the plate, assume that the 
grid drops immediately to its quiescent value at the end of the sweep. 

8-13. a. For the circuit of Fig. 8-10, assume that » >> 1 and rp > Zz, where Zz is 


the coil impedance. Prove that the equivalent circuit for 1 
calculating the tube current 7 is as indicated. “Om 
b. If the input voltage e; is a step of magnitude £, 
that 7 is gi 

prove that 7 is given by Ss) R,>RG, 
P mii a 
t=" (1 + gm Rie” 

iter ore Pros. 8-13 


where r = FiCi/( + gmx). Plot this current waveform and show that it contains 
a spike. 

c. Assume that the coil is critically damped. The spike time constant is to be 
adjusted to 2+/ZLC (approximating the delay in the sweep). The step current is 
to be properly chosen. Under these circumstances, prove that I, and C; are given by 


_ER_ 1 = Ini 
He ge OS. OR eR, 


8-14. If the input e; to the circuit shown is a positive gate, then the output e, will 
be a trapezoidal voltage with a spike, as indicated in Fig. 8-11. Explain the opera- 
tion of the circuit. 


Pros. 8-14 


8-15. The coil described in the third row of Table 8-1 is used in the circuit of Fig. 
8-15. The coil current is to change by 100 ma in 10-4 sec. The damping resistor is 
chosen for critical damping. Find R; and C4. 

8-16. A television horizontal sweep circuit has the following constants: The sweep 
coil has an inductance of 30 mh, the peak-to-peak sweep current is 300 ma, the primary 
of the autotransformer has an inductance of 30 mh, and its secondary inductance is 
120 mh, the coil and transformer resonant frequencies are alike and each equals 100 ke, 
and Ey, = 250 volts. Find (a) the booster voltage and (b) the high-voltage supply. 
(c) Plot the voltage at the bottom of the deflection coil with respect to ground. What 
is the d-c value of this voltage? 
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CHAPTER 9 


9-1. Verify that the circuit of Fig. 9-3 is equivalent to that in Fig. 9-2. 

9-2. Verify Eq. (9-11). 

9-3. In Fig. 9-8, S = mean circumference of the coils, d = distance between the 
inside surface of the secondary coil and outside surface of the primary coil, ap = thick- 
ness of a primary wire, and a, = thickness of a secondary wire. 

a. Prove that the leakage inductance is given by 


_ ay | Gp + as 
ae or 2 ) 


b. Assume that the current is distributed uniformly throughout the windings. 
Prove that now the expression for ¢ is the same as in (a) except that the numeral 2 
must be replaced by 3. 

Note: If the flux density H is not constant, then Eq. (9-13) becomes 


ol,? = po fH? dV 


9-4. Consider a transformer with a one-layer primary and a two-layer secondary 
winding. Each layer of the secondary has the same number of turns. In (a) both 


Pros. 9-4 


secondaries are wound over the primary. In (b) the primary is interleaved between 
secondary windings. Replace the coils by current sheets located at the center of the 
coil wires. The mean circumference of the windings is S. 

a. Indicate the magnetic field intensity as a function of the distance between 
windings (as in Fig. 9-86). 

b. Prove that for the configuration in (a) the leakage inductance is given by 


' 
ae 


S (44, re Se ee 3a.) 


and in (6) by 


wots (di + da + ap +) 


Co 


This problem illustrates the advantage of interleaving with respect to reducing the 
leakage inductance. 
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9-5. A two-layer transformer is connected as an autotransformer. Show that 
this type of connection reduces the leakage inductance by the ratio (n — 1)2/n?, 
where n is the step-up ratio of the autotransformer. 

9-6. A transformer has the following parameters: primary and secondary each 
one layer of 132 turns, wire No. 38 having a diameter = 0.0102 cm, diameter including 
insulation = 0.0125 cm, insulation between windings = 0.031 cm, 
mean circumference S = 5.4 cm, and dielectric constant of insula- D 
tion between windings « = 3.5. Notre: e, = 1079/3627 farad/m. 

a. Consider the two windings as constituting a parallel plate 
capacitor. Prove that the interwinding capacitance is 89 pyf. 

b. Consider two adjacent turns as parallel conductors, as shown bes fi 
in the sketch. From electrostatics, the capacitance per meter of > 
such a configuration is given by we/cosh—! (D/a). Prove that the Pros. 9-6 
effective capacitance across the winding is only 0.06 uuf, even if it is assumed that all 
the space surrounding the wires has a dielectric constant of 3.5. 

9-7. Verify Eq. (9-20). 

9-8. Consider a transformer with a single-layer primary and a single-layer second- 
ary. A grounded electrostatic shield is inserted between the primary and the second- 
ary midway between windings. Calculate the ratio of the effective primary shunt 
capacitance C’’ with the shield to the capacitance C’ without the shield as a func- 
tion of the step-up ratio n for (a) a noninverting transformer and (b) an inverting 
transformer. 

9-9. Verify that the primary inductance ZL, for the pot core of Fig. 9-10 1s given by 
L, = 1.1N,? uh. 

9-10. The windings on the pot-core transformer of Fig. 9-10 are placed side by side 
in slots in a bobbin so that each winding takes the approximate shape of a flat disk. 
The distance between windings is 2mm. The insulation of the wire has a dielectric 
constant of 3.5. Each winding has 100 turns and the transformer is of the inverting 
type. Calculate (a) the leakage inductance, (b) the primary inductance, (c) the 
coefficient of coupling, and (d) the effective capacitance C’. 

9-11. A transformer is used for peaking. The primary winding (of inductance L) 
is in the plate circuit of a pentode and a damper diode is across this winding. The 
load on the secondary winding may be considered to be purely capacitive. This 
load capacitance C’, is much larger than the transformer capacitance C’. A step of 
voltage is applied to the grid and the amplifier delivers a current step I» to the plate. 

a. Prove that the amplitude of the output pulse at the secondary is Ip »/L/Cz, 
which is independent of the step-up ratio n. Explain this result physically. Neglect 
the leakage inductance. 

b. Prove that the pulse duration is nr ~LC_z. 

c. Compare the outputs obtained from two transformers; one has n = 1, L = 20 
mh, and C, = 50 uyf, and the second has n = 10, L = 0.5 mh, and Cr, = 50 upf. 
The current step is 5 ma. 

9-12. Verify (a) Eq. (9-25), (b) Eq. (9-26), and (c) Eq. (9-28). 

9-13. Verify Eq. (9-30). 

9-14. A cup-core transformer having the dimensions given in Fig. 9-10 has 70 
turns on each winding. A 20-volt step is applied to the primary and the output is 
taken from the open-circuited secondary. Because of saturation of the core a pulse 
is observed at the output. Find the width of this output pulse. 

9-15. A transformer has the following parameters: L = 5.0mh, ¢ = 20 uh, C = 100 
uuf, Ry = Re = 500 ohms, and n = 1. Find the response to a 1-ysec, 20-volt pulse, 
and plot. 
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9-16. A transformer has the following parameters: L = 7.5 mh, o = 60 wh, C = 75 
upf, Ry = 250 ohms, R2 = 1 K, and n = 3. Find the response to a 10-volt, 3-usec 
pulse, and plot. 

9-17. A transformer has the following parameters: 


L = 70 mh o = 200 zh Cri = 500 upf 
C’ = 20 upf Rr =1K Np = 150 N, = 60 


Il 


the generator resistance = 300 ohms, and the transformer winding resistances are 
negligible. Find and plot the response to a 10-ysec, 1-volt pulse. 

9-18. A pulse transformer with a step-up ratio of 2:1 is to pass a 1-usec pulse with 
less than 10 per cent tilt and less than 10 per cent overshoot. The generator imped- 
ance is 1 K and the load impedance is 1 Meg in parallel with 25 uuf. For what values 
of primary and leakage inductances must the transformer be designed? 

9-19. a. Verify Eq. (9-42). 

b. For a turns ratio n:1, prove that this equation is valid, provided that » is divided 
by n and A is the new loop gain. 

9-20. A free-running blocking oscillator uses one-half of a 6SN7 tube with a 140-volt 
power supply. The grid winding of the transformer has twice as many turns as the 
plate winding. From the positive grid characteristics of Fig. A-4 calculate the plate 
voltage, plate current, grid voltage, and grid current at the peak of the pulse. 

9-21. Verify Eq. (9-49). 

9-22. For the blocking oscillator considered in Sec. 9-13, the resistor R = 1.5 K 
(instead of being adjusted for critical damping). Find the magnitude of the back- 
swing at the plate. 

9-23. The inductance LZ of a transformer is increased by adding N turns to the 
primary winding. For each transformer the load is adjusted for critical damping. 

a. If the core does not saturate, show that the plate backswing increases approxi- 
mately as ~/L. 

b. If the core saturates, show that the plate backswing remains constant as N 
increases. 

9-24. A monostable blocking oscillator uses one-half of a 6SN7 tube with E,, = 200 
volts and E,, = 100 volts. The grid winding of the transformer has 30 turns and the 
plate winding 10 turns. The grid resistor is 100 K and the 
grid capacitor is 0.1 pf. Using the positive-grid characteris- 
tics of Fig. A-4, find the plate voltage and current at the peak 
of the pulse. 

9-25. It is desired to decouple a blocking oscillator from 
the power supply line by means of the R’C’ circuit shown. 
The pulse width is 2 usec, the peak plate current is 0.25 amp, 
and the period is 2,500 usec. 

a. Calculate the minimum value of C’ so that the tilt at 
+ point A does not exceed 5 volts. 

Pros. 9-25 b. Calculate a reasonable value for R’. Explain. 


CHAPTER 10 


10-1. A type RG-59/U coaxial cable has a capacitance of 20 uuf /ft and a character- 
istic impedance of 73 ohms. Find the length required for a 0.5-ysec delay. 

10-2. Calculate L, C, Z., and T for a type RG-65/U cable. The parameters of 
this cable are listed below Eq. (10-3). 

10-3. Verify Eqs. (10-4), (10-5), and (10-12). 
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10-4. A unit step voltage is impressed upon one section of a constant-k prototype 
filter which is terminated at both ends in a resistance R, = VWL/C. If T = VLC, 
prove that the output is given by 


Co = 0.5 — 0.5e%/? — 0,578"? sin V3 5 

10-5. Design a delay line using constant-k prototype sections. The line is to have 
a nominal impedance of 500 ohms, a delay of 1.0 usec, and a rise time of 0.2 usec. 
Calculate the number of sections needed, the value of C, the value of Z, and the 
cutoff frequence f,. Assume that commercial capacitors are available having values 
of capacitance which are multiples of 50 puf. What will be the impedance of the 
line? 

10-6. Repeat Prob. 10-5 for a delay line using m-derived sections with m = 1.27. 
Find Zi, Ci, f-, and the characteristic impedance. 

10-7. Prove (a) that for the m-derived filter f, and Z, are given by the same expres- 
sions as for the constant-k protype section, and (6) verify Eq. (10-18). 

10-8. a. Prove that the Fourier spectrum of a pulse of unit amplitude and width 
tp extending from ¢t = 0 to ¢ = tp is given by (1 — €77#+»)/ju. 

b. An ideal low-pass filter is one having zero attenuation in the passband and 
infinite attenuation outside this region. It also has a phase shift 8 which is pro- 
portional to frequency, 8 = wta, within the passband, |f| <f.. Prove that the out- 
put of the ideal low-pass filter to a unit amplitude pulse is given by 


eo = + S.(z) + Sily) 
vv vis 
where zx = 2xf.(t — ta) and y = 2zxf-(tp — ¢ + ta) and S,(z) is the sine integral, 


Sip-S [= x dx 
0 x 

Notes: The frequency spectrum of the output of a system equals the product of 
the spectrum of the input voltage and the transmission characteristic of the system. 
By evaluating the inverse Fourier transform of this product, the output of the system 
as a function of time is obtained. 

The response to a unit step input voltage is obtained by allowing ¢, to approach 
infinity. Since S;(«) =72/2, the response to a unit step is e: = 0.5 + S,(z). 
Using numerical values of S;(x), plot e1 vs. t. 

c. Prove that ¢g represents the delay; the time between the 50 per cent amplitude 
points on the input and output voltages. 

d. Evaluate the rise time ¢, (for e, to increase from 0.1 to 0.9), and prove that 
t, = 0.445/f.. This result should be compared with the rise time of the output of an 
amplifier whose input is a step voltage and whose upper 3-db frequency is fe, namely, 
lt, = 0.35/f2. (See E. Jahnke and F. Emde, “Tables of Functions,’’ 2d ed., pp. 78-86, 
Teubner Verlagsgesellschaft, Leipzig, 1933.) 

10-9. Show that e = f(t — x/v) represents a wave traveling to the right with a 
velocity v. Choose for f an arbitrary shape (such as a semicircle) and plot e vs. ¢ at 
x = 0 and at some arbitrary point x = 2. 

10-10. Show that Eqs. (10-25) and (10-26) satisfy the transmission-line differential 
equations for arbitrary functions f; and f2. What are the expressions for v and R, in 
terms of the line parameters Z and C? 

10-11. Explain how to adjust experimentally the terminations at each end of a 
line so that the line is properly matched at both ends. Assume that a square-wave 
generator (or a pulse generator) and a CRO are available, 
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10-12. A unit step voltage is applied from a zero-impedance generator to an ideal 
line which is short-circuited at the receiving end. Plot the current at the input end 
of the line as a function of time. 

10-13. A generator whose output impedance matches the characteristic impedance 
R, of a line is connected to the input of this line. Plot the voltage at the beginning 
of the line as a function of time, if the termination is (a) R., (6) a short circuit, and (c) 
an open circuit. First consider a step input, and then repeat the problem for a ramp 
input, e = atforé > Oande = Ofort <0. 

10-14. A unit step voltage is applied to an open-circuited line through a zero- 
impedance generator. Plot the output voltage as a function of time if (a) the line is 
lossless and (6) the attenuation of the line is such that the signal which reaches one 
end of the line is 80 per cent of the signal introduced at the other end of the line. 

10-15. A unit step voltage is applied to a lossless line through a zero-impedance 
generator. The line is terminated in a resistor R equal to 3R,. Plot the voltage at 
the receiving end of the line as a function of time. Indicate the values of the voltage 
jumps at each discontinuity. 

10-16. A unit step voltage is applied to a lossless shorted line from a generator 
whose impedance is R,. Plot the input voltage as a function of time if (a) R, = R,, 
(b) R, = 9R,, and (c) R, = R./9. (d) Plot the input current as a function of time 
under conditions (a), (b), and (c). 

10-17. A unit step voltage is applied to a lossless open-circuited line from a 
generator whose impedance is R,. Plot the input voltage as a function of time if 
(a) Ry = Ro, (b) Ry =9R., and (c) R, = R./9. (d) Plot the input current as a 
function of time under conditions (a), (b), and (c). 

10-18. a. A unit step voltage is applied to a lossless open-circuited line from a 
generator whose impedance J, is twice the characteristic of the line. Plot the voltage 
at the end of the line as a function of time. Indicate the magnitudes of any abrupt 
changes in voltage. 

b. Repeat (a) if the generator output is a narrow pulse instead of a step. Show 
that the results of (a) and (b) are compatible. 

c. Repeat (a) and (0) if Ry, = R,/2. 

10-19. A pulse whose width #, is less than the one-way delay time fg is applied to a 
line. Plot the input and output voltage waveforms as a function of time, taking 
attenuation into account, if (a) R, > R. and R < fh, (b) Ry > Ro, and R > R,, 
and (c) Ry < Ro, and R < Ro. Choose |p| = |p’] = 0.5 and e+ = 0.8. 

10-20. A pulse is applied from a generator whose resistance equals the character- 
istic impedance of a line to a lossless shorted line. Plot the input voltage as a function 
of time, if (a) tp < 2t¢ and (b) tp > 2tz. (c) Repeat (b) if the line is now assumed to 
have attenuation. 

10-21. Verify the waveforms in Fig. 10-22. 

10-22. Find the output voltage across RF in Fig. 10-21 if R is approximately equal 
to &.. Consider the two cases R = F,(1 +.) and R = R,(1 — «), wheree <1. 

10-23. A pulse suffers distortion of the types indicated in Figs. (10-6), (10-11), and 
(10-12) when passing down a delay line. Assuming that the oscillations in the out- 
put pulse die down within a pulse width, prove that the width t, between 50 per cent 
points is the same for input and output pulses. Hint: Consider a pulse as the differ- 
ence of two step voltages, as indicated in Fig. 2-3. 

10-24. A thyratron pulse-shaping circuit has an open-circuited delay line connected 
from plate to ground, as indicated. The tube is biased below cutoff. A short posi- 
tive pulse is applied to the grid. The amplitude of this pulse is large enough to cause 
conduction. Calculate the waveforms across the 500- and 200-ohm resistors. The 
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line has a one-way delay time of 2 usec and a characteristic impedance of 1 K. The 
tube drop in the thyratron is 20 volts. 


Pulse 
input 


~Ece 


Pros. 10-24 Pros. 10-25 


10-25. The circuit shown is a double-pulse decoder. Assume that the pulse width 
tp < D1 where D, is the delay time to the tap on the delay line. The input pulses are 
of negative polarity. Explain the operation of the circuit. Show that if the ampli- 
tude of the pulses and the biasing voltage E.. are properly chosen an output will be 
obtained, provided that the spacing between the two input pulses is 2Dz — Di + tp. 

10-26. a. A distributed amplifier uses one stage of four 6AK5 tubes to obtain a. 
gain of e2. What is the maximum possible cutoff frequency? 

b. If this single-stage amplifier is designed for f. = 177 Mc, what is the maximum 
possible gain? 

Compare these results with the two-stage amplifier considered in Sec. 10-8. 

10-27. A distributed amplifier using 6AK5 tubes is to be designed with a cutott 
frequency of 50 Mc and a gain of at least 100. The grid and plate lines are each to 
have a characteristic impedance of 170 ohms. Calculate (a) the number of stages m, 
(b) the number of tubes per stage n, (c) the over-all gain G, (d) the capacitance and 
inductance in each section of grid and plate lines C,, Lg, Cp, Lp, and (e) the gain that 
would be obtained if all the tubes used above were put into a single stage. 


CHAPTER i1 


11-1. Write the following decimal numbers in binary notation: (a) 23, (b) 41, (c) 
152, and (d) 325. 

11-2. Draw a scale-of-4 binary counter with feedback of the type indicated in 
Fig. 11-3 which will reduce the circuit to a 3:1 counter. Explain the operation of 
this circuit with the aid of a waveform diagram. 

11-3. Draw a scale-of-8 binary counter with feedback of the type indicated in 
Fig. 11-3 which will reduce the circuit to a 5:1 counter. Explain the operation of 
this circuit with the aid of a waveform diagram. 

11-4. Draw a block diagram of a binary counter chain, including feedback loops, 
so that the system becomes (a) a 59:1 counter, (6) a 83:1 counter, and (c) a 181:1 
counter. 

11-5. Repeat Prob. 11-2 using feedback of the type indicated in Fig. 11-6. 

11-6. Repeat Prob. 11-3 using feedback of the type indicated in Fig. 11-6. 

11-7. The circuit shown is used in connection with the counter of Fig. 11-6, the 
waveform chart for which is given in Fig. 11-7. The numbered circles represent 


644 PULSE AND DIGITAL CIRCUITS 


neon bulbs. The connections of the neon tube circuit to the counter are as indicated. 
The voltages given correspond to the case when the counter is reset to zero. Show 
that in each state of the counter only one neon tube will glow, namely, the one which 


Pros. 11-7 


gives the correct registration of the count. Keep in mind that the maintaining voltage 
of the neon tube is about 55 volts and that the breakdown voltage is about 65 volts. 

11-8. The Potter Instrument Company decade counter consists of a scale-of-16 
which is modified to a 10:1 counter by means of the feedback connections shown. 


Cy-4 


From tap on plate 
resistor of T},— 


Input o 


From tap on plate 
resistor of T,, 


To grid of T>, 


C4-2 
Pros. 11-8 


The amplitude of the positive pulse fed back from 7, to JT: through C,_2 is large 
enough to cause a transition. Only negative pulses are effective in causing all other 
transitions. Draw a waveform chart for this circuit. Show that the count proceeds 
in the normal fashion (without feedback) up to and including the ninth input pulse. 
Show that the feedback causes the counter to be reset to zero at the tenth input pulse. 


PROBLEMS 645 


11-9. Consider a reversible binary counter which is set at the decimal number fen. 
Show that if pulses are fed to this counter, the system will read nine after the first 
pulse, eight after the second pulse, etc., down to zero after the tenth pulse. What will 
the counter read after the eleventh pulse? 

11-10. A dekatron tube is used to count the positive pulses from a 2-ke generator. 
This generator triggers a monostable multi which delivers 100-usec wide pulses. The 
output from one plate of the multi is connected through an RC differentiating circuit 
(R = 330 K and C = 300 upf) to the guide No. 2 electrodes. The output from the 
other multi plate is similarly connected to the guide No. 1 electrodes (with C = 0.1 uf). 
The remainder of the circuit is as indicated in Fig. 11-12, except that no positive bias is 
used, Assume that the maintaining voltage is 190 volts. It is found experimentally 
that the quiescent guide voltage is +10 volts (due to the ionization in the neighbor. 
hood of the conducting cathode) and that the glow will transfer from a guide to the 
nearest cathode when the guide voltage reaches +25 volts. 

a. Sketch, to the same time scale, the waveforms at the input at 1G and at 2G. 
Assume a swing of 100 volts at each multi plate. 

b. Explain carefully the operation of the circuit. 

c. Sketch the output waveform. Calculate the peak value of this voltage. 

d. Find the minimum allowable value of the coupling capacitor to guide No. 1. 
Sketch the voltage waveform at 1G when this minimum value of C is used. 

11-11. a. Sketch, to the same time scale, the output voltages from the right-hand 
plate of each tube in a scale-of-3 ring counter. 

b. Consider one application of such a sequence of waveforms. Draw a block 
diagram of your system and explain its operation. 

11-12. A present feature is to be added to a binary counter. By means of push 
buttons the counter is to be preset so that it delivers an output pulse when the input 
count reaches 100. Draw a schematic diagram of the circuit, showing where the 
push buttons are located and explain the operation of the circuit. 

11-13. a. Both diodes in the storage counter circuit of Fig. 11-23 are reversed. 
Explain the operation of the circuit if the input polarity remains negative. Sketch 
the output waveform. 

b. Prove that Eq. (11-8) is valid for the circuit of (a). 

11-14. Consider the bootstrap storage counter of Fig. 11-28, but with both diodes 
reversed. The input pulses are negative and have a width equal to approximately 
25 per cent of the interval between pulses. Plot, to the same time scale, the wave- 
forms at the input, the grid and the output if (a) C; = 0, (b) C3 is small, and (c) C3 is 
large. Assume that a steady-state condition is reached between pulses even for 
case (c). Show the overshoot at the end of the pulse due to the discharge of Ci. If 
this circuit is to be used as a staircase generator, then the output should be taken from 
the grid via another cathode follower. Why? 

11-15. Consider the bootstrap storage counter of Fig. 11-28, but with both diodes 
reversed. Neglect grid current and assume that the initial grid voltage is zero and the 
corresponding output voltage is E,. The gain of the cathode follower may be taken 
as unity. The input is a square wave whose value is E volts for one half cycle and 
zero volts for the other half cycle. 

a. Prove that the output is constant at E,, if EH < Eo. 

b. Prove that, if H > E., the nth step is given by Aen = —[(E — E.)C1/(C1 + C2)). 

c. If FE = 3.0 volts, ZH, = 1.0 volts, and C; = C2, draw the waveforms at the input, 
at the junction of the two diodes, at the grid, and at the output. 

11-16. Consider the bootstrap storage counter of Fig. 11-28. The cathode follower 
has a gain A <1. Assume that the grid voltage starts at a value E,; and that the 
grid base of the triode is zero. 
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a. Prove that the voltage after the nth pulse is 
E BE 


Cn. = > TT 


i-A Sa ee 
‘where x = 1 — (1 — A)[Ci/(Ci + C,2)]. 

b. Prove that if the gain A approaches unity, then the above expression for én 
reduces to cn, = Ho + nECi/(Ci + C2). Interpret this equation physically. 

c. If H = 100 volts, H.; = 0, and C, = 9C,, find the size of the first and eleventh 
steps in voltage. Compare these values with those obtained if no feedback is used. 

11-17. The capacitor C2 is shunted by a resistor # in a storage counter in order 
to convert the circuit into a frequency or capacitance meter. The pulse amplitude 
is EZ. The pulse width is small compared with the interval JT = 1/f between pulses. 
Prove that the average output voltage under steady-state conditions is given by 


ERC. f 


C1/C2 
Lr 1 — <-T/RC; 


Fac = 


If Ce >> Ci and RCif < 1, show that the above relationship reduces to Eq. (11-15). 
11-18. The circuit shown is used as a simple capacitance meter. The voltmeter 
resistance is I. 
a. Prove that the average output voltage is Fa = RCfE(1 — e~72/"¢), where f is 
the frequency of the input waveform. 


e; 
o 
nm “D-c 
q qT, E ; voltmeter 
naa 


Pros. 11-18 


b. If RC «T2, prove that the voltmeter may be calibrated to read directly in 
capacitance values. 

c. The voltmeter has a 50-ua movement and its resistance is 10 K. The pulse- 
generator duty cycle is 71/7 = 9. Choose T = 10RC. To what value must the 
pulse amplitude # be adjusted? 

d. Range switching is accomplished by changing the frequency of the pulse gen- 
erator without changing its duty cycle or amplitude. Find the generator frequency 
for a full-scale meter reading of (a) 1,000 uuf, (b) 0.01 uf, and (c) 0.1 uf. 

11-19. It is desired to store a voltage on a capacitor C and to “‘read out” through a 
cathode follower. 

a. If C = 0.01 pf and the voltage across the capacitor is 50 volts, how much grid 
current can be tolerated if the voltage is to change by no more than 0.1 per cent in 
1 sec? 

b. What is the effective leakage resistance across C in (a)? 


CHAPTER 12 


12-1. a. By proceeding as in Fig. 12-2, verify the synchronization results depicted 
in Fig. 12-3. 
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b. Show that the dividing curve between 7’,/7', = n and 7’,/Tp = n +1, where n 
is an integer, is given by n7’,/T. = 1 — E,/E;. Obtain this result by considering the 
geometry of Fig. 12-2. 

12-2. A free-running thyratron sweep has an amplitude of 100 volts and a period 
of 1,200 usec. If 6-volt pulses at a frequency of 4,000 cps are applied to the grid 
of the thyratron, what are the amplitude and frequency of the synchronized wave- 
form? Assume a thyratron grid-control ratio of 8. 

12-3. a. A free-running thyratron sweep has an amplitude of 100 volts and a 
frequency of 1 ke. If 2-volt pulses are applied to the grid, over what range may the 
pulse frequency be varied to obtain 1:1 synchronization? Assume that the thyratron 
grid-control ratio is 10. 

b. If 5:1 synchronization is to be obtained (f,/f, = 5), over what range of frequency 
may the pulse source be varied? 

12-4. Show that if pulses from a high-impedance source are applied to one grid 
of a symmetrical multi, such that 1.57’, < I’, < 27, then the output will consist of 
adjacent cycles which are not alike. 

12-65. A symmetrical astable multi has a free period of 1,000 usec. The grid wave- 
form drops from ground potential to —110 volts abruptly and then increases linearly 
to the cutoff voltage of —10 volts in one-half cycle. Positive pulses whose spacing is 
150 ysee are applied from a high-impedance source to one grid. Calculate the mini- 
mum amplitude of the pulses such that the multi period after synchronization is (a) 
900 usec and (6) 600 usec. 

12-6. A symmetrical astable multi whose free-running frequency is 500 cps has a 
plate swing of 110 volts and a cutoff voltage of —10 volts. Positive pulses of amplitude 
4 volts are applied from a high-impedance source to one grid. Assume that the 
exponential portion of the grid waveform is linear. 

a. If 1:1 synchronization is to be obtained, over what range may the pulse fre- 
quency be varied? 

b. If 3:1 synchronization is to be obtained (f,/f, = 3), over what range may the 
pulse frequency be varied? 

12-7. A symmetrical astable multi is synchronized with positive pulses from a 
high-impedance source. Draw a diagram, analogous to Fig. 12-3, showing the range 
of synchronization as a function of pulse amplitude and frequency. 

12-8. Positive pulses from a high-impedance source are applied simultaneously 
to both grids of a symmetrical astable multi, with f/f. large, say 8.3. Show that 
as the amplitude of the pulses is increased the synchronized output remains sym- 
metrical and that f>/f, is always an even integer. 

12-9. Frequency division of 6:1 is obtained with an astable multi. Negative pulses 
are applied simultaneously to both grids. The off time of 7, is twice that of Te. 
Sketch the waveshapes at G1 and G2 showing the superimposed pulses. 

12-10. Positive pulses are applied through a small capacitor to grid 1 of a sym- 
metrical astable multi from a low-impedance pulse generator. It is found that the 
time interval required for the complete multivibrator waveform is five times the 
interval between pulses. An examination of the grid waveforms shows that the 
termination of the off period of tube 1 does not take place at the occurrence of a pulse. 
Sketch the waveforms at both grids and show the pulses superimposed on these 
waveforms. Explain the action of the circuit. 

12-11. A symmetrical multi is synchronized with positive pulses applied to one 
grid through a high-impedance source. The free-running period 7’, = 6.87',, where 
Tp is the period of the pulse source. Make a rough plot of the ratio 7/7 as a fune- 
tion of the pulse amplitude, where 7’, is the period of the synchronized multi, 
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12-12. a. A monostable multi has a width of 1,200 usec. Negative pulses from a 
4-ke source are applied to one grid. Sketch the resulting grid and plate waveforms. 

b. Positive pulses from a low-impedance 4-ke source are applied to one grid. The 
synchronized multi is now found to have a period of 750 usec. Sketch the resulting 
grid and plate waveforms. 

12-13. a. With respect to Fig. 12-10, assume that EH, and Hy remain constant but 
that EH; is variable. Prove that the per cent change in period 7, is y times the per 
cent change in #, — E;, where 


b. The initial level H; may be taken as zero, with no loss in generality. Why? 
If #; = 0 and if H./E; «<1, prove that y = 2H,/(2H; + E.). Note that y— 1 as 
E;y— o and that y decreases as Hy decreases. What is the physical interpretation of 
this result? 

c. If EF. = 100 volts, calculate y first for H; = 300 volts and then for Ey = 150 volts. 

12-14. The sweep circuit of Fig. 12-1 is used as a 3:1 divider for pulses which occur 
at a 2,500-cps rate. The thyratron maintaining voltage is 15 volts, Ei, = 250 volts, 
Ecce = 9 volts, and the grid-control ratio is 8. Find reasonable values for the time 
constant RC and the pulse amplitude E>. 

12-15. In the resonant stabilization circuit of Fig. 12-11, the waveforms are drawn 
for T, = 1.57;. Plot the corresponding waveforms for 7, = 1.257;, 7, = 1.50T;, 
T; = 1.75T;, and T, = 1.07,. Keep 7, constant and vary T;. Discuss these plots. 
Which condition would you use to stabilize a free-running blocking oscillator (no 
sync pulses) ? 

12-16. a. Will the circuit of Fig. 12-11 be satisfactory if the counting ratio is 
changed from 6? For example, consider counting ratios of 3, 4, 12, and 24. 

b. In (a) T, = 1.57,. Consider now 7, = 2.57;, and discuss the circuit as a 
divider. Choose counting ratios of 3, 4, 6, 12, and 24. Compare with (a). 

c. Extend the discussion in (b) to the case 7’, = (n + 14)Tx, where n is any integer. 

12-17. Consider the resonant stabilization circuit of Fig. 12-11. The blocking- 
oscillator pulse width is 1 wsec and the peak tube current is 0.5 amp. The grid wave- 
form drops to —100 volts and decreases toward zero with a time constant of 100 usec. 
The cutoff voltage is —10 volts. The pulse frequency is 100 ke and the counting 
ratio is 10:1. 

Find (a) C, if HE, = 20 volts, (6) Li if 7; = 1.5T;, (c) the minimum pulse amplitude, 
and (d) the maximum pulse amplitude. 

12-18. Repeat Prob. 12-3 for synchronization with a sine wave of 2-volt peak-to- 
peak amplitude. 

12-19. Repeat Prob. 12-6 for synchronization with a sine wave of 8-volt peak-to- 
peak amplitude. 

12-20. Verify Eq. (12-5). 


CHAPTER 13 


13-1. The OR circuit of Fig. 13-6a uses 5965 tubes with Ey, = 250 volts, H.. = 10 
volts, and R = 50K. The pulse amplitude is 10 volts. Find the output amplitude 
if (a) one input is excited and (b) two inputs are excited. (c) Repeat (a) and (6) for 
the circuit of Fig. 13-6b and a pulse amplitude of 100 volts. 

13-2. a. In the diode AND circuit with Ey, > E, prove that the time T for the 
output pulse to rise to its full value EH is 
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Ew 
T= RC. In 5 —# 
where C, is the output capacitance. See Fig. 13-9b. 
b. If the capacitance Cz of each diode is taken into consideration, prove that the 
output waveform has an abrupt jump L’ in voltage given by 


nCaE 


BGA ICG 


13-3. The two-input AND circuit shown uses diodes whose forward resistance is 
500 ohms. The quiescent current in 7’, is 6 ma, while the currents in 7’; and 72 are 
each 4 ma. 

a. Calculate the quiescent output voltage e, and the values of 2, and R. 

b. Calculate the quiescent output voltage when one input diode is cut off. Calcu- 
late this result approximately by assuming that the currents through R, and the 
remaining input diode do not change. Also calculate the result exactly. 

c. Assume that diode T, is omitted, that the currents in 7; and 72 remain 4 ma 
each, and that the output e, is the same as that found in (a). Find R, and &. 

d. If the conditions are as indicated in (c) but one of the diodes is cut off, find the 
output voltage e.. Compare with the result (b) when 7, acts as a clamp. 


+20V 


—150v | 
Pros. 13-3 Pros. 13-4 


13-4. a. The input signals shown are applied to the circuit of Prob. 13-3. Each 
signal has a peak-to-peak value of 30 volts. Neglect capacitances and assume zero 
diode forward resistance. Draw the output waveform and label each voltage level. 

b. Repeat (a) for the case where e¢; is 10 volts peak to peak and e2 remains at 30 volts 
peak to peak. 

13-5. Consider two signals: a 1-kce sine wave and a 10-ke square wave. The peak 
sine wave voltage exceeds the peak-to-peak square-wave voltage. Sketch the output 
if the inputs are applied to an (a) OR circuit and (b) AND circuit. 

13-6. Solve Prob. 13-5, if the peak sine-wave voltage is less than the peak pulse 
voltage. 

13-7. Consider the diode AND circuit of Fig. 13-10, and assume ideal diodes. 
During the pulse duration the input capacitor will charge and this will result in a tilt 
in the pulse waveform at the input to the diode. 

a. Prove that the effective resistance through which C is charged is ER: /(E + Ec), 
where F is the pulse amplitude. Note thatif R, = 16K, HE = 10 volts, and E,, = 150 
volts, this effective resistance is only 1 K. 

b. If no more than a 10 per cent tilt is to result, what is the minimum allowable 
value of C for a 20-usec wide pulse? 
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13-8. Find EF, and £; if (a) there are no pulses at either A or B, (6) there is a 30-volt 
positive pulse at A or B, and (c) there are positive pulses at both A and B. (d) What 
is the minimum pulse amplitude which must be applied in order that the circuit oper- 
ate properly? Assume zero diode forward resistance. 


ay a a a a a 


-15v (e) 
Pros. 13-8 Pros, 13-10 


13-9. A, B, and C represent the presence of pulses. The logical statement— 
A or B and C—can have two interpretations. What are these? 

In block diagram form draw the circuit to perform each of the two logical operations. 

13-10. A regular sequence of triggering pulses is available as in (a). It isrequired 
that these pulses be used to generate the gating waveforms of (b), (c), (d), and (e). 
Kach of these four gating waveforms is to be separate, that is, available from a separate 

set of terminals. The time duration of the gate waveform is to be the same as the 
interval between pulses. The gates are to occur in sequence as shown. 

One possible circuit for generating these waveforms may be arrived at as follows: 
Let the pulses drive a scale-of-4 circuit consisting of two binaries. Draw the wave- 
forms at the four plates of the multis, and show that these waveforms may be com- 
bined in four coincidence circuits to give the required result. 

13-11. Given three inputs to a circuit. A pulse is to be obtained from the output 
if any two of the three inputs are excited with a pulse. No output is to be obtained 
for any other combination of inputs. Draw a block diagram of the circuit to perform 
this logical operation. 

13-12. In block diagram form draw a circuit to perform the following logical oper- 
ation: If pulses Ai, Az, and Ag; occur simultaneously or if pulses Bi and Be occur 
simultaneously, an output pulse should be delivered, provided that pulse C does not 
occur at the same time. No output is to be obtained if Ai, Ae, As, Bi, and Bz occur 
simultaneously. 

13-13. A single-pole double-throw switch is to be simulated with AND, OR, and 

INHIBITOR circuits. Call the two sig- 


a nal inputs a and b. A third input c re- 
c=l ceives the switching instructions in the 

form of a code: 1 (a pulse is present) or 0 

Pl Output (no pulse exists). It is desired that c = 1 

: “=0 sets the switch to a and c = 0 sets the 


switch to b, as indicated schematically. 
In block diagram form show the circuit 
for this switch. 

18-14. In block diagram form draw a circuit which satisfies simultaneously the 
conditions (a), (6), and (c) as follows: 


Pros. 13-13 
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a. An output pulse is delivered if any pair of input pulses A1, Ae, and A; is present, 
provided that pulse B is also present. 

b. An output pulse is delivered if B is absent, provided that any one of the pulses 
Ai, Ae, or A; are present. 

c. No output pulse is delivered if Ai, Ae, and A; are all present. 

13-15. In block diagram form sketch a 2:1 divider circuit for a train of regularly 
spaced pulses. As basic building blocks use AND, OR, INHIBITOR circuits 
and/or delay lines. 

13-16. In the SEAC package of Fig. 13-17, there is a complete coincidence at one 
of the AND circuits. Calculate the voltage to which the grid of the 6AN5 tube 
would be driven if the grid were not clamped to +2 volts. 

13-17. A continuous train of regularly spaced pulses is applied to the input of the 
dynamic binary counter of Fig. 13-29. Draw the pulse trains at the output (B) of each 
stage of the counter. Compare these waveforms with the corresponding waveforms 
of the static binary counter of Fig. 11-2. Consider 16 input pulses. 

13-18. Construct a dynamic binary counter, using the circulating storage circuit 
of Fig. 13-28b as a basic building block. 

13-19. For the one-bit storage circuit of Fig. 13-32 draw the waveforms at (a) 
the input, (b) the erase terminal, (c) the junction of the OF and yu unit, and (d) the 
junction of the OR and INHIBITOR block. 

18-20. Two stages of a NORC binary counter are indicated. Explain the opera- 
tion of the circuit. Assume a continuous train of 1 Mc pulses, and sketch the output 
waveforms of each stage. 


Pros. 13-20 


13-21. a. The NORC AND circuit is indicated. Assuming zero diode forward 
resistance R,, explain the operation of the circuit. 

b. Assume Ity = 1 K for the remainder of this problem. Find the grid voltage 
and the output voltage if all inputs are low (—25 volts). 

c. Repeat (b) if all inputs are high (+10 volts). 

d. Find the grid voltage if e: is high, but e2 and e3 are low. 

e. Find the grid voltage if e, and e2 are high but es is low. 


+150v 


Pros. 13-21 
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13-22. a. The NORC OR circuit is indicated. Assuming zero diode forward 
resistance Ry, explain the operation of the circuit. 

b. Assume Ry = 1 K for the remainder of this problem. Find the grid and output 
voltages if all inputs are low (—25 volts). 

c. Repeat (b) if one input e: is high (+10 volts) and the others are low. 

d. Find the grid voltage if e1 and és are high but e; is low. 

e. Find the grid voltage if all three inputs are high. 


+10v 
T; +150 
€1 
—-25v 


— 82v 
Pros. 13-22 


13-23. Construct in block diagram form a half adder-subtractor based upon the 
EXCLUSIVELY-OR circuit of Fig. 13-25a. 

13-24. In the adder circuit of Fig. 13-36 consider A and B as pulse trains represent- 
ing (in binary notation) the decimal numbers 7 and 3, respectively. Trace the pulses 
through the circuit, and observe where each carry pulse originates. Demonstrate 
that the output is the sum A + B. 

13-25. Construct a full subtractor from two half subtractors. Consider two input 
pulse trains A and B representing (in binary notation) the decimal numbers 8 and 3, 
respectively. Trace the pulses through the circuit, and observe where each borrow 
pulse originates. Demonstrate that the output is A — B. 

13-26. The circuit shown is a complete adder which is not composed of half adders. 
The delay line D has a delay equal to the time between pulses. Prove that C is the 
carry line and that S = A + B. 


Pros. 13-26 
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13-27. The circuit shown is the SEAC adder and is not composed of half adders. 
The delay D is equal to the time between pulses. Prove that C is the carry line and 


that S = A+ B. 
INHIBITOR 


Pros. 13-27 


13-28. The equality comparator of the SEAC computer is indicated. The pulse 
trains A and B represent the numbers to be compared. The delay D is equal to the 
time between pulses. A priming pulse 7’ occurs before the first pulses of A and B. 
Verify that after the last pulses of A and B have appeared, a pulse is emitted at C if 
and only if A and B are identical. 


Pros. 13-28 


13-29. a. The two-stage cyclic counter of the SEAC computer is indicated. The 
input pulse train is applied at the points marked A. The delay D is equal to the 
time between pulses. Verify that the circuit functions as follows: With dynamic 
binaries B,; and Bz in state 0, the next pulse at A puts B, into state 1. With Bi 
in state 1 and Bz in state 0, the next pulse at A puts Bz into state 1. With both 
B, and B; in state 1, the next pulse at A puts B; in state 0. With Bi in state 0 and 
Bz in state 1, the next pulse at A puts By in state 0, etc. 

b. If the pulse train at A is 110101001, what are the pulse trains at P: and at the 
output of B.? (See Fig. 13-2.) 
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13-30. Prove that an N-position code-operated switch requires N logs N diodes. 

13-31. Draw a schematic diagram of an eight- 
position code-operated switch. Use single-pole 
double-throw switches as in Fig. 13-38. 

13-32. A digital-to-analogue converter is indi- 
cated. The resistance values FR, are proportional 
to the binary numbers 2". Switches S, and S, are 
controlled from the relay representing the number 2” 
and are in position 1 if this relay is excited. The 
input F is a d-c voltage. 

a. Prove that E, is a voltage proportional 
to the binary number to which the relays are 
excited. 

Pros. 13-32 b. What does EZ; represent? 


CHAPTER 14 


14-1. Explain how to modify the gate of Fig. 14-2 if the input pulses are negative. 

14-2. The gates in Fig. 14-5 are of the type indicated in Fig. 14-2. The input 
pulses are extremely narrow, are 20 volts in amplitude, and occur at a 2-Mc rate. 
The control voltage makes a transition from —35 volts to zero volts in negligible time, 
and the output impedance of this control input is 500 ohms. The total capacitance 
shunting the output of the gate is 10 uuf and Rr = 10 K. 

a. If no more than 2 volts of the signal input is to be fed back into the control 
circuit, what is Ri? 

b. What is a reasonable value for Ci? 

c. What is the amplitude of the output pulse? 

d. Should the time constant R:C, be the same for each of the gates G., G1, G2 of 
Fig. 14-5? 

14-3. Consider a gate having the same specifications as in Prob. 14-2, and calculate 
the amplitude of the output pulses, if R; and C; have the following values, respectively: 
(a) 2.5 K, 50 puf; (6) 2.5 K, 100 puf; (c) 10 K, 10 wuf; (d) 10 K, 100 uot. 

14-4. a. A threshhold gate which is 
enabled by any one of a number of control 
inputs is indicated. The control signal 
levels are zero and —50 volts. Explain 
the operation of this gate. 

b. Each control-source impedance is 1 K 
and the load impedance is 10 K. The 
maximum allowable current which may be Pros. 14-4 
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drawn from a control source is 1 ma. The gate is to be closed within 1 usec after a 
control voltage changes from zero to —50 volts. The signal input is a 10-volt pulse. 
The capacitance across the output is 15 wyf. Find Ry. 

c. Find the maximum value of C,. 

d. Wow soon after a control voltage changes from —50 volts to zero will the gate 
be open, if C; = 25 pyf? 

e. Only one control input is enabled. Find the peak output voltage, if C1 = 25 pyf. 

f. Repeat (e) if all four control inputs are at zero volts. 

14-5. The circuit shown represents the essential elements of a reversible counter 
(see Sec. 11-6). The binaries Bo, Bi, etc., constitute the counter and B, is a control 
binary which determines whether the counter adds or subtracts. The combination 


Input 
pulses 


ar 


of next 
binary B, 
First binary Re 
stage By 
To section a To section b 
of all counter of all counter 


binaries binaries 


b Ga Control 
Subtract binary Be 
pulse pulse 


Pros. 14-5 


Ri, C1, Rez and the diode constitute a threshold gate which is repeated in each binary 
circuit. The two output levels of each binary are zero and +70 volts, respectively. 
The combination CR, differentiates the square-wave output from the counter 
binaries. 

a. Explain the operation of this reversible counter. 

b. If the pulses to be counted occur at a 2-Mc rate, what is the order of magnitude 
of the time constant 21C? 

c. The output impedance of the control binary is 500 ohms. If no more than 
10 per cent of the voltage step at a counter binary is to be. fed back to the control 
binary, what is 121? 

d. If Co is the shunt capacitance across Re, explain why F.C: should be of the order 
of magnitude of 0.5 usec. 

14-6. In Fig. 14-8, C = 200 pyf, Rt = 100 K, Ey, = 30 volts, and the control 
voltages come from binaries whose two stable levels are +30 and —20 volts, respec- 
tively. The signal input is a 20-volt pulse and the output is to be an 18-volt pulse. 
The gate is to be energized within 60 usec after all binaries reach the 30-volt state. 
Neglect all stray capacitances. The resistor Rz is connected to a bias voltage EH’ 
instead of to ground. Find (a) #’, (b) R, and (c) the maximum allowable value of R’. 
(d) Calculate the voltage at A if 0, 1, 2, or 3 of the binaries are in the 30-volt state. 

14-7. In the transmission gate shown the signal e, is a 1-Mc pulse train whose 
pulses are 0.1 usec wide. The control voltage e, is a pulse train occurring at a slower 
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rate whose pulses are 0.2 usec wide and are timed as indicated. The diode 72 is 
necessary to reduce the fall time at point A when a pulse is present in e,. Diode 

+50¥ T; and 50-volt supply are used for clamp- 
ing so as to provide the proper d-c levels. 
The capacitance of C2 is much larger than 
that of C1. 

a. Sketch the waveform at A i! a pulse 
is present in e, but not in e. Indicate 
voltage levels and explain. 

b. Sketch the waveform at A if a pulse 
is present in e, but not ine,. Explain. 

c. Sketch the waveform at A if there isa 
coincidence of pulses at esande. Sketch 
the output waveform. 

d. If there is to be no more than a 20 
per cent capacitive attenuation through the 
gate, what is the minimum value of C1? 

Prop. 14-7 e. Aftera control pulse occurs the voltage 

at A must return to its quicscent value 

before the next pulse of es. Find the maximum value of R for which the above 
condition is satisfied. 

f. If the voltage across C2 is not to change by more than 1 volt, find C2. 

g. Find the tilt in the output pulse. 

h. If the amplitude of the pulses of e, varies between 40 and 60 volts, indicate how 
to modify the circuit so that it will continue to operate properly. 

14-8. In Fig. 14-10b, E.. = 0, Hy, = 300, Rx = 5 K, Ry = 15 K, and the tube is a 
6SN7. The signal e, is a sinusoid whose peak valuc is 10 volts. 

a. For proper operation of the circuit, what are the minimum values of Ez and Ey? 

b. What is the pedestal voltage? 

c. What are the maximum and minimum output voltages? 

d. Plot the output waveform, assuming that the width of the control voltage pulse 
equals 2 cycles of the signal voltage. 

14-9. Consider the two-diode gate of Fig. 14-14. <A diode back resistance R, is 
very much larger than any other resistance in the circuit. The leakage L is defined 
as the change in output voltage per unit change in signal input during the interval 
when the bridge is nonconducting. If capacitances are neglected, prove that 


14-10. Consider the two-diode bridge of Fig. 14-14 in which there is an unbalance 
in control voltages so that €c1 ¥ éce. 

a. If the average control voltage is eg = (€c1 + €c2)/2 and the unbalanced control 
voltage is €¢, = @€c1 — €c2, prove that ec1 = @a + eu/2 and e2 = €a — ey /2. 

b. The unbalance U is defined as the change in output voltage per unit change in 
unbalance voltage. If R, and Ry; are neglected, prove that 


R. , 2R.\7 
we (2 eas Re) 
Hint: Note that in Fig. 14-17 points A and B are at the same potential as far as the 
unbalanced voltage is concerned. 


c. What percentage of the unbalanced voltage appears across the output of the 
bridge whose parameters are given in Sec. 14-10. 


PROBLEMS 657 


14-11. Verify Iq. (14-10) as follows: Assume that 71 and 7’, are back-biased 
and that 73 and 7, are conducting. Then calculate the currents in 7’; and 7’, due 
to H, E,, and #, separately. The minimum value of E, is then found from the con- 
dition that the resultant current must flow in the forward direction in 7’3 and 74. 

14-12. Prove Eq. (14-12). Hint: If 2 and Ry are much less than Pz and &,, 
then points P;, P2, P3, and P,in Fig. 14-22a are all approximately at ground potential. 

14-13. a. Prove that the exact expression for the gain A of a six-diode gate is 


Ry +h, + R/4 2h + hs + RE ( Rr\ |"? 
Ri +r R. 1+o¢)| 


Hint: To Fig. 14-22b add Ry, R, and &,, and note that points P, and P2 are at the 
same potential. 

b. Find the numerical value of A if Rr = R. = 100 K, R= Rk, =1 K, and 
Ry = 0.25 K. 

14-14. There will be some leakage through the diode gates of Figs. 14-14, 14-20, and 
14-21 because of the shunt capacitances. Assume Ca = C, = 5 upf and C, = 10 ppt. 
The other circuit parameters are given in the text. Find, approximately, forf = 1 Me 
the percentage of the signal voltage which leaks through the capacitances to the output 
for (a) the six-diode gate, (6) the four-diode gate, and (c) the two-diode gate. 

14-15. a. Prove that the signal source input impedance to the four-diode gate of 
Fig. 14-20 is approximately R2/2 + R.R,/(R. + 2,1) if the bridge conducts and is 
R, + R:/2 + R;/2 if the bridge is nonconducting. The resistance R, is that of the 
signal source. 

b. Prove that the signal source input impedance to the six-diode gate of Fig. 14-21 
is approximately R.R1i/(R. + 2x) if the bridge conducts and is R,/2 if the bridge 
is nonconducting. 

Note that the nonconducting impedance may be quite small for the four-diode 
gate, but is very large for the six-diode gate. 

14-16. a. Prove that the control source input impedance to the four-diode gate 
of Fig. 14-20 is approximately R, and R; + R2, respectively, for the conducting and 
nonconducting states of the bridge. 

b. Prove that for the six-diode gate of Fig. 14-21 the impedances in (a) are Ry and 
R., respectively. 

14-17. Verify Eq. (14-21). 

14-18. Verify Eq. (14-22). 

14-19. In Fig. 14-33, Ey, = 250 volts and the tube is a 12AU7. Find the voltage 
to which the output is clamped during the positive excursion of the control voltage. 


A=[1+ 


CHAPTER 15 


16-1. Verify Eqs. (15-2) and (15-3). 
15-2. The input to the comparator of Fig. 15-2 is a 400-cps sinusoid whose peak 
value is 40 volts. The reference level Ep = 0. The amplifier gain is 10 and 


71 = T2 = 100 psec 


What is (a) the initial slope of the output pulse and (6) the peak value of the output? 
(7) If r, = 100 wsec and rz = 10 usec, what is the peak value of the output? 
16-3. a. If, in Fig. 15-2, the time constant 72 = R2C2 is much smaller than 


m1. = RiCy, 


prove that the maximum value of the output emax is approximately given by Aary. 
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b. If the second differentiation is obtained from a peaking coil L in the plate circuit 
(instead of using R2C2), prove that emax & gmba. 

c. The circuit uses a 12AU7 tube and has the following parameters: Ri = 100 K, 
C, = 500 uf, a = 10° volts/sec, and LZ = 10 mh. Verify that r2<7;. Evaluate 
Emax: 

d. In order to increase the output pulse a second stage of amplification is added 
and L is replaced by a transformer. Sketch the circuit. Indicate the transformer 
winding polarities. 

16-4. The negative sweep voltage from a phantastron is used as the input to a 
comparator consisting of a pick-off diode followed by an amplifier. It is desired that 
the output be a step (rather than a pulse). Sketch (a) the circuit and (6) the input 
and output waveforms. (c) What is the initial slope of the output step? (d) What 
determines the total time duration of the front edge of the step? 

15-5. A single triode used as a comparator is operated at cutoff. The heater 
voltage changes so that there is equivalently a voltage change AF yn in series with the 
cathode. Show that the output voltage will change by an amount which is equivalent 
to a change Ae; in the signal input to the grid, where 


Kee nes AEn 


This result shows that filament voltage changes may be troublesome. 

15-6. In the difference amplifier of Fig. 15-9 the heater voltage changes so that 
there is equivalently a voltage change AF, in series with each cathode. Show that 
the output voltage will change by an amount which is equivalent to a change Ae; 
in the signal input to the grid, where 


provided that (u + 1)Ri > rp. 

15-7. How are the waveforms of Fig. 15-11 modified if the critically damped trans- 
former has a decay time which is large compared with CRR,/(R + R,)? 

15-8. a. If instead of 2., a damper diode is used in the multiar circuit of Fig. 15-10 
across the transformer winding in the cathode of the amplifier, should the plate 
or cathode of the diode be placed at the cathode of the amplifier? 

b. Explain the operation of the circuit with the damper diode. 

c. What is the advantage of using a damper diode over a damping resistor? 

15-9. In the multiar circuit of Fig. 15-10, Ey, = 400 volts, Ry = 2 Meg, and 
C, = 50 pwuf. The amplifier grid base is 10 volts. The transformer turns ratio is 
2:1. The output pulse at the cathode has a peak value of 40 volts. The input is a 
negative-going sweep whose amplitude is 100 volts and whose slope is 1 volt/psec. 
What is (a) the minimum value of C, (6) the minimum value of #, and (c) the highest 
repetition rate at which the circuit will operate properly? 

15-10. In the multiar circuit of Fig. 15-10 the input is zero and Er = 0. 

a. Show that continuous oscillations result. Sketch the waveforms at the grid, 
plate, and cathode of the amplifier. Assume that the diode is ideal with its break 
at a voltage of —0.5 volts. 

b. Repeat (a) with a sinusoidal input voltage which has an amplitude which is 
much greater than the grid base of the amplifier. 

c. Repeat (b) with an input sinusoidal voltage whose amplitude is less than the 
grid base. 

15-11. If the transformer in the multiar circuit of Fig. 15-10 is allowed to ring, show 
that multiple pulses of the type indicated in Fig. 15-13 may be obtained. Explain. 
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15-12. An attempt is made to use the multiar circuit for positive-going input wave- 
forms. The polarity of the diode 7; and of Er is reversed. The resistor F, is con- 
nected to a negative voltage within the grid base of the amplifier instead of to the 
voltage Ey. Explain the operation of the circuit and show that multiple pulses of 
the type indicated in Fig. 15-13 will take place. Assume C'so large that the voltage 
across it may be considered constant. 

16-13. Show that a multiar circuit may be compensated for changes in filament 
temperature by shunting F in Fig. 15-10 by a diode. 

15-14. a. For the a-c coupled multivibrator comparator of Fig. 15-15, show that a 
change in heater voltage is equivalent to a change in input signal Ae; given by 


1Ri+rTp 


— uRt +R ae Ri AE n 


Ae; = 
where AE7 is the effective change in voltage in series with the cathode due to the 
change in filament temperature. 

b. Assume a 10 per cent change in filament voltage, Ry, = R, = 100 K, and that 
the tube isa 12AX7. Find Ag. 

15-15. a. For the a-c coupled multivibrator comparator of Fig. 15-15, show that a 
slowly varying change AE,, in the negative supply is equivalent to a change in input 
signal Ae; given by 
_1lRki +r, 
~ p Rr +h 


Ae; AE cc 


b. For a slowly varying change AF;, in the positive supply, show that 


em 1 Rt +rp+ Ri 
Ae; rc Ree AEbp 


c. Evaluate Ae; in (a) and (b) if the tube is a 12AX7 with R, = Ri = 100 K fora 
0.1-volt change in either supply voltage. 

15-16. Find the expressions for Ae; in (a) and (6) of Prob. 15-15 if the frequency of 
the power supply variations is high enough so that these changes pass through the 
capacitor C, 

15-17. a. In the storage counter circuit of Fig. 15-17 the grid-control ratio = 8, 
Ey, = 250 volts, tube drop = 15 volts, input pulse height = 50 volts, C2 = 10C,, 
R = 1 Meg, and C = 1,000 upf. If the circuit is to function as a 5:1 counter, what 
is the value of E? 

b. What is the peak value of the output pulse? 

15-18. Explain how d-c restoration is suppressed by the circuits shown. In (a) 
the resistance J? is much larger than the diode forward resistance or the grid-to- 
cathode conducting resistance. In (b), RK Ry. 


Pros. 15-18 
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15-19. The cathode-coupled clipper of Fig. 15-20 uses a 12AX7 with Ei, = 300 volts, 
Rr, = 50 K, Ri: = 100 K, and E,.2 = 56 volts. 
. Find the value of E..1 which will cause the circuit to clip symmetrically. 

b. At what input signal amplitude will the output start being clipped? 

c. What is the peak-to-peak value of the output? 

d. What is the gain in the region of linear operation? 

e. For what input signal amplitude will 71 start drawing grid current? 

15-20. Verify Eq. (15-10). 

15-21. In the circuit of Fig. 15-22 the 12AX7 and the associated elements in the 
cathode of 7’; are replaced by a 2-Meg resistor. 

a. By what factor is the common-mode rejection ratio divided over that of the origi- 
nal circuit? 

b. The dynamic cathode impedance of 7; in Fig. 15-22 is 47 Meg. Is it possible 
to use a 47-Meg resistor in place of the 12AX7 tube in the cathode of 71? 

15-22. In Fig. 15-22 the filament voltage of the 12AX7 changes by 10 per cent. 
This is equivalent to a 0.1-volt battery in series with the cathode of the 12AX7. 

a. Calculate the change in output voltage due to this change in filament voltage. 

b. This filament voltage change is equivalent to an input signal change of Ae;. 
Calculate Ae;. 

c. If the 5651 maintaining voltage drifts by 0.1 volt, calculate the equivalent 
change Ae; in input signal. 

d. The filament voltage of the 5755 changes by 10 per cent. Calculate the equiv- 
alent change Ae; in input signal. 


Q 


CHAPTER 16 


16-1. Verify Eq. (16-2). 
16-2. Verify (a) Eq. (16-3) and (6) Eq. (16-4). 
16-3. Verify Eq. (16-8) for (a) p = 3 and (6) p = 4. 

16-4. In the induction resolver circuit in- 
dicated, the rotor current is 7 = Jo sin wt, 
wRC = 1, and the impedance of FR and C in 
series is large enough not to load down the 
stator windings appreciably. If the mutual 
inductances between rotors and stator wind- 
ings are M cos @ and M sin 8, respectively, 


7 
7 x, 
Foe 


2 4 prove that the output is given by 
E, wMT, Tv 
E, = sin [wi + 6+-— 
= V2 4 


16-5. a. The load on a sine potentiometer 
Pros. 16-4 is Ry. If R is half the total potentiometer 
resistance (the resistance to ground), prove 

that output voltage will differ from E sin 6 by P per cent where 


100z Ti. 32% ‘ 
ST Ag and © = 7 (sin 6)(1 — sin 6) 
b. Prove that the maximum error Pmax occurs at @ = 30° and is given by 


25R/Rxi 


Prax = 1+ R/4Ryz R/4Ri 
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c. If an error of no more than 1 per cent is to be obtained, prove that 2, must be 
at least 12.4 times the total potentiometer resistance. 

16-6. Prove that the phase-shifting circuit of Fig. 
16-14 will give four-phase voltages, provided that 
we Ry, = wCelks = 1. 

16-7. Prove that £1, £2, and Ey, of Fig. 16-14 are 
three-phase voltages, provided that wCil, = 1/ /3 
and wCeRe = V/3. 

16-8. Prove that /, and FE; are two-phase voltages, 
provided that wl = R, and whC = 1. 


CHAPTER 17 


17-1. A sine-cosine potentiometer is excited un- 
symmetrically by grounding one input and applying 
a d-c voltage EZ to the other input terminal. 

a. Show that two of the outputs are 1}4H(1 + sin @) 
and 144E(1 — sin 0). Note that these voltages are 
always positive. 

b. Show how a push-pull sweep, ké sin 6, can be obtained from the above outputs 
by using a difference amplifier. 

R, R2 17-2. The equivalent circuit of an induc- 
tion resolver is indicated. The symbols 


Pros. 16-8 


6 have the usual meaning in connection 
é L = . with a transformer. If the output of 
ie : wie _ the resolver is to be a linear sweep voltage, 
M } e = Mkt, show that the input voltage e; 
Pros. 17-2 must have the form 
ot = A? + At + As + LC 8(2) 
Ink 
where Ai = a (# + 1) 
1 
R L 
A= P(mc +B) +B 41 


RyiL2C 
Ly 


As = RC +5 + 


where L = L, — (M?/Z,) and 6(¢) is the unit impulse defined in Sec. 8-1. 

17-3. In the preresolution sweep circuit of Fig. 17-27 the resistor Rp may be 
replaced by a diode if two bootstrap generators are used. One of these generators 
gives a positive X sweep and the other a negative X sweep. Draw the complete 
circuit for the X channel, indicating how the positive and negative sweeps are added 
together, and show any synchronized clamps or d-c restorers needed. 

17-4, Given a PPI indicator with a resolved voltage sweep. It is desired to simu- 
late a radar echo at a fixed position x4 and ya. This means that as the sweep passes 
through the point x4, ya, a pulse is generated and it is used to brighten the trace. 
The coordinates x4 and ya are available as d-c voltages. Design a system (in block- 
diagram form only) for this radar simulator. 
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CHAPTER 18 


18-1. a. Prove that the dynamic forward resistance of a semiconductor junction 
diode varies inversely with the current. 

b. Evaluate the dynamic resistance at a current of 1 ma and at room temperature 
(25°C). 

18-2. Verify the transformation equations in Table 18-1. 

18-3. a. Show that Eq. (18-12) correctly represent a transistor in the grounded- 
base configuration, provided that the resistance parameters ru, ectc., are given by 
Eq. (18-13). (Since these resistance parameters refer to the grounded-base configura- 
tion they are often written ri, etc.) 

b. Compute the resistance parameters, rite, etc., for the common-emitter configura- 
tion and the parameters ri1., etc., for the common-collector configuration. 

18-4. When a transistor is used in the 
grounded-emitter configuration, the equiv- 
alent circuit of Fig. 18-17 is sometimes 
inconvenient, since the current generator 
in the equivalent circuit is not propor- 
tional to the input current which, in this 
case, is the base current. Show then that 
an alternative equivalent circuit may be 
drawn in the form shown. 

18-5. A set of parameters which is fre- 
Emitter quently used to characterize a transistor 
Pros. 18-4 in its linear range of operation are the so- 
called hybrid parameters hi, etc., which 
are defined in connection with the circuit of Fig. 18-18 by the formulas 


€e = Airte + hice, 
te = Norte + horee 


a. Compute the values of the hybrid parameters hi, etc., in terms of re, 7, r-, and 
a for the grounded-base configuration. (Since the parameters so computed refer to 
the common-base configuration they are often written Ait, his, etc.) 

b. In terms of re, 7, 7, and a compute the hybrid parameters hi, etc., for the 
common-emitter configuration and hii, etc., for the common-collector configuration. 

18-6. Verify Eqs. (18-14) and (18-15) for A, and R,. Verify Eq. (18-24) for Ry. 

18-7. For the grounded-emitter configuration, compute A,, R,, and R;. Compare 
your results with the entries in the second column of Table 18-2. 

18-8. For the grounded-collector configuration, compute A,, R,, and R;. Compare 
your results with the entries in the third column of Table 18-2. 

18-9. For each of the three transistor configurations compute the voltage gain 
A, in terms of the transistor parameters and the generator impedance R,. Compare 
your results with the entries in the first 
row of Table 18-2. 

18-10. Consider a transistor inthe com- Emitter 
-‘mon-base configuration. Show that, if 
the load resistor Rx «<r. (collector resist- 
ance), an approximate equivalent circuit 
may be drawn in the form shown. Re- 
member that mK ro. ; 

18-11. A transistor has parameters Base 
re = 25 ohms, 7 = 800 ohms, r, = 2 Meg, Pros. 18-10 


Te 


Collector 
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and a = 0.98. It is driven from a generator whose output resistance is R, = 1,000 
ohms and has a load Ry, = 2 K. Compute for the common-emitter and for the com- 
mon-base configurations (a) the voltage gain, (b) the current gain, (c) the power 
gain, 1.e., the ratio of the power delivered to the load to the power delivered to the 
input terminals of the transistor. 

18-12. Referring to Fig. 18-23, show that the frequency dependence of a can be 
taken into account by considering that zr and 7, are related by the equation 


le = tp Pod 
a 


(The use of this equation avoids the necessity for making explicit reference to the 
auxiliary 2C circuit.) 

18-13. A current step of amplitude J, is applied to the base terminal of a transistor 
in the common-emitter connection. Assume that the load resistor is small enough 
to have no effect on the transistor transient response. Compute (a) the output 
current as a function of the time, (b) the rise time of the output current, and (c) the 
time required for the transistor to reach saturation if J, is large enough to drive the 
transistor beyond the active region. Compare the results with the entries in Table 
18-4. 

18-14. For the grounded-collector configuration, verify the entries in the third 
column of Table 18-4. 

18-15. Find the response to an input current step Z,; under the condition that 
R1C. > 1/we for (a) the common-emitter configuration, (b) the common-collector 
configuration, and (c) the common-base configuration. 

18-16. The a-c resistance between collector and emitter for a grounded-emitter 
transistor switch in the on condition may be computed as 


dEw| _ | d(H, — BE.) 


Rea = \ oF dle 


where EY and E’ are, respectively, the voltage drops across the collector and emitter 
junctions. Using Eqs. (18-41) and (18-42), show that 


_¥ 1 —ay 1 — a 
Bac = Br| 1d aah he ee a wal 


Compute F.. for ay = 0.98, ay = 0.78, I, = 200 wa, I.. = 2.0 wa, and J, = 4 ma. 
18-17. Show that J, is given approximately by 


Ecc 

I, = > | 1 +— eet a __ {te 
— QNQI 1— Bes Er — aNQI 
Leo(dt + 1) 


Hint: Assume that the collector junction is reverse-biased and that 
the emitter Junction is slightly forward-biased. Take advantage 
of the approximations which are allowed because the forward bias 
is small. 
18-18. Find the voltages and currents in the direct-connected 
binary of Fig. 18-34 if H.. = 20 volts and Ry, = 50 K. = 
18-19. Show that the time duration of the quasi-stable state of Pros. 18-17 
a transistor monostable multi is 7 = RC In 2. 
18-20. Show that the frequency of a transistor astable multivibrator is 


set os 
f =oRCin2 


Plate current, ma 
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Fig. A-1. 6AU6 pentode characteristics. (Courtesy of the General Electric Company.) 
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Fig. A-2. 6SN7 (6J5) negative-grid characteristics (each section). (Courtesy of the 
General Electric Company.) 
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Fig. A-3. 6SN7 (6J5) positive-grid characteristics (Z, < 35 volts) (each section). 
(Courtesy of the General Electric Company.) 
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Plate yoltage, volts 
Fic. A-4. 6SN7 (6J5) positive-grid characteristics (Z, < 100 volts) (each section). 
(From “Waveforms,” Massachusetts Institute of Technology Radiation Laboratory Series, 
vol. 19, p. 218, McGraw-Hill Book Company, Inc., New York, 1949.) 
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Acceptor, 550--551 
Acoustical delay line, 414-415, 501-502 
Active element, 410 
Adder-subtractor, 419-422 
Alpha of transistor, 561, 579, 591-592 
Amplifiers, bandwidth of, 66, 73, 316 
biasing arrangements, 84-126 
cascaded, 74-77, 96-99 
cathode follower (see Cathode follower) 
compensation of, high-frequency, 
67-74, 81-85 
low-frequency, 89-96 
Dietzold compensated, 72-74 
difference, 20-21, 467, 481-483 
distributed, 315-321, 502-503 
equivalent circuit of, 1, 60-61 
feedback, 4—26 
characteristics of, 8-11 
current, 5-8, 21-22, 245-246 
voltage, 4-8 
figure of merit of, 12, 65-66 
flat-top response of, 62-63, 89-99 
input capacitance of, 86 
linearity of, 9-10, 245-246 
multistage, 74-77, 96-99 
operational (see Operational amplifier) 
overdriven, 116, 129-139 
overshoot in response of, 67-74, 76-77, 
98 
paraphase, 18-20 
pulse (see RC coupled, below) 
push-pull, 99-101 
rate-of-rise, 39-40 . 
RC coupled, 58-77, 81-85, 89-S9  ~ 
delay in, 59-62 
response of, amplitude, 59-63 
frequency, 59-63, 65 
rise-time, 63-77, 81-85 
step voltage, 63-77, 81-85, 89-93, 
96-99 
transient, 65-77, 81-85, 89-93, 96- 
99 
tilt in, 63 
resistance-coupled (see RC coupled, 
above) 


Amplifiers, ringing in, 73 
screen bypass for, 95-96 
series-peaked, 72-74 
series-shunt-peaked, 72-74 
shunt-peaked, 67-74 
smear in, 73 
square-wave testing of, 64-65 
transistor, 573-578 
video (see RC coupled, above) 
wideband (see RC coupled, above) 
Amplitude comparators (see Com- 
parators) 
Amplitude-distribution analyzer, 459 
Amplitude response in amplifiers, 59-63 
Analogue-to-digital converter, 491-494 
AND circuit, 397-400, 404-409 
AND-NOT circuit, 411 
Angle marks, 543 
Aspect ratio, 515, 534 
Astable multivibrator (see Multivibrator) 
Attenuators, 77-81 
Avalanche breakdown, 555 


Backlash, 166-172 
Bandwidth, 66, 73, 316, 533-534 
Beam switching tube, 339-3438 
Berkeley counter, 153-154, 334 
Biasing arrangements, amplifier, 84-126 
cathode follower, 16 
oscillator, 126 
Binary, 140-178, 425-427, 595-599 
capacitor for (see Capacitor) 
cathode-coupled, 164-172 
cathode interface resistance in, 172-173 
commutating capacitors for, 146-147, 
151-156, 163-164 
dynamic, 415-416 
fixed-bias, 140-144 
magnetic, 425-427 
recovery time of, 152 
regeneration in, 147-149 
resolving time of, 150-156 
self-bias, 144-146 
settling time of, 152 
stable states of, 140-146 
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Binary, transistor, 595-599 
transition time of, 152 
triggering of, 156-164 

symmetrical, 156, 161-164 
unsymmetrical, 156-161 

Binary adder-subtractor, 419-422 

Binary bit, 394 

Binary chain, 323-327, 432-433, 530 

Binary character, 394 

Binary counter, 323-327, 432-433 

Binary numbers, 325-326 

Binary subtractor, 419-422 

Bistable multivibrator (see Binary) 

Bit, 394 

Blanking, 519, 526-527, 532-533 
(See also Intensifier) 

Blocking oscillator, 272-284, 305-307 
amplitude of pulse, 276-278 
applications of, 284 
backswing of, 274, 280-281 
circuits, 272, 281-284 
comparator, 473-474 
damping of, 274 
delay-line control of, 305-307 
equivalent circuits, 275, 278, 280 
monostable, 283-284 
output impedance of, 278, 282 
output terminals of, 282-283 
period of, 281-282, 306-307 
pulse, width of, 278-280, 305-306 
response of, 275-281 
rise time of, 275-276 
switch, 348 
synchronization of, 360, 369-372, 380 
triggered, 283-284 
waveforms, 272-275 

Bootstrap circuit, 215-216, 228-232, 246, 

248, 351, 487-491 
Bottoming, 115, 220-221, 561, 564 
Breakdown in semiconductor, 554-555, 
567-568 
Breakdown diode, 555, 597 
Buffer circuit, 394-397, 404-407 


Cable, circuits to drive, 88-89, 99-101 
Capacitance, barrier, 580-581 
collector, 584-585 
diffusion, 579-580 
input, 65 
meter, 352 
output, 66 
Capacitor for binary, commutating, 146— 
147, 151-156, 163-164 
speed-up, 146-147, 151-156, 163-164 
transpose, 146-147, 151-156, 163-164 
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Carry time, 416, 432-433 
Cathode-coupled amplifiers, 18-22, 117 
Cathode-coupled binary, 164-172 
Cathode-coupled clipper, 117, 479-480 
Cathode follower, biasing arrangements, 
16 
with cable load, 88-89 
with capacitive load, 138-139 
characteristics of, 17 
circuits, 15-22 
equivalent, 11, 85, 87 
figure of merit of, 12 
frequency response of, high-, 85-89 
low-, 11-17 
gain of, 11, 87 
graphical analysis of, 13-15 
input admittance of, 85 
input capacitance of, 86 
output impedance of, 11, 86 
overdriven, 138-139 
Cathode interface resistance, 101-102, 
172-173 
Character, binary, 394 
Characteristics of tubes (see Tube charac- 
teristics) 
Clamp, 110, 114, 119, 153-154, 186-187, 
416-419 
(See also Clamping circuits) 
Clamping circuits, 119-129 
diode, 119-125, 127-128, 453-456 
equivalent circuits of, 121, 124-125, 127 
keyed, 126-129, 447-457 
one-way, 120 
pentode, 125-126 
source impedance in, effect of, 124-125 
synchronized, 126-129, 447-457 
triode, 125-126, 128 
. two-way, 128 
Clipping circuits, 111-119, 479-480 
base, 111 
bottoming, 115 
capacitance, effect of, 112-113 
cathode-coupled, 117, 479-480 
cathode-follower, 115 
cutoff, 113-115 
diode, 111-113, 116-119 
double-ended, 116-117 
grid-current, 113-115 
peak, 111 
pentode, 115-116 
saturation, 115 
temperature compensation of, 117-119 
triode, 113-115 
Clock, 345, 408-409, 416, 510-512 
Coders, 307-308 
multiposition switch, 422-424 
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Coincidence circuit, 397-400, 404-409, 
512 
Common-mode effect, 21, 466, 467, 483- 
484 
Common-mode rejection ratio, 21, 482 
Commutating capacitor for binary, 146- 
147, 151-156, 163-164 
Comparators, 458-484 
amplifiers for, 464, 467, 476, 481-484 
applications of, 458-459 
blocking oscillator, 473-474 
classification of, 459 
cutoff, 465-468, 477-479 
diode, 460-465 
gas-tube, 476-477 
multiar, 468-473, 480 
multivibrator, 474-476 
regenerative, 468-476 
for sinusoidal voltages, 477-480 
Compensation, of amplifiers, 67-74, 81- 
85, 89-96 
of attenuators, 77-81 
temperature, in diodes, 117-119 
Converter, analogue-to-digital, 491-494 
Counters, 323-354 
applications of, 344-346, 352-353 
beam switching tube, 339-343 
binary, 323-330, 335 
decade, 330-334 
Dekatron, 335-339 
duodecade, 338-339 
gas-tube, 335-339 
multicathode, 335-339 
preset, 345 
reversible, 335 
ring, 343-344, 544-545 
storage, 346-353 
trochotron, 339-343 
vacuum-tube, 339-343 
vernier, 509-513 
(See also Synchronization) 
Counting-rate meter, 352-353 
CRO (cathode-ray oscilloscope), 202, 207, 
209, 213 
CRT (cathode-ray tube), 207, 209, 213 
Crystal diodes, 104-106, 552-556 
figure of merit of, 112 
(See also Diodes) 


D-c restorer (see Clamping circuits) 
Damper diode, 134-135 
Decade counter, 330-334 
Decoders, 309-315 
Delay, definition of, 44 

phase, 364-365 

in RC circuits, 44-45 

in RC coupled amplifier, 59-62 
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-Delay circuit, Haven’s, 416-419 
(See also Delay lines; Multivibrator; 
Phantastron; Time modulation) 
Delay lines, acoustical, 414-415, 501-502 
electromagnetic, 286-322 
applications of, 286, 305-322 
characteristic impedance of, 287-292 
characteristics of, 286 
charged, 303-304 
coders, 307-308 
decoders, 310-315 
delay time of, 287-297 
distributed-parameter, 286-291 
helical, 288-290 
lumped-parameter, 291-298 
reflection factor of, 300-301 
reflections on, 299-305 
rise time of, 293-294, 296-297 
step response of, 290, 293, 297-298 
Delay multivibrator (see Multivibrator, 
monostable) 
Dietzold network, 72, 73 
Difference amplifier, 20-21, 467, 481-483 
figure of merit of, 21 
Differentiator, comparison with 
integrator, 47 
double, 39-40 
operational amplifier, 26, 38-39 
RC circuit, 36-39 
RL circuit, 47-48 
Diffusion current in semiconductors, 551- 
552 
Digital computer, 392-394, 491-494 
circuits, 394-427 
NORC, 401-402, 416-419 
SEAC, 404-410, 414 
(See also Gates, switching) 
Digital converter, 491-494 
Diode circuits (see Clamping circuits; 
Clipping circuits; Comparators; 
Gates; Limiting circuits) 
Diode gate (see Gates) 
Diodes, break region of, 105-106, 113 
breakaway, 463 
breakdown, 555, 597 
capacitance of, 106, 113 
crystal, 104-106, 552-556 
damper, 133-134 
junction, 106, 552-556 
pick-off, 460 
plate-catching, 134-135, 186-187, 225 
point contact, 106, 556 
recovery time of, 106 
temperature dependence of, 105-106, 
117-119 
Displacement error, sweep, 203 
Distributed amplifier, 315-321, 502-503 
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Distributor, 338, 344 

Divider, binary, 323-329, 530 
frequency (see Counters; Synchroniza- 

tion) 

locked oscillator, 384-386 
relaxation (see Synchronization) 
sinusoidal, 382-386 
storage counter, 347-350 

Donor, 550-551 

Doping of semiconductors, 551 

Drift current in semiconductors, 551 


Eccles-Jordan circuit (see Binary) 
Electromagnetic delay lines (see Delay 
lines) 
ENIAC, 344 
Equalizing pulses in television, 524-525, 
527-532 
Error, 203 
(See also Sweep linearity) 
EXCLUSIVELY-OR circuit, 411 


Feedback amplifiers (see Amplifiers) 
Ferrite, 262-263, 425 
Figure of merit, of amplifier, 12, 65-66 
of cathode follower, 12 
of crystal diode, 112 
of difference amplifier, 21 
of tubes, 65-66, 316, 318 
Filter section, 291-298 
Flip-flip, 140ff. 
(See also Binary) 
Flip-flop, 140ff. 
(See also Binary) 
Flyback power supply, 251-252 
Flyback time, 202, 249-252 
Flying spot scanner, 544 
Frequency, lower 3-db, 29, 61-63 
upper 3-db, 40-41, 61 
Frequency divider (see Synchronization) 
Frequency meter, 345, 352-353 
Frequency response, of feedback 
amplifier, 9 
of RC circuit, 28-30, 41-42 
of RC coupled amplifier, 59-63, 65 


Gas tube (see Thyratron comparator; 
Thyratron sweep circuit) 

Gates, linear (see transmission, below) 
logical (see switching, below) 
switching, 394-427 

AND, 397-400, 404-407 
AND-NOT, 411 
buffer, 394-397, 404-409 
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Gates, switching, code-operated, 422-424 
coincidence, 397-400, 404-409, 512 
EXCLUSIVELY-OR, 411 
INHIBITOR, 401-404, 407 
inverter, 400-401, 407 
magnetic, 425-427 
mixing, 394-397, 404-407 
multiposition, 422-424 
NOT, 400-401, 407 
OR, 394-397, 404-407 

transmission, 429-457 
bidirectional, 435-436, 438-447, 

453-457 

four-diode, 4438-445, 454-455 
six-diode, 445-447 
threshold, 481 
triode, 485-438, 456 
two-diode, 438-448, 453-456 
unidirectional, 430-435 

Generators, pulse, 302-304 

(See also Blocking oscillator) 
square-wave, 117, 168, 174, 197-201 
staircase, 352 
television, 527-532 
trapezoidal, 240-241, 246-247 
triangular (see Sweep circuits) 
waveform, 346 

Grid base, 116 

Guides in Dekatron, 336-337 


Hartley oscillator, 505 

Havens delay circuit, 416-419 

Hewlett-Packard counter, 153-155, 329- 
330 

Holes in semiconductor, 550 

Hysteresis in cathode-coupled binary, 
164-172 

Hysteresis loop, magnetic, 425 


Impedance (see Input impedance; Output 
impedance) 
Inhibitor circuit, 401-404, 407, 433-434 
Input impedance, of amplifier, 86 
of cathode follower, 85-86 
of transistor, 575-576 
Integrator, comparison with differentia- 
tor, 47 
operational amplifier, 25 
RC circuit, 46-47 
Intensifier, 209, 213 
(See also Blanking) 
Inverter circuit, 400-401, 407 


Junction diode, 552-556 
Junction transistor, 556-559 
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Keyed clamps, 126-129, 447-457 


Limiting circuits (sce Clipping circuits) 
Line (see Delay lines) 
Linear gates (see Gates, transmission) 
Linearity, of amplifier, 9-10, 245-246 
of delay multivibrator, 193-194 
of phantastron, 225 
of sweep (see Sweep linearity) 
Locked oscillator, 384-386 
Logical gates (see Gates, switching) 


Magnetic binary elements, 425-427 
Magnetic counter, 426-427 
Magnetic register, 425-426 
Majority carriers, 553 
Marks, electronic, 543-547 
Memory, 392-393, 414-415 
(See also Register) 
Miller integrator, 214, 216-228, 487-494 
Miller sweep, 214, 216-228, 487-494 
Minority carriers, 553 
Mixing circuit, 394-3897, 404-407 
Monostable multivibrator (see Multi- 
vibrator) 
Multiar, 468-473, 480 
Multiplier, 382 
Multivibrator, astable, 174, 197-201 
synchronization of, 360-362, 378- 
380 
transistor, 602-603 
bistable (see Binary) 
comparator, 474-476 
gating, 174ff. 
monostable, 174, 187-199, 363-364 
cathode-coupled, 187-199 
delay time of, 193-194 
duration of, 193-194 
free-running adjustment of, 197- 
199 
gate width of, 197-199 
overshoots in waveforms of, 190- 
193, 195 
triggering of, 195-196 
waveforms of, 187-1938, 195 
plate-coupled, 174-187, 363-364 
delay time of, 175-178 
duration of, 175-178 
free-running adjustment of, 197- 
199 
gate width of, 175-178 
overshoots in waveforms of, 178- 
183 
quasi-stable state of, 174-175 
recovery time of, 184-187 
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Multivibrator, monostable, plate-cou- 
pled, stable state of, 174-175 
synchronization of, 363-364 
triggering of, 175-176, 185-186 
waveforms of, 178-187 
transistor, 599-602 
one-shot, 174ff. 
single-cycle, 174ff. 
single-step, 174ff. 


n-p junction, 552-556 

n-p-n transistor, 556-559 

National Bureau of Standards Com- 
puter (SEAC), 404-410, 414 

Naval Ordnance Research Calculation 
(NORC), 401, 402, 416-419 

NORG, 401, 402, 416-419 

Norton’s theorem, 2-6, 573-574 

NOT circuit, 400-401, 407 


Operational amplifier, 22-26, 497 
Operational integrator, 26 
(See also Sweep circuit, Miller) 
Operational phase inverter, 218 
Operational trapezoidal generator, 246- 
247 
OR circuit, 394-397, 404-407, 433-434 
Oscillator, biasing arrangements, 126 
blocking (see Blocking oscillator) 
locked, 384-386 
pulsed, 504-508 
(See also Generators) 
Oscilloscope, 202 
attenuator, 80-81 
blanking of, 206, 209, 213 ; 
cathode-ray (CRO), 202, 207, 209, 213 
probe, 80-81 
radar, 536-538, 541-543 
Output impedance, of amplifier, 2-3 
with feedback, 5-6, 22 
of blocking oscillator, 278, 282 
of cathode follower, 11, 86 
of transistor, 573-576 
Overdriven amplifier, 116, 129-139 
Overshoot, in amplifier waveforms, 69, 
73, 76-77, 98, 1385-137 
in grid waveforms, 130-131, 137 


p-n junction, 552-556 

p-n-p transistor, 556-559 

Paraphase amplifier, 18-20 
Peaking, 31-32, 47-48, 131-134, 501 
Pedestal, 431, 434-438 

Permalloy, 257, 261 
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Phantastron, 221-228 
cathode-coupled, 227 
delay, 225-226 
divider, 8364-365 
linearity of, 225 
screen-coupled, 222-227 
Phase-comparison circuit, 386-390 
Phase delay, 364-365 
Phase inverter, 18-20, 218 
Phase jitter, 365-366 
Phase-modulation systems, 494-501 
Phase-shifting circuits, 498-499 
Phase-shifting devices, 495-498 
Phasemeter, 459, 479-480 
Plate-catching diode, 1384-135, 186-187 
Potentiometer, sine-cosine, 498, 539-540 
PPI, 537-538, 541-542 
Probe for oscilloscope, 80-81 
Pulse amplifiers, 58-77, 81-85, 89-99 
Pulse coders, 307-308 
Pulse decoders, 309-315 
Pulse generator, 302-304 
(See also Blocking oscillator) 
Pulse shaping, 29-30, 41-42, 305, 403- 
404, 407-410, 413-414, 416-419 
Pulse stretcher, 305, 403-404, 409-410 
Pulse transformers, 253-272 
application of, 253 
capacitances in, 259-262, 271 
coefficient of coupling of, 254-256, 262 
cup core of, 262-263 
design of, 271-272 
equivalent circuits of, 253-256, 263- 
271 
ferrite core of, 262-263 
inverting, 260-261 
leakage inductance of, 256-259, 271 
pot core of, 262-263 
primary inductance of, 253-258, 262, 
267, 271 
response of, 263-271 
decay-time, 267-271 
flat-top, 265-267, 269-270 
ringing in, 263-265, 269-270 
rise-time, 263-265, 269-270 
tilt in, 265-267, 269-270 
saturation of, 266 
turns ratio of, 254, 256, 271-272 
uses of, 253 
Pulsed oscillators, 504-508 


Q, measurement of, 53 
related to damping factor, 49, 67 


Radar, 535-547 
indicators, 536-538, 541-547 
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Radar, principles, 535-536 
Radial sweeps, 537-542 
Ramp voltage, 35-36, 45-46 
(See also Sweep circuit) 
Range marks, 543 
Raytheon magnetic cores, 426 
RC circuits, 28-47 
high-pass, 28-40 
differentiator, 36-40 
exponential input, 33-35 
pulse input, 29-30 
ramp input, 35-36 
sinusoidal input, 28-29, 37-38 
square-wave input, 31-33 
step-voltage input, 29 
low-pass, 40-47 
exponential input, 44-45 
integrator, 46-47 
pulse input, 41-42 
ramp input, 45-46 
sinusoidal input, 40 
square-wave input, 42-44 
step input, 40-41 
Reactance tube, 386-390 
Regenerative broadening, 409-410 
Regenerative circuits, 382-384 
(See also Blocking oscillator; Com- 
parators; Multiar; Multivibrator) 
Register, binary, 346, 411-413, 425-427 
dynamic, 413-416 
magnetic, 425-427 
shift, 412-413, 425-426 
Relaxation dividers (see Synchroniza- 
tion) 
Resolved sweeps, 538-542 
Resolver, 496, 538-539, 541 
Resonant stabilization, 368-372 
Restorer, d-c (see Clamping circuits) 
Retrace time, 202, 249-250 
Reverse current in semiconductor, 553- 
555 
Ringing in amplifier response, 73 
Ringing circuit, 52-57, 505-506 
Rise time, definition of, 41 
measurement of, 43 
RL circuits, 47-48 
RLC circuits, 48-57 
RTB, 537-538 


Sanaphant, 228 

Sanatron, 228 

Saw-tooth generator (see Sweep circuit) 

Scaling circuit (see Counters) 

Schmitt circuit (see Binary, cathode- - 
coupled) 

Scope (see Oscilloscope) 
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Screen bypass, 95-96 
SEAC, 404-410, 414 
Selector circuits (see Clipping circuits; 
Gates, transmission) 
Self-bias (see Biasing arrangements) 
Semiconductor, 548-556 
breakdown in, 554-555, 567-568 
current in, 551-552 
diode, 552-556 
doping of, 551 
holes in, 550 
intrinsic, 548, 551 
junction, 552-556 
n-type, 550 
p-type, 551-552 
Sequencer, 344, 544-545 
Series peaking in amplifiers, 72-74 
Series-shunt peaking in amplifiers, 72-74 
Serrations in television signal, 523-524 
Shunt peaking in amplifiers, 72-74 
Sine-cosine potentiometer, 498, 539-540 
Sleeping sickness, 102 
Slope error, 203, 487-491 
Slump, 102 
Smear in amplifier, 73 
Spades in trochotron, 341 
Speed-up capacitor for binary, 146-147, 
151-156, 163-164 
Square-wave response, of amplifiers, 63- 
77, 81-85, 89-93, 96-99 
of delay lines, 290, 293, 297, 298 
of RC circuits, 31-33, 42-44 
Square-wave testing, 64-65 
Squaring circuits, 117, 168, 174, 197- 
201, 477-480 
Staircase generator, 352 
Step-voltage response, of amplifier, 63- 
77, 81-85, 89-93, 96-99 
of delay lines, 290, 293, 297, 298 
of RC circuits, 29, 40-41 
Stepping switch, 338, 344 
Storage counters, 346-353 
Storage devices, 346-353, 392-393, 415 
(See also Register) 
Sweep circuit, current, 236-252 
bootstrap, 246, 248 
deflection-coil parameters of, 237 
delay in response of, 238-239 
driver for, 240-244 
generator waveform for, 236-240, 
244-248 
impulse term in generator for, 236- 
240, 244-245 
linearity of response of, 244-246, 
487-494 
radial, 537-538 
recovery time of, 243-244 
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Sweep circuit, current, television, 248- 
252 
voltage, 202-235 
bootstrap, 215-216, 228-232, 487- 
491 
driven, 207 
Du Mont, 209 
inductor, 232-233 
Miller, 214, 216-228, 487-494 
pentode, 234-235 
phantastron, 221-228 
radar, 538-542 
radial, 537-542 
recurrent, 206 
resolved, 538-542 
synchronization of, 206, 355-360, 
372-377 
Tektronix, 210-213 
thyratron, 204-208, 234-235, 355- 
360 
triggered, 207 
vacuum tube, 208-232 
zero error in waveform of, 487-494 
Sweep linearity, 203, 206, 212-217, 225, 
230-235 
of bootstrap circuit, 215-217, 487-491 
of current sweep, 244-246 
error in, displacement, 203, 210, 225, 
233 
slope, 203, 487-491 
transmission, 36, 45, 203 
of Miller circuit, 214, 216-218, 487— 
494 
Sweep-voltage waveform, 202-204 
Switch tube, 129-139 
with capacitive load, 134 
cathode-follower, 138-139 
with inductive load, 131-134 
with resistive load, 129-131 
two-stage, 135-137 
(See also Gates, switching)’ 
Switching gates (see Gates) 
Sylvania 2N35 transistor character- 
istics, 560, 563, 590, 592, 594 
Synchro, 496, 538-539, 541 
Synchronization, 355-390 
pulse, 355-372, 386-390 
of astable multi, 360-362 
of blocking oscillator, 360, 368-372 
of monostable multi, 363-364 
of phantastron, 364-365 
with resonant circuit, 368-372 
of sinusoidal oscillator, 386-390 
stability considerations in, 364-372 
sinusoidal, 372-390 
of astable multi, 378-380 
of blocking oscillator, 380 
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Synchronization, sinusoidal, of thyratron 
sweep, 372-378 
television, 389-390, 519-532 


Synchronous clamping, 126-129, 447- 
4538, 456-457 


Tags, electronic, 544-547 
Television, amplifiers (see Amplifiers) 
bandwidth requirements for, 533-534 
d-c restorers for (sce Clamping circuits) 
equalizing pulses for, 524-525, 527-532 
generator, 527-533 
high-voltage power supply, 251-252 . 
principles, 515-516 
scanning, 516-519 
signal, 519-534 
sweep circuits, 248-252, 284 
Thévenin’s theorem, 2-6, 573 
Threshold gate, 431 
Thyratron comparator, 476-477 
Thyratron sweep circuit, 204-208, 355- 
360 
synchronization of, 355-360, 372-378 
Time base, current, 236-252 
voltage, 202-235 
(See also Sweep circuits) 
Time-base systems, 485-494 
Time measurements, 345-346, 458, 508- 
513 
(See also Time modulation) 
Time modulation, 485-513 
delay-line, 501-504, 507-508 
phase-modulation systems, 494~501, 
506-507 
time-base systems, 485-494 
Time-selection circuits (see Gates, trans- 
mission) 
Timing markers, 307, 458 
Totem-pole amplifier, 99-101 
Transformer (see Pulse transformer) 
Transistor, 548-606 
active region of, 560 
alloy-type, 558 
alpha, 561, 579, 591-592 
amplifier, 573-578 
analogies with vacuum-tube circuits, 
564-567 
base resistance, 571 
base spreading resistance, 571-572 
binary, 595-599 
breakdown in, 567-568 
capacitances of, 579-581, 584-585 
characteristics, 559-568, 589-593 
configuration, common-base, 559-562 
common-collector, 564-567 
common-emitter, 562-567 
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Transistor, configuration, grounded-base, 
559-562, 564-567, 575-578 
grounded-collector, 564-567, 575- 
578 
grounded-emitter, 562-567, 575-578 
cutoff frequency, 579 
cutoff region of, 561, 593-594 
diffused-junction, 558 
doping of, 551 
equivalent circuits of, 568-573, 578- 
586 
grown-junction, 558 
junction, 556-559 
multivibrators, 599-602 
n-p-n, 556 
p-n-p, 556 
parameters, 570, 576 
point-contact, 559, 567 
yotential energy barriers in, 557-558 
power gain of, 573-578 
response of, 581-589 
delay time in, 585-586 
transient, 581-589 
saturation region of, 561, 587, 594-595 
storage time in, 586-587 
voltage gain of, 573-578 
Transmission error, 36, 45, 203 
Transmission gates (see Gates) 
Transmission line (see Delay line) 
Trapezoidal generator, 240-241, 246-247 
Triangular generator (see Sweep circuit) 
Triode, amplification factor of, 109 
break region of, 113 
characteristics of, 106-111 
transfer, 113-114 
(See also Tube characteristics) 
grid current of, 108-110 
grid resistance of, 109 
input capacitance of, 86 
parameters of, 109 
plate resistance of, 109 
transconductance of, 109 
(See also Amplifiers; Transistor) 
Trochotron, 339-343 
Tube characteristics, 2N35 transistor, 
560, 563, 590, 592 
6AU6, 665 
6J5, 106, 666-667 
6SN7, 106, 666-667 
12AT7, 106, 668 
12AU7, 106, 109, 669-670 
12AX7, 106, 671 
5814, 106 
5963, 106 
5965, 106-110, 672-673 
Tubes (see Diodes; Switch tube; Tran- 
sistor) 
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Univibrator, 174f. 


Vernier counter, 509-513. 

Video amplifier, 58-77, 81-85, 89-99 
Video mapping, 543-544 

Voltage comparators (see Comparators) 


’ Wave shaping, linear, RC circuits (sce 
RC circuits) 
RL circuits, 47-48 


Wave shaping, lincar, 2LC circuits, 48- 
57 
nonlinear (see Amplifiers, overdriven; 
Clamping circuits; Clipping eir- 
cuits; Switch tube) 
Waveform generator, 346 
Word, 349 


Z-axis modulation, 208 
Zener voltage, 555, 567 


